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Coaxial & Fiber Optic 
Connectors, Adapters, 
Cables & Components 


OVER 18,800 RF & MICROWAVE PRODUCTS 
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jamaneree! SEE OUR NEW FIELD CALIBRATION TOOLS, PRECISION TEST CABLES AND S (U.FL COMPATIBLE) CONNECTORS 
AND CABLE ASSEMBLIES IN aye NEW PRODUCTS SECTION 


(866) PASTERNACK 
Pane yi. 2.7 - 68837. 6 


LFU 
CONNECTORS 


PASTERNACK ENTERPRISES” 


Thank you for purchasing from Pasternack Enterprises! 


We appreciate your business, and look forward to assisting you in the future. Our Company 
is built around serving customers from around the world with the broadest offering of in-stock 
products available for same-day shipment. Now, with over 18,800 products in stock and a 
best-in-class availability of over 99%, you can rely on Pasternack having the RF, Microwave, 
and Fiber Optic products you need. 


Test & Measurement is a critical process for many of our customers, so we have expanded 
our product lines to support you with more of the products you need. In this issue of the 
catalog, you can see these new lines in our New Products section beginning on page 11. 
For example, we have expanded our Precision Test Cable Assemblies with new armored 
assemblies that perform up to 26.5 GHz and 40 GHz. These rugged, durable cable assemblies 
are designed for use in the harshest environmental test chambers. 


In addition, we have added our new line of QN Connectors and Cable Assemblies. Just like 
our QMA Connectors and Cable Assemblies, these are compliant to QLF® specifications, 
and are the easiest, quickest connector to use for secure mating. To complement these new 
QN connectors, we have added our N-type Calibration Kit to ensure your measurements are 
accurate for all your devices using N-type connectors. And for your field application needs, 
you can also see our new 3-Port Field Calibration Tools, which are ideal for use with the 
Anritsu SiteMaster® analyzers. 


Finally, we have also received numerous requests to provide products compatible with the 
Hirose U.FL™ series connectors. We're pleased to announce our new ultra-miniature 

LFU Connectors and Cable Assemblies. Now you can purchase a complete cable assembly 
that can snap-on to any U.FL™ or compatible connector, and that comes terminated with an 
SMA, RP-SMA, MCX, RP-MCX, TNC, or RP-TNC connector. Use these assemblies for testing 
your mobile phone, GPS, wireless LAN, and Bluetooth applications. 


These products and more are all available today in our catalog and on our 100% secure 
website. We promise to keep them in stock for same-day shipment to provide you with “one 
stop shopping” for all your RF, Microwave & Fiber Optic requirements. 


You can trust that we will have the products you need, in-stock for same-day shipping, and 
that we will always give you an Excellent Customer Experience. 


Thank you for your support, 


TEAM PASTERNACK 
Pasternack Enterprises, Inc. 
Irvine, CA, USA 


( 


Have a suggestion for our catalog? Please send to Jake Ring, jake@pasternack.com. 


For your online convenience, you can view 
our website in local languages and currencies. 
Simply visit www.pasternack.com and select the 
flag along the top to see the translation and local 
currency pricing. 
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CATALOG SECTIONS: 


DESCRIPTION 


Catalog Section Index 


Purchasing / Terms & Conditions 


Table of Contents 


Part Number Index 


International Distributors & Headquarters 


New Products 


“T have found it very rare when I order an item 
and receive it in a day, even [for] custom built 
cable assemblies. Your selection of “weird” 
connectors and adapters is very welcome, 
thanks.” 


Jeff W., Sr. Electronics Tech, 


Lawrence Livermore Labs, CA 


“Tt is great that you always have items in 
stock and same day shipping. I am on the 
East Coast and I had a last minute request 
for cables that you were able to have for 
me the next day. Thanks! I’ve already re- 
commended you to a colleague.” 


John H., Operations Mer. 
Mechintel, Inc., NC 


CATALOG SECTION INDEX 


Use this Section Index to find product categories quickly. 
Turn the page to the Table of Contents to find individual products, 
or use the Part Number Index to find product page by Part Number. 


New Products 
Precision Test Cable Assemblies; VNA Cables; QMA & QN Connectors, Cable Assemblies & 
Adapters; LFU Connectors & Cable Assemblies; HD Connectors & Cable Assemblies; PE-BYR940 
Coaxial Cable; Mobile & Stationary Antennas; Antenna NMO Mounts; Antenna Cable Assemblies; 
N Connectors & Cable Assemblies; 7/16 Din Connectors & Cable Assemblies; 3.5mm & N Type VNA 
Calibration Kits; 3-Port Calibration Tools 
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Coaxial & Twinax Cable Assemblies 
N Type & 3.5mm VNA Calibration Kits; VNA Test Cable Assemblies; 3-Port Field Calibration 
tools; High-Frequency Assemblies; Flexible Assemblies; Semi-Rigid & Re-Shapable Assemblies; 
Single Wire Patch Cords; Breakouts; Twinax (Cable Assemblies & Connectors); 3/4"-20 Twinax; 
BNC Twinax 
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Coaxial Connectors 
1.0/2.3 Snap On; 1.6/5.6; 1.85mm; 2.4mm; 2.92mm; 3.5mm; 7/16 DIN; 10-32; BNC; BNC-75 Ohm; 
BNC-Reverse Polarity; Banana Plugs; C; D-Subminiature; F; FME; GR874; HN; LC; LFU; MC-Card; 
MCX; MCX-75 Ohm; MCX-Reverse Polarity; MMCX; N; N-75 Ohm; N-Reverse Polarity; Positive Snap; 
QMA; QN; SC; SHV; SMA; SMA-Reverse Polarity; SMA-Reverse Thread; SMB; SMB-75 Ohm; Mini-75 
Ohm SMB; SMC; SMC-75 Ohm; SMP; MINI SMP; SSMA; SSMB; TNC; TNC-75 Ohm; UHF; Mini UHF 


Adapters | 
Adapter Selection List (Part Number Identifier); Adapters to all Connectors above 
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Additional Products 
Attenuators (Programmable, Fixed, Rotary, Pushbutton, Toggle, & Continuously Variable); 
Impedance Matching Pads; Terminations; Directional Couplers (Octave, Broadband, Dual, 
90° Hybrid & High Power); Power Dividers; Ferrite Isolators & Circulators; Phase 
Shifters; Phase Trimmers; DC Blocks; Bias "Tee"; Caps & Shorts; Surge Protectors; Coaxial 
Relay & Transfer Switches; Noise Generators; Amplifiers (In-line, LNA & Power); Schottky 
Diode Detectors & Limiters; Double Balanced Mixers; Frequency Doublers; Standard Gain Horns; 
Waveguide-to-Coax Adapters; Waveguide Terminations; Mobile & Stationary Antennas; Antenna 
NMO Mounts; Antenna Cable Assemblies 
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Fiber Optics 
Cable Assemblies; Adapters; Attenuators 


sondg 49q!4 


Tools & Bulk Cable 
Coax Crimping Tools; Preset Torque Wrenches; Coax Compression Tool; Cable Cutting Tools; 


Bulk Coaxial Cable 
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PLACING YOUR ORDER 


> By Telephone: 866-PASTERNACK (866-727-8376) 
US & Canada, or 949-261-1920 


Our friendly sales representatives are ready to serve you from 5:00am 
to 5:30pm Pacific Standard Time (PST), Monday through Friday. For 
most efficient service, please have ready a list of quantities and part 
numbers and, if paying by credit card, your MasterCard, VISA, 
American Express or Discover card. Note: Calls may be recorded or 
monitored for quality and training purposes. 


> By Fax: 949-261-7451 


Our fax lines can be accessed 7 days a week, 24 hours a day. Orders 
received after 4:00pm PST will be promptly processed and shipped the next 
business day. Please include your daytime phone number and/or email ad- 
dress in case we have any questions about your order. 


United States Orders 
Minimum Order: 
Aminimum order of $50.00 is required. There is no minimum line item required. 


Handling Charge: 
A $10.00 handling charge applies to all orders less than $100.00. This fee will be 
waived on orders of $100.00 or more 


Ground Freight is Free: 
On UPS Ground orders, there is no charge for shipping for all USA destination 
orders of $100.00 or greater. 


Otherwise, shipping or freight charges and insurance will be paid by the customer. 
All sales are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA 
USA. Shipping or freight charges from Pasternack’s Irvine, CA factory are prepaid 
and added to the invoice, billed collect, or billed to a third-party. 


Same-Day Shipment: 


Same-day shipment on orders received Monday through Friday prior to 4:00pm PST 


* All UPS air and surface options 

* All FedEx air options (with an approved account number) 

* Most other shipping options, including DHL (with an approved account number) 
and USPS 


Counter-to-Counter Shipping: 


For your urgent order requiring our fastest shipping method, we will place your order 
on the next available flight from Santa Ana-Orange County John Wayne International 


Airport (Airport code: SNA) to the destination you specify. Please call for details. 


Payment Terms 
Credit Card: 


MasterCard, VISA, American Express or Discover card, all purchase cards, and 
major bank debit cards. 


Open Account Credit: 

Net 30 Days terms are available to businesses, schools and agencies subject to 
credit approval. Approval can begin by submitting a completed Credit Application, 
which can be found online at: 

www.Pasternack.com/CreditApplication.aspx 


EFT/Wire Transfers: 
Please call or eMail sales@Pasternack.com for details. 


Returns 


All Sales are final and thus, once an order is processed by Pasternack they may not 


be returned for credit or exchange except as covered by the Limited Warranty. All 


cable assemblies are made for each specific order and are non-cancellable and not 


returnable. 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


> By Internet: www.Pasternack.com 


Order on-line 7 days a week, 24 hours a day using our on-line ordering 
system. Just search for the items you want and add them to your 
shopping cart. Internet orders entered after 4:00 pm PST will be 
promptly processed and shipped the next business day. 


> By Mail: Simply Mail Your Order To: 
Pasternack Enterprises, Inc. 
1851 Kettering Street 
PO Box 16759 
Irvine CA 92623-6759 USA 


International customers please see “International Orders” below for additional 
information. 


International Orders 

The following are additional terms and conditions for orders shipping outside the 
United States. We look forward to doing business with you. If you need any 
additional information, please let us know. 


All orders of International origin are exported from the US in accordance with the 
Export Administration Regulations. Diversion contrary to US law is prohibited. 


Pasternack uses international distributors for the following countries: 

Europe: France, Sweden, United Kingdom 

Asia: Australia, Indonesia, Japan, Korea, Malaysia, The Philippines, 
Singapore, Thailand 


To access their complete contact information, please see our International 
Distributors section. 


Minimum Order: 
Aminimum order of $50.00 is required. There is no minimum line item required. 


International Shipping Charges: 

Shipping or freight charges and insurance will be paid by the customer. All sales 
are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA USA. 
We ship orders by UPS, FedEX (with an approved account number), or DHL 
(with approved account number) with delivery in 2 to 3 days to most locations 
worldwide. 


International Taxes and Duties: 
Customer is responsible for duties and taxes. 


Payment Terms 


Currency: All payments must be in US Dollars. 

Credit Card: MasterCard, VISA, Discover, and American Express. Credit Card 
billing information must be verified on new customers prior to 
shipping the order. 

Open Account Credit: 


Net 30 Days terms are available to businesses, schools and agencies subject to 
credit approval. Approval can begin by submitting a completed Credit Application, 
which can be found online at: 

www.Pasternack.com/CreditApplication.aspx 


Prepaid Wire Transfer: You can wire the funds to our bank. We will contact 
you with the total amount which will include shipping charges and a $40 wire 
transfer fee. Orders will not be accepted until funds have been received in full 
and Purchase Order (PO) has been received. 


Mellon 1st Business Bank 

One Bunker Hill Building 

601 West Fifth Street 

Los Angeles, CA 90071 USA 
Account Number: 001-745603 
ABA Routing Number: 122038442 


Free Ground Freight 
Same-Day Shipping 
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PE3581 108 
PE3582 THRU PE3584 44 
PE3587 & PE3588 92 
PE3589 & PE3590 94 
PE3591 95 
PE3592 & PE3593 93 
PE3594 96 
PE3595 & PE3596 114 
PE3597 & PE3598 116 
PE3600 & PE3601 115 
PE3602 117 
PE3604 50 
PE3605 123 
PE3606 48 
PE3607 76 
PE3608 112 
PE3611 62 
PE3612 108 
PE3613 54 
PE3614 74 
PE3615 54 
PE3616 108 
PE3617 80 
PE3618 108 
PE3623 53 
PE3626 54 
PE3627 48 
PE3634 69 
PE3635 53 
PE3641 52 
PE3642 53 
PE3644 E87 
PE3646 61 
PE3649 49 
PE3650 80 
PE3651 63 
PE3652 87 
PE3653 76 
PE3654 74 
PE3655 60 
PE3656 57 
PE3657 75 
PE3658 54 
PE3660 52 
PE3661 87 
PE3662 74 
PE3664 120 
PE3665 & PE3666 87 
PE3667 80 
PE3669 125 
PE3671 & PE3672 52 
Free Ground Freight 
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PE3673 125 
PE3674 48 
PE3675 50 
PE3678 45 
PE3679 67 
PE3684 113 
PE3686 82 
PE3689 46 
PE3693 79 
PE3694 88 
PE3696 54 
PE3697 62 
PE3698 79 
PE3699 78 
PE3705 44 
PE3706 62 
PE3713 60 
PE3714 80 
PE3715 62 
PE3721 92 
PE3722 97 
PE3726 78 
PE3733 53 
PE3735 88 
PE3736 119 
PE3739 56 
PE3745 54 
PE3746 52 
PE3747 112 
PE3749 44 
PE3750 51 
PE3755 97 
PE3756 53 
PE3758 68 
PE3759 66 
PE3764 69 
PE3765 116 
PE3769 73 
PE3775 60 
PE3776 45 
PE3777 48 
PE3779 58 
PE3780 53 
PE3781 79 
PE3782 77 
PE3790 36 
PE3792 48 
PE3794 69 
PE3796 53 
PE3797 78 
PE3799 64 
PE3800 66 
PE3803 126 
PE3806 64 
PE3807 4a 
PE3808 114 
PE3809 119 
PE3810 97 
PE3811 53 
PE3814 56 
PE3815 90 
PE3816 47 
PE3818 57 
PE3819 & PE3820 61 
PE3821 & PE3822 59 
PE3823 & PE3824 63 
PE3825 & PE3826 65 
PE3827 77 
PE3828 75 
PE3829 81 


Model No. -=Ss___s~Page_No. 
PE3830 83 
PE3832 62 
PE3835 64 
PE3836 66 
PE3842 47 
PE3843 90 
PE3845 53 
PE3849 52 
PE3850 53 
PE3852 91 
PE3853 92 
PE3854 49 
PE3857 90 
PE3858 60 
PE3864 62 
PE3865 58 
PE3867 57 
PE3871 64 
PE3874 51 
PE3876 60 
PE3882 79 
PE3883 114 
PE3885 54 
PE3886 53 
PE3887 75 
PE3895 90 
PE3898 126 
PE3899 56 
PE3901 48 
PE3902 114 
PE3903 69 
PE3904 122 
PE3906 44 
PE3908 97 
PE3911 74 
PE3914 88 
PE3915 92 
PE3916 & PE3917 94 
PE3918 & PE3919 116 
PE3920 77 
PE3921 81 
PE3922 83 
PE3924 64 
PE3925 67 
PE3929 69 
PE3930 138 
PE3931 68 
PE3932 69 
PE3935 47 
PE3940 64 
PE3944 119 
PE3949 48 
PE3950 89 
PE3953 50 
PE3954 142 
PE3956 64 
PE3957 74 
PE3958 59 
PE3959 64 
PE3960 50 
PE3961 65 
PE3962 78 
PE3963 77 
PE3965 81 
PE3966 82 
PE3967 64 
PE3971 83 
PE3973 64 
PE3977 80 
PE3979 81 


Model 

PE3982 
PE3983 
PE3986 
PE3987 
PE3988 


PE3989 & PE3991 


PE3992 

PE3993 

PE3995 

PE3996 

PE3997 

PE33001 
PE33003 
PE33009 
PE33011 
PE33021 
PE33068 
PE33071 
PE33098 
PE33117 
PE33121 
PE33122 
PE33143 
PE33144 
PE33154 
PE33165 
PE33168 
PE33175 
PE33176 
PE33178 
PE33179 
PE33188 
PE33191 
PE33196 
PE33231 
PE33236 
PE33247 
PE33258 
PE33261 
PE33267 
PE33270 
PE33304 
PE33316 
PE33321 
PE33330 
PE33349 
PE33350 
PE33352 
PE33356 
PE33361 
PE33363 
PE33370 
PE33383 
PE33391 
PE33399 
PE33417 
PE33420 
PE33421 
PE33437 
PE33438 
PE33439 
PE33440 
PE33441 
PE33442 
PE33443 
PE33444 
PE33445 
PE33446 
PE33447 
PE33449 


& PE33197 


THRU PE33233 


THRU PE33416 
& PE33419 


THRU PE33436 


& PE33448 
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PE33450 THRU PE33452 111 PE33974 79 PE34213 61 PE34407 89 
PE33454 143 PE33984 89 PE34214 86 PE34408 121 
PE33455 87 PE33996 73 PE34215 61 PE34409 89 
PE33456 111 PE34023 50 PE34216 86 PE34410 121 
PE33457 87 PE34061 66 PE34217 61 PE34411 89 
PE33458 111 PE34069 128 PE34218 86 PE34412 121 
PE33476 94 PE34070 & PE34071 69 PE34219 61 PE34413 89 
PE33481 72 PE34078 117 PE34220 59 PE34414 121 
PE33491 50 PE34098 103 PE34221 86 PE34415 89 
PE33502 70 PE34116 132 PE34222 79 PE34416 121 
PE33516 89 PE34122 128 PE34223 61 PE34417 89 
PE33518 69 PE34135 66 PE34224 63 PE34418 121 
PE33519 THRU PE33523 54 PE34138 & PE34140 77 PE34225 86 PE34419 89 
PE33525 & PE33527 76 PE34141 66 PE34226 63 PE34420 121 
PE33528 86 PE34142 77 PE34227 86 PE34421 90 
PE33530 82 PE34143 73 PE34228 63 PE34422 121 
PE33532 86 PE34144 & PE34146 77 PE34229 86 PE34423 ' 88 
PE33534 82 PE34148 73 PE34230 63 PE34424 90 
PE33535 122 PE34149 77 PE34231 79 PE34425 & PE34427 88 
PE33536 86 PE34150 83 PE34233 63 PE34428 90 
PE33537 THRU PE33541 50 PE34151 73 PE34234 79 PE34429 88 
PE33543 82 PE34152 83 PE34235 63 PE34430 90 
PE33545 86 PE34153 73 PE34236 79 PE34431 88 
PE33546 THRU PE33554 144 PE34154 83 PE34237 63 PE34432 90 
PE33555 72 PE34155 73 PE34238 79 PE34433 88 
PE33556 115 PE34156 83 PE34240 128 PE34434 91 
PE33557 THRU PE33567 144 PE34157 73 PE34241 & PE34243 65 PE34435 123 
PE33580 118 PE34158 83 PE34244 142 PE34436 91 
PE33583 91 PE34159 73 PE34245 65 PE34437 123 
PE33586 98 PE34160 66 PE34246 120 PE34438 ~91 
PE33605 108 PE34161 83 PE34247 65 PE34439 127 
PE33615 87 PE34162 45 PE34248 120 PE34440 123 
PE33641 114 PE34163 73 PE34249 65 PE34441 127 
PE33643 116 PE34164 THRU PE34168 45 PE34250 120 PE34442 123 
PE33644 98 PE34169 72 PE34252 65 PE34443 THRU PE34447 127 
PE33645 116 PE34170 45 PE34253 120 PE34448 97 
PE33646 98 PE34171 72 PE34254 65 PE34449 127° 
PE33647 114 PE34173 45 PE34255 120 PE34450 119 
PE33649 116 PE34174 72 PE34256 65 PE34451 127 
PE33650 & PE33652 92 PE34175 45 PE34257 THRU PE34265 75 PE34452 97 
PE33654 & PE33656 94 PE34176 ae PE34266 87 PE34453 127 
PE33657 97 PE34177 45 PE34268 75 PE34454 119 
PE33658 & PE33660 115 PE34178 72 PE34269 92 PE34455 97 
PE33662 123 PE34179 66 PE34270 75 PE34456 & PE34458 119 
PE33664 115 PE34180 57 PE34271 113 PE34459 116 
PE33666 THRU PE33672 93 PE34181 82 PE34272 87 PE34460 119 
PE33673 120 PE34182 57 PE34273 113 PE34461 94 
PE33674 95 PE34183 72 PE34274 80 PE34462 116 
PE33675 96 PE34184 57 PE34275 113 PE34463 94 
PE33676 & PE33680 95 PE34185 72 PE34276 80 PE34464 116 
PE33682 96 PE34186 THRU PE34191 57 PE34277 THRU PE34280 113 PE34465 94 
PE33686 THRU PE33690 118 PE34192 66 PE34281 80 PE34466 116 
PE33692 117 PE34193 57 PE34282 173 PE34467 & PE34469 96 
PE33701 122 PE34194 82 PE34283 80 PE34470 117 
PE33704 92 PE34195 59 PE34284 113 PE34471 96 
PE33706 90 PE34196 82 PE34285 81 PE34472 117 
PE33728 80 PE34197 59 PE34286 36 PE34473 96 
PE33749 66 PE34198 82 PE34287 THRU PE34291 81 PE34474 117 
PE33762 125 PE34199 & PE34200 59 PE34292 68 PE34475 96 
PE33778 91 PE34201 82 PE34293 & PE34296 81 PE34476 117 
PE33789 69 PE34202 59 PE34297 THRU PE34321 67 PE34477 96 
PE33844 73 PE34203 78 PE34331 132 PE34478 117 
PE33864 69 PE34204 59 PE34357 & PE34359 103 PE34479 96 
PE33896 63 PE34205 78 PE34360 102 PE34480 117 
PE33928 121 PE34206 59 PE34361 129 PE34481 93 
PE33929 72 PE34207 78 PE34374 128 PE34482 117 
PE33938 91 PE34208 & PE34209 61 PE34396 & PE34397 130 PE34483 95 
PE33948 120 PE34210 78 PE34398 132 PE34484 117 
PE33964 68 PE34211 61 PE34405 68 PE34485 93 
PE33969 122 PE34212 78 PE34406 121 PE34486 117 

s s 2 
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PE34487 95 PE35210 132 PE35475 37 PE36164 135 
PE34488 92 PE35211 129 PE35591 THRU PE35611 38 PE36165 104 
PE34489 95 PE35212 132 PE35639 THRU PE35672 42 PE36166 135 
PE34490 93 PE35213 129 PE35900 102 PE36167 104 
PE34491 95 PE35214 132 PE35952 34 PE36168 135 
PE34492 115 PE35215 129 PE35953 134 PE36169 104 
PE34493 95 PE35216 132 PE35954 34 PE36170 103 
PE34494 114 PE35217 129 PE35955 134 PE36171 104 
PE34495 95 PE35218 132 PE35956 34 PE36172 103 
PE34496 115 PE35219 129 PE35957 134 PE36173 104 
PE34497 95 PE35220 132 PE35958 34 PE36174 & PE36178 103 
PE34498 118 PE35221 129 PE35959 & PE35962 134 PE36519 43 
PE34499 115 PE35222 132 PE35963 103 PE36520 124 
PE34500 118 PE35223 129 PE35964 134 PE36521 43 
PE34501 114 PE35224 132 PE35965 103 PE36522 124 
PE34502 115 PE35225 129 PE36108 136 PE36523 43 
PE34503 118 PE35226 132 PE36109 137 PE36524 124 
PE34504 122 PE35227 129 PE36110 136 PE36525 43 
PE34505 118 PE35228 130 PE36111 137 PE36526 124 
PE34506 122 PE35229 131 PE36112 136 PE36527 43 
PE34507 118 PE35230 130 PE36113 137 PE36528 124 
PE34508 122 PE35231 131 PE36114 136 PE36529 43 
PE34509 118 PE35232 130 PE36115 137 PE36530 124 
PE34510 122 PE35233 131 PE36116 136 PE36531 43 
PE34511 118 PE35234 130 PE36117 137 PE36532 124 
PE34512 122 PE35235 131 PE36118 136 PE36533 43 
PE34518 115 PE35236 130 PE36119 137 PE36534 124 
PE34520 131 PE35237 131 PE36120 136 PE36535 43 
PE34532 THRU PE34536 142 PE35238 130 PE36121 137 PE36536 124 
PE34538 50 PE35239 131 PE36122 136 PE36537 43 
PE34554 131 PE35240 130 PE36123 137 PE36538 124 
PE34570 & PE34572 40 PE35241 131 PE36124 136 PE36539 43 
PE34573 131 PE35242 130 PE36125 137 PE36540 124 
PE34574 & PE34576 40 PE35243 131 PE36126 136 PE36541 43 
PE34577 126 PE35244 130 PE36127 137 PE36542 124 
PE34578 40 PE35245 131 PE36128 136 PE36569 THRU PE36574 125 
PE34579 126 PE35246 130 PE36129 137 PE36674 THRU PE36678 39 
PE34580 40 PE35247 & PE35249 131 PE36130 136 PE36689 & PE36690 35 
PE34581 126 PE35284 103 PE36131 137 PE37840 & PE37841 254 
PE34582 40 PE35348 71 PE36132 138 PE37842 THRU PE37851 255 
PE34583 126 PE35349 133 PE36134 102 PE37940 THRU PE37951 106 
PE34584 40 PE35350 71 PE36135 138 PE37952 THRU PE37963 105 
PE34585 126 PE35351 133 PE36136 102 PE37968 THRU PE37973 141 
PE34586 40 PE35352 71 PE36137 138 PE38040 140 
PE34587 126 PE35353 133 PE36138 102 PE38052 & PE38116 55 
PE34588 40 PE35354 a1 PE36139 138 PE38130 THRU PE38132 140 
PE34589 126 PE35355 133 PE36140 102 PE38133 THRU PE38135 141 
PE34590 40 PE35356 71 PE36141 138 PE38136 THRU PE38141 140 
PE34591 126 PE35357 133 PE36142 102 PE38161 THRU PE38278 55 
PE34592 40 PE35358 71 PE36143 138 PE38295 THRU PE38304 139 
PE34593 THRU PE34597 143 PE35359 133 PE36144 102 PE38446 THRU PE38457 84 
PE34598 128 PE35360 71 PE36145 138 PE38485 THRU PE38496 85 
PE34600 THRU PE34604 143 PE35361 133 PE36146 135 PE300000 THRU PE300011 256 
PE34614 132 PE35362 71 PE36147 138 PE300012 THRU PE300023 257 
PE34681 THRU PE34705 99 PE35363 133 PE36148 135 PE300024 THRU PE300035 258 
PE34709 69 PE35364 71 PE36149 138 PE4000 & PE4001 162 
PE34721 114 PE35365 133 PE36150 135 PE4002 & PE4003 160 
PE34727 129 PE35366 71 PE36151 138 PE4004 162 
PE34729 THRU PE34751 4l PE35367 133 PE36152 135 PE4005 160 
PE34770 129 PE35368 71 PE36153 138 PE4006 155 
PE34833 THRU PE34836 68 PE35369 133 PE36154 135 PE4007 THRU PE4009 160 
PE34853 & PE34854 130 PE35370 71 PE36155 138 PE4010 & PE4011 171 
PE34856 THRU PE34866 134 PE35371 THRU PE35375 133 PE36156 135 PE4012 149 
PE34879 THRU PE34895 128 PE35418 36 PE36157 104 PE4013 156 
PE34917 68 PE35419 35 PE36158 135 PE4014 & PE4015 171 
PE35028 33 PE35420 36 PE36159 104 PE4016 170 
PE35064 THRU PE35154 70 PE35421 & PE35422 37 PE36160 135 PE4017 172 
PE35207 129 PE35423 35 PE36161 104 PE4018 170 
PE35208 132 PE35424 37 PE36162 135 PE4019 172 
PE35209 129 PE35430 125 PE36163 104 PE4020 THRU PE4022 149 
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PE4023 & PE4024 170 PE4157 183 PE4266 & PE4267 187 
PE4025 THRU PE4031 160 PE4158 187 PE4268 & PE4269 173 
PE4032 THRU PE4035 161 PE4159 173 PE4270 & PE4271 158 
PE4036 THRU PE4041 160 PE4160 158 PE4272 & PE4273 183 
PE4042 155 PE4161 183 PE4274 & PE4275 187 
PE4043 & PE4044 170 PE4162 187 PE4276 & PE4277 173 
PE4045 158 PE4163 183 PE4278 & PE4279 158 
PE4046 173 PE4164 187 PE4280 & PE4281 183 
PE4047 157 PE4165 183 PE4282 & PE4283 187 
PE4048 155 PE4166 187 PE4284 173 
PE4049 171 PE4167 173 PE4285 158 
PE4050 192 PE4168 183 PE4286 183 
PE4051 158 PE4169 187 PE4287 187 
PE4052 173 PE4170 173 PE4288 173 
PE4053 170 PE4171 158 PE4289 158 
PE4054 157 PE4172 183 PE4290 183 
PE4055 & PE4056 171 PE4173 187 PE4291 187 
PE4057 & PE4058 170 PE4174 173 PE4292 183 
PE4059 155 PE4175 158 PE4293 187 
PE4060 156 PE4176 187 PE4294 160 
PE4061 & PE4062 155 PE4177 173 PE4295 149 
PE4063 THRU PE4068 157 PE4178 158 PE4296 160 
PE4069 149 PE4179 183 PE4297 155 
PE4070 170 PE4180 187 PE4298 170 
PE4071 157 PE4181 167 PE4299 167 
PE4072 155 PE4182 & PE4183 152 PE4300 162 
PE4073 149 PE4184 159 PE4301 192 
PE4074 158 PE4186 162 PE4302 THRU PE4306 157 
PE4075 & PE4076 167 PE4187 & PE4188 161 PE4307 THRU PE4310 170 
PE4077 171 PE4189 & PE4190 162 PE4311 THRU PE4314 167 
PE4078 & PE4079 170 PE4191 155 PE4315 & PE4316 168 
PE4080 173 PE4192 150 PE4317 & PE4318 171 
PE4081 155 PE4193 167 PE4319 THRU PE4321 170 
PE4082 171 PE4194 168 PE4322 151 
PE4083 160 PE4195 170 PE4323 150 
PE4084 170 PE4196 & PE4197 161 PE4324 193 
PE4085 160 PE4198 152 PE4325 THRU PE4327 160 
PE4088 157 PE4199 159 PE4328 156 
PE4089 192 PE4200 173 PE4329 THRU PE4331 155 
PE4091 171 PE4201 & PE4202 158 PE4332 160 
PE4092 170 PE4203 183 PE4333 168 
PE4093 167 PE4204 THRU PE4210 170 PE4334 THRU PE4341 172 
PE4094 & PE4095 158 PE4211 171 PE4342 150 
PE4096 & PE4097 173 PE4212 170 PE4343 168 
PE4098 167 PE4213 THRU PE4215 160 PE4344 155 
PE4099 162 PE4216 THRU PE4220 162 PE4345 170 
PE4100 168 PE4221 THRU PE4224 155 PE4346 THRU PE4348 193 
PE4101 162 PE4225 THRU PE4228 167 PE4349 168 
PE4102 170 PE4229 & PE4230 152 PE4350 167 
PE4104 & PE4105 193 PE4231 & PE4232 151 PE4351 170 
PE4106 170 PE4233 THRU PE4238 193 PE4352 193 
PE4107 158 PE4239 168 PE4353 161 
PE4108 160 PE4240 THRU PE4244 169 PE4354 162 
PE4109 170 PE4245 173 PE4355 156 
PE4110 183 PE4246 158 PE4356 173 
PE4112 160 PE4247 170 PE4357 158 
PE4113 & PE4114 155 PE4248 183 PE4358 173 
PE4115 & PE4116 160 PE4249 187 PE4359 158 
PE4117 & PE4118 162 PE4250 173 PE4360 173 
PE4119 THRU PE4122 161 PE4251 183 PE4361 158 
PE4123 THRU PE4128 162 PE4252 187 PE4362 173 
PE4129 & PE4130 155 PE4253 183 PE4363 158 
PE4131 156 PE4254 187 PE4364 173 
PE4132 THRU PE4136 155 PE4255 183 PE4365 158 
PE4137 156 PE4256 187 PE4366 173 
PE4138 155 PE4257 183 PE4367 158 
PE4139 156 PE4258 & PE4259 187 PE4368 183 
PE4140 155 PE4260 & PE4261 173 PE4369 187 
PE4141 156 PE4262 & PE4263 158 PE4370 162 
PE4142 THRU PE4156 157 PE4264 & PE4265 183 PE4371 & PE4372 155 
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PE4373 167 
PE4374 & PE4375 169 
PE4376 155 
PE4377 THRU PE4393 170 
PE4394 & PE4395 171 
PE4396 & PE4397 170 
PE4398 THRU PE4418 160 
PE4419 THRU PE4428 161 
PE4429 THRU PE4443 155 
PE4444 156 
PE4445 169 
PE4446 THRU PE4471 157 
PE4472 183 
PE4473 THRU PE4481 152 
PE4482 THRU PE4485 155 
PE4486 THRU PE4492 156 
PE4493 THRU PE4495 167 
PE4496 THRU PE4501 168 
PE4502 THRU PE4516 186 
PE4517 & PE4518 169 
PE4519 & PE4520 151 
PE4521 150 
PE4522 & PE4523 173 
PE4524 THRU PE4529 162 
PE4530 THRU PE4541 163 
PE4542 & PE4543 161 
PE4544 THRU PE4546 163 
PE4547 & PE4548 161 
PE4549 163 
PE4550 155 
PE4551 THRU PE4556 175 
PE4557 & PE4558 158 
PE4559 THRU PE4562 175 
PE4563 THRU PE4565 150 
PE4566 THRU PE4575 152 
PE4576 THRU PE4580 160 
PE4581 161 
PE4587 THRU PE4592 160 
PE4593 173 
PE4594 158 
PE4595 173 
PE4596 158 
PE4597 THRU PE4626 179 
PE4627 THRU PE4631 180 
PE4632 170 
PE4633 THRU PE4642 179 
PE4643 170 
PE4644 150 
PE4645 THRU PE4647 155 
PE4648 & PE4649 157 
PE4650 & PE4651 170 
PE4652 THRU PE4655 155 
PE4656 186 
PE4657 167 
PE4658 187 
PE4659 THRU PE4682 189 
PE4683 THRU PE4708 190 
PE4709 & PE4710 | 167 
PE4711 THRU PE4765 188 
PE4766 THRU PE4799 191 
PE4804 THRU PE4849 192 
PE4850 THRU PE4875 191 
PE4876 THRU PE4890 175 
PE4891 THRU PE4895 176 
PE4896 THRU PE4905 174 
PE4906 187 
PE4907 160 
PE4908 170 
PE4909 157 
PE4910 & PE4911 163 

Free Ground Freight 


Same-Day Shipping 


SS 


PE4912 THRU PE4914 
PE4915 & PE4916 
PE4917 THRU PE4922 
PE4923 & PE4924 


PE4925 
PE4926 
PE4927 
PE4928 
PE4929 
PE4930 
PE4931 
PE4932 
PE4933 


PE4934 THRU PE4946 
PE4949 THRU PE4973 


PE4974 
PE4975 


PE4976 THRU PE4980 
PE4981 THRU PE4992 
PE4993 THRU PE4998 


PE44000 THRU 
PE44033 THRU 
PE44040 THRU 
PE44043 THRU 


PE44032 
PE44039 
PE44042 
PE44046 


PE44047 
PE44048 
PE44049 
PE44050 
PE44061 
PE44065 
PE44080 
PE44081 
PE44093 
PE44094 
PE44095 
PE44096 
PE44100 
PE44114 
PE44117 
PE44118 
PE44119 
PE44120 
PE44121 
PE44122 
PE44123 
PE44124 
PE44125 
PE44126 
PE44127 
PE44128 
PE44129 
PE44130 
PE44131 
PE44132 
PE44133 
PE44134 
PE44135 
PE44136 
PE44137 
PE44138 
PE44139 
PE44140 
PE44141 
PE44142 
PE44143 
PE44145 
PE44146 
PE44161 
PE44182 
PE44203 
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THRU PE44060 
THRU PE44064 
THRU PE44079 


THRU PE44092 


THRU PE44099 
THRU PE44113 
THRU PE44116 


THRU PE44149 
THRU PE44181 
THRU PE44202 


PE44204 THRU 
PE44215 THRU 
PE44227 THRU 
PE44235 THRU 
PE44242 THRU 
PE44262 THRU 
PE44276 THRU 


PE44295 THRU 
PE44298 THRU 
PE44308 THRU 
PE44312 THRU 
PE44335 THRU 
PE44340 THRU 


PE44214 
PE44226 
PE44234 
PE44241 
PE44261 
PE44275 
PE44292 


PE44297 
PE44307 
PE44311 
PE44334 
PE44339 
PE44344 


PE44345 & PE44346 


PE44349 & PE44350 


PE44351 THRU 
PE44369 THRU 
PE44378 THRU 
PE44396 THRU 
PE44401 THRU 


PE44368 
PE44377 
PE44395 
PE44398 
PE44441 


PE44442 THRU PE44446 
PE44447 THRU PE44451 


PE44456 THRU PE44459 


PE44470 THRU PE44478 
PE44480 THRU PE44483 
PE44484 THRU PE44488 
PE44489 THRU PE44494 
PE44495 THRU PE44513 
PE44520 THRU PE44535 
PE44536 THRU PE44551 
PE44552 THRU PE44556 
PE44557 THRU PE44561 
PE44562 THRU PE44566 
PE44567 THRU PE44571 
PE44572 & PE44573 

PE44574 THRU PE44578 


PE44580 & PE44581 
PE44583 & PE44584 


PE44586 & PE44587 
PE44588 THRU PE44590 


PE44595 THRU PE44613 


PE44616 & PE44618 
PE44619 & PE44620 
PE44622 THRU PE44624 
PE44625 THRU PE44628 
PE44629 THRU PE44632 
PE44633 

PE5001 THRU PE5010 
PE5011 THRU PE5200 
PE5500 & PE5501 
PE5510 THRU PE5515 
PE51000 THRU PE51010 
PE51011 & PE51012 
PE51013 & PE51014 


P. 


INDEX 
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Mode] 


PE51015 THRU PE51019 
PE51020 THRU PE51022 


PE6000 
PE6002 
PE6006 
PE6008 
PE6011 
PE6012 
PE6026 
PE6027 
PE6030 
PE6032 
PE6034 
PE6044 
PE6046 
PE6047 
PE6057 
PE6061 
PE6069 
PE6093 
PE6095 
PE6108 
PE6112 
PE6113 
PE6137 
PE6142 
PE6143 
PE6145 
PE6148 
PE6159 
PE6160 
PE6800 
PE6809 
PE7000 
PE7001 
PE7002 
PE7003 
PE7004 
PE7005 
PE7006 
PE7008 
PE7009 
PE7010 
PE7011 
PE7013 
PE7015 
PE7016 
PE7017 
PE7018 
PE7019 
PE7020 
PE7021 
PE7022 
PE7023 
PE7025 
PE7027 
PE7029 
PE7030 
PE7033 
PE7036 
PE7039 
PE7044 
PE7045 
PE7047 
PE7048 
PE7049 
PE7051 
PE7052 
PE7057 
PE7058 


& PE6001 
& PE6003 
& PE6007 
& PE6009 


THRU PE6024 


THRU PE6029 
& PE6031 
& PE6033 
THRU PE6043 
& PE6045 


THRU PE6056 
THRU PE6059 
THRU PE6068 
THRU PE6092 
& PE6094 

THRU PE6107 
THRU PE6111 


THRU PE6136 
THRU PE6141 


& PE6144 

THRU PE6147 
THRU PE6158 
THRU PE6165 


THRU PE6808 
THRU PE6835 


& PE7007 


& PE7014 


& PE7024 
& PE7026 
& PE7028 
THRU PE7032 
THRU PE7035 
THRU PE7038 
THRU PE7043 


& PE7046 


& PE7050 
THRU PE7056 


& PE7059 


230 
232 


Model No. Page No. 
PE7061 THRU PE7065 231 
PE7066 THRU PE7083 234 
PE7100 THRU PE7103 243 
PE7104 THRU PE7138 244 
PE7139 & PE7140 243 
PE7141 THRU PE7160 244 
PE7161 & PE7162 226 
PE7300 & PE7301 243 
PE700000 THRU PE700003 260 
PE8000 THRU PE8009 246 
PE8010 THRU PE8038 247 
PE8040 246 
PE8200 THRU PE8406 241 
PE8500 THRU PE8504 246 
PE8505 THRU PE8509 245 
PE8600 THRU PE8654 248 
PE9000 THRU PE9080 199 
PE9081 THRU PE9111 200 
PE9112 THRU PE9143 201 
PE9144 THRU PE9180 202 
PE9181 THRU PE9214 203 
PE9215 THRU PE9244 204 
PE9245 THRU PE9274 205 
PE9275 THRU PE9304 206 
PE9305 THRU PE9335 207 
PE9336 THRU PE9365 208 
PE9366 THRU PE9395 209 
PE9396 THRU PE9425 210 
PE9426 THRU PE9455 211 
PE9456 THRU PE9485 212 
PE9486 THRU PE9515 213 
PE9516 THRU PE9545 214 
PE9546 THRU PE9575 215 
PE9576 THRU PE9605 216 
PE9606 THRU PE9635 217 
PE9636 THRU PE9665 218 
PE9666 THRU PE9695 219 
PE9696 THRU PE9725 220 
PE9726 THRU PE9755 221 
PE9756 THRU PE9786 222 
PE9787 THRU PE9789 223 
PE9800 THRU PE9843 251 
PE9844 THRU PE9849 250 
PE9850 THRU PE9864 249 
PE9865 THRU PE9870 250 
PE9900 THRU PE9917 146 
PE9918 222 
PE9930 THRU PE9936 145 
PE9950 THRU PE9967 146 
PE900001 THRU PE900023 259 
PE900025 THRU PE900039 260 
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INTERNATIONAL DISTRIBUTORS 


AUSTRALIA 


ROJONE PTY. LTD. 
61 AERO ROAD, INGLEBURN 
NSW 2565 


CZECH REPUBLIC / SLOVAKIA 


H TEST A.S. 
NA OKRAJI 448 
16200 PRHAH 6 


FRANCE 


EQUIPEMENTS SCIENTIFIQUES 
MICROWAVE DIVISION 
127 RUE DE BUZENVAL 


SYDNEY CZECH REPUBLIC GARCHES 92380 

TEL: (61) 0 2 9829-1555 TEL: (42) 0 2 3536 5207 TEL: (33) 0 1 47 95 99 60 

FAX: (61) 0 2 9605-8812 FAX: (42) 0 2 3536 3893 FAX: (33) 0 1 47 01 16 22 

E-MAIL: sales@rojone.com.au E-MAIL: info@htest.cz E-MAIL: hyper@es-france.com 

WEB: www.rojone.com.au WEB: www.htest.cz WEB: www.es-france.com 

JAPAN KOREA SINGAPORE / INDONESIA / 
MALAYSIA / THAILAND 

M-RF CO., LTD. YC INTERNATIONAL 


1-7-9, IZUMI-CHOU 891-46 DAECHI-DONG PRECISION TECHNOLOGIES PTE LTD. 


KANDA CHIYODA-KU KANGNAM-KU, 211 HENDERSON ROAD, #13-02 

TOKYO SEOUL 135-284 HENDERSON INDUSTRIAL PARK | 
TEL: (81) 3 5821-3623 TEL: (82) 2 538 2707/8 SINGAPORE 159552 . 
FAX: (81) 3 5821-3625 FAX: (82) 2 538 2709 TEL: (65) 6273-4573 | 
E-MAIL: sales@mrf.co.jp E-MAIL: ycint]@kornet.net FAX: (65) 6273-8898 . 
WEB: www.mrf.co.jp WEB: www.ycinternational.co.kr E-MAIL: precision@pretech.com.sg | 


WEB: www.pretech.com.sg 


SWEDEN / DENMARK / UNITED KINGDOM / IRELAND . 
FINLAND / NORWAY | 
SPECTECH LIMITED | 
AMSKA 98 MEDSTEAD ROAD | 
AMERIKANSKA TELEPRODUKTER BEECH 
BOX 88 HAMPSHIRE 
155 94 NYKVARN, SWEDEN GU34 4AE, U.K. 
TEL: (46) 0 8 554 909 50 TEL: (44) 0 1420 544789 
FAX: (46) 0 8 554 909 51 FAX: (44) 0 1420 544788 | 
E-MAIL: info@amska.se E-MAIL: spectech@dial .pipex.com | 
WEB: www.amska.se WEB: www.spectechlimited.com | 
| 
HEADQUARTERS we 
55-0887695 ! 
CORPORATE OFFICE MAILING & REMIT TO ADDRESS AGE COD B | 
53919 
PASTERNACK ENTERPRISES, INC. PASTERNACK ENTERPRISES, INC. | 
1851 KETTERING STREET P.0. BOX 16759 NAICS NUM | 
IRVINE, CA 92614 IRVINE, CA 92623 334417 . 
PHONE: (949) 261-1920 PHONE: (949) 261-1920 
FAX: (949) 261-7451 FAX: (949) 261-7451 DUNS NUMBER 
076056357 | 


For top priority attention, please email: Buck-Stops-Here@Pasternack.com. . 
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Same-Day Shipping 


NEW PRODUCTS 


PRECISION TEST CABLE ASSEMBLIES 


18 GHz TEST CABLES 

Wideband Coverage DC - 18 Ghz @ 50 Ohms’ RoHS Compliant. Flexible For Easy Connection and Bend 
Radius, in a Triple Shielded Cable. Extra Rugged Construction with Molded Strain Relief and Passivated 
Stainless Steel Connectors for Extra Durability and Longer Life. Custom Lengths Also Ship Same-Day! 
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SEE PAGE 28 FOR MORE DETAILS PRICING FROM: $82.35 


26.5 GHz ARMORED TEST CABLES 
The PE315 & PE317 Series 26.5 GHz Test Cables are highly suitable for severe test environments where rugged 
construction is necessary, or in any location where higher phase stability must be assured. Their low-loss PTFE 
and solid center conductor ensure low insertion loss and outstanding phase & amplitude stability. Durable 
Passivated Stainless Steel connectors ensure secure matings over and over again, while external armoring limits 
excessive bending radius. Temperature performance from -55°C to +165°C makes these test cables perfect for 
environmental test systems. 


SEE PAGE 32 FOR MORE DETAILS PRICING FROM: $606.90 


40 GHz ARMORED TEST CABLES 
The PE319 & PE321 Series 40 GHz Test Cables are suitable for severe test environments where rugged 
construction is a must, or wherever the highest phase stability must be assured. Their low-loss PTFE and solid 
center conductor ensure low insertion loss and outstanding phase & amplitude stability. Durable Passivated 
Stainless Steel connectors ensure secure matings over and over again, while external armoring limits 
excessive bending radius. Temperature performance from -55°C to +165°C makes these test cables perfect for 
environmental test systems. 


_ SEE PAGE 32 FOR MORE DETAILS PRICING FROM: $759.90 


PE310-KIT_VNA Test Cable Set 


Pasternack Microwave test cables are designed for a broad range of VNA models with 3.5mm NMD connector 
ports, including Agilent and Anritsu equipment! These highly flexible test cables have excellent electrical 
characteristics with outstanding phase and amplitude stabiity. 


The unique interchangeable connector head can be configured for DUT applications that require Precision 7mm 
(PC-7), N, 3.5mm, SMA or 2.92mm connectors. Two Test cables per set, packaged in a durable, protective wood 
box. | 


Features: 
e Broad VNA Coverage, Including Agilent & Anritsu 
e DC to 26.5 GHz. 
e EndA: 3.5mm NMD Connector. 
e End B: Interchangeable Connector Head, see details for selection. 


SEE PAGE 31 FOR MORE DETAILS PRICING: $3,695.00 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


QUICK-LOCK (QLF®) COMPLIANT 
QMA and QN CONNECTORS AND CABLE ASSEMBLIES 


Pasternack introduces our new line of QMA and QN connectors and cable assemblies. Compliant to QLF° 
specifications, the connectors provide fast, easy and secure matings with minimal space requirements. 
(Quick Lock Formula® and the QLF® logo are registered trademarks of Huber+Suhner AG and Radiall SA.) 


MAN 


nnectors are snap-on versions of SMA Connectors. Designed for DC to 18 GHz, these connectors can 
mount in a few seconds. No torque wrench is needed, making them excellent for field applications. 
Connectors can be spaced closer together for this same reason. The cabled connector plug can rotate 
freely 360° around the jack, easing installation again while reducing stress on the cable and any 
return loss due to bending. 
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ADAPTERS CONNECTORS CABLE ASSEMBLIES 


86 


| 
NEW PRODUCTS 
. 
| 


PE44503 


See Page 222 for Adapters See Page 177 for Connectors See Page 55 for Cable Assemblies 
Pricing From: $39.95 Pricing From: $8.30 Pricing From: $36.65 


QN Connectors are snap-on versions of N Connectors. Designed for DC to 11 GHz, these connectors 

can mount in a few seconds. No torque wrench is needed, making them excellent for field 
applications. Connectors can be spaced closer together for this same reason. The cabled 
connector plug can rotate freely 360° around the jack, easing installation again while reducing 
stress on the cable and any return loss due to bending. 


ADAPTERS CONNECTORS CABLE ASSEMBLIES 


vii 


Tc: : 
CA 


PE9788 
PE44596 
See Page 223 for Adapters See Page 176 for Connectors See Page 84 for Cable Assemblies | 
Pricing From: $22.33 Pricing From: $19.95 Pricing From: $38.95 : 
ener eres secre ere SS SS SSS SSS SSS 
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See Page 181 & 182 for HD Connectors 
Prices Starting at $2.95 


NEW PRODUCTS 


Pasternack introduces its new line of LFU Connectors and Cable Assemblies 


Compatible with Hirose U.FL™ connectors, these connectors and cable assemblies are typically used in mobile phone, 
radio communication, measurement, GPS, wireless LAN and Bluetooth applications. 


Pasternack's LFU Connectors offer an extremely small footprint and low profile, making them one of the world's smallest and 
lightest coaxial connectors. Pasternack offers both pigtail and complete cable assemblies that come with standard 
terminations of SMA, MCX, and TNC, or can be terminated with other standard Coaxial connectors upon request. Our cables are 
especially helpful for testing PC boards that utilize the Surface Mount Pasternack LFU and Hirose U.FL™ series connectors. 
The cable assemblies utilize 1.13mm coax or RG178B/U coaxial cable. A Tactile locking mechanism allows mating connectors to 
snap into place. These ultra-miniature connectors provide operation up to 6GHz at 50 Ohms. 
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See Page 139 for LFU Cable Assemblies See Page 174 for LFU Connectors 


Prices Starting at $4.95 
Lt (Sea ! 


Note: U.FL™ is Registered Trademark of Hirose Electric Group 


HIGH DEFINITION CONNECTORS AND CABLE ASSEMBLIES 


Stay ahead of the digital revolution! The US Congress approved a “hard date” deadline of February 17, 2009 to turn off 
analog NTSC broadcasts, which means after that date, all broadcasts will use the ATSC digital broadcast programming 
standard. Upgrade your equipment now and get some spares! 


: 2 thru PE44592 
The new HD series is a professional-grade, 75 Ohm connector line designed for applications that include HDTV, satellite 
communications, and digital broadcast. The HD series connectors are designed around the popular Mini-59 type coaxial cables, 
such as Pasternack's new PE-BYR940. The HD Precision connectors are designed specifically for Pasternack's PE-BYR940 and 
Belden's 1855A cables, while the HD Universal connectors are designed for generic 75 Ohm cables with a 23, 24 or 25 AWG 
center conductor. — 


Il 


MBLIE () wil 
The HD Precision 75 Ohm cable assemblies are recommended for demanding applications where signal integrity is critical. 
The assemblies are designed around Pasternack's new PE-BYR940 Mini-59 coax cable, which peed d improved impedance and phase 
stability over standard RG type assemblies. 


See Page 140 & 141 for HD Precision Cable Assemblies 
Prices Starting at $12.45: 


PE38138-XX 


PE-BYR940 Coaxial Cable 

PE-BYR940 Mini-59 coax cable provides improved impedance and phase stability over . . 
standard RG type coax. The 6 available colors (Black, White, Red, Green, Blue and Yellon) ‘define a 5 aaa et for fateh 
color-coding applications. Black is also suitable for both indoor and outdoor-aerial application. 


See Page 262 for PE-BYR940 Mini-59 coax cable 
Prices Starting at $0.95 per foot 


PE-BYR940-GR 
"GREEN" 
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NEW PRODUCTS 


MOBILE & STATIONARY ANTENNAS 
FOR LAND MOBILE RADIO APPLICATIONS 


Pasternack introduces our newest product line to make it even easier to find all the RF coaxial 
products you need in one location. Our wideband antenna solutions operate across multiple 


frequencies, which helps alleviate the interoperability problems that can occur during crisis and 
emergency situations. 


Our Mobile Antennas are compatible with 1-1/8"-18 thread mounts, including the industry standard 3/4 


inch hole mounts, so installation or replacement of existing antennas on public safety and emergency 


response vehicles is both easy and cost-effective. 


PE51008 PE51010 
PES1009 
PES1007 PES1013 


PES1014 


SEE PAGE 252 FOR DETAILS 


Our Antennas for LMR and Base Station applications also come ready-to-install for both indoor 

and outdoor environments, and even for extreme weather situations. Of these antennas, three come 
equipped with coaxial cable that can be terminated with your choice of connector for a customized 
solution that can be shipped the same day you place your order! 


PES1011 
YAGI 


aL | 
PE51018 
DUCK 


PES1017 
OMNI 


PE51019 
OUTDOOR PANEL 


PE51012 
YAGI 
SEE PAGE 253 FOR DETAILS 


To complete your installation, Pasternack also offers our complete line of Antenna mounts, NMO cable | 


assemblies and jumpers. These can be easily customized to your specifications, no matter which 
connector termination or length you need. Pasternack has it all in-stock and ready to ship the same 


day. 
= = PE37840 th 


SEE PAGE 254 & 255 FOR DETAILS 


Full technical specifications and drawings are available at www.Pasternack.com, or by calling our 
Technical Support department toll-free at 866-727-8376 (US & Canada) or +1-949-261-1920. 
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NEW PRODUCTS 


MOBILE & STATIONARY ANTENNAS 
FOR LAND MOBILE RADIO APPLICATIONS 


Wi mper Assemblies - 1/2” Helical Flexible Cabl 


This water-proof series of Jumper Assemblies are ideal where PIM (Passive Intermodulation Distortion) 


is a concern, such as WiFi or GSM base station applications. White Bronze-plated brass connectors and ais 
silver-plated contact pins provide greater durability and corrosion-resistance. In standard 3 or 6 foot =o 
lengths, our Jumpers are 100% water-proof and use a pniquee double-solder technique to give excellent — = 
system performance. Rr 7 


Available in following Fi curations: 


N-Type Connectors 

N Male to: N Male 7/16 Male to: 7/16 Male @=— 
N Male R/A 7/16 Male R/A 
N Female 7/16 Female 


See Page 141 for Wireless Jumper Assemblies Prices Starting at $81.55 


Type N and 7/16 DIN Connectors and Cable Assemblies for LMR Applications 


Pasternack's new line of low PIM (Passive Intermodulation Distortion) Type N connector is 
designed for applications where intermodulation distortion is a concern. The connector body 
is Brass with White Bronze plating for greater durability and corrosion-resistance, and the 
contacts are Gold-plated with no Nickel undercoat. These lightweight, low-loss 50 Ohm 
connectors are now widely used in Wireless, WiFi, and GSM base station applications, and are 
fully interchangeable with Type N connectors designed to the MIL-C39012 specification. The 
cables are fully interchangeable with standard Type N jumpers, and are equivalent to LMR® 
type 195, 200, 240, 400, and 600 cables, as well as 1/2" or 7/8" Annular or Helical cables. 


Ie 
me 
TM 


SEE PAGE 154 FOR CONNECTORS SEE PAGE 106 FOR CABLE ASSEMBLIES 
PRICING: $9.95 PRICING: $30.85 


Pasternack's new line of low PIM (Passive Intermodulation Distortion) 7/16 DIN connector is 
designed for applications where intermodulation distortion is a concern. The connector body 
is Brass with White Bronze plating for greater durability and corrosion-resistance, and the 
contacts are Silver-plated with no Nickel undercoat. These lightweight, low-loss 50 Ohm 
connectors are now widely used in Wireless, WiFi, and GSM base station applications, and 

are fully interchangeable with all 7/16 DIN connectors designed to IEC 169-4, CECC 22-190, 
DIN 47223 and VG 95250 specifications. The cables are fully interchangeable with standard 
7/16 DIN jumpers, and are equivalent to LMR® type 195, 200, 240, 400, and 600 cables, as well 
as 1/2" or 7/8" Annular or Helical cables. 


SEE PAGE 153 FOR CONNECTORS SEE PAGE 105 FOR CABLE ASSEMBLIES 
PRICING: $29.95 PRICING: $82.35 
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NEW PRODUCTS 
TEST & MEASUREMENT CALIBRATION KITS 


Your VNA provides you with the most accurate measurements only if calibrated against known 
standards. Pasternack VNA Calibration Kits and Tools incorporate accurate, stable, and 
precise calibration standards designed for a broad range of vector network analyzers models, 
including Agilent and Anritsu! oe 
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PES900-KIT_ 3.5mm Standard VNA Calibration Kit 


With this kit you can make error-corrected measurements of devices | 

supplied with either 3.5mm or SMA connectors from DC to 26.5 GHz. te 

This kit contains both Male (Plug) and Female (Jack) connector interfa 

to perform full Two-Port error corrections. This yields the most complete calibration because 
it accounts for the three major sources of systematic error addressed by one-port calibration 
at both ports of a two-port DUT. The short, open, load, and thru standards make up the 
calibration kit. The most common thru used is the test ports connected directly together. 


SEE PAGE 30 FOR MORE DETAILS PRICING: $3,495.00 


PE5501-KIT_ N-Type Standard VNA Calibration Kit 


Your VNA provides you with the most accurate measurements only if 
calibrated against known standards. Pasternack VNA calibration kits 
incorporate accurate, stable, and precise calibration standards 
designed for a broad range of vector network analyzers models, 
including Agilent and Anritsu! 


With this kit you can make error-corrected measurements of devices supplied with N-Type 
connectors from DC to 18 GHz. This kit contains both Male (Plug) and Female (Jack) connector 
interfaces to perform full Two-Port error corrections. This yields the most complete 
calibration because it accounts for the three major sources of systematic error addressed by 
one-port calibration at both ports of a two-port DUT. The short, open, load, and thru 
standards make up the calibration kit. The most common thru used is the test ports connected 
directly together. 


SEE PAGE 30 FOR MORE DETAILS PRICING: $4,495.00 


3-PORT FIELD CALIBRATION TOOLS 


With these 3-Port Field Calibration Tools you can make error-corrected measurements of 
devices supplied with 3.5mm, N-Type, or 7/16 DIN connectors. Also called "Bones", these tools 
are very effective when needing to make field calibrations as they are lightweight and 
portable. These tools are ideal to use with Anritsu© SiteMaster™ analyzers and other 
equivalent devices. Each tool has either Male (Plug) or Female (Jack) connector interfaces to 
perform Short, Open, and Load measurements on the cable assembly, antenna, or other device 
you are evaluating. RoHS Compliant. > —— 


PE5510 


PE5511 


SEE PAGE 31 FOR MORE DETAILS 
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WAREHOUSE CLEARANCE 


THE ITEMS BELOW ARE SUBJECT TO PRIOR SALE & SUPPLY ON HAND AS OF August 18, 2008! 


PE4000-SF 
SMA FEMALE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 


bata UNS-GA MOUNTING HOLES 


BODY: PMT Sa STAINLESS STEEL PRICE 
CONTACT: GOLD PLATED 1-99 100-999 
INSULATOR: PTFE $3.25 $2.95 


PE4099-SF 
SMA FEMALE, 4 HOLE PANEL MOUNT 
STUB CONTACT, .590 EXTENDED DIELECTRIC 


| oie Mn 
‘ | @} <4 HOLES? 


250-36 UNS-2A MOUNTING HOLES 


SPECIFICATIONS 

BODY: PASSIVATED STAINLESS STEEL PRICE 
CONTACT: GOLD PLATED 1-99 100-999 
INSULATOR: PTFE $3.25 $2.95 


PE4128-SF 
SMA FEMALE, 2 HOLE PANEL MOUNT 
STUB CONTACT, .590 EXTENDED DIELECTRIC 


.250-36 UNS-2 Peat t 


SPECIFICATIONS 

BODY: PASSIVATED STAINLESS STEEL PRICE 
CONTACT: GOLD PLATED , 1-99 100-999 
INSULATOR: PTFE $3.25 $2.95 


MOUNTING HOLES 


PE4189-SF 
SMA FEMALE BULKHEAD 
.050 DIA. STUB CONTACT 


— 


2500 
ESO~3H | UNG Teh MOUNTING HOLE 
oS reer PASSIVATED STAINLESS STEEL PRICE 

CONTACT: GOLD PLATED 1-99 100-999 
INSULATOR: PTFE $3.25 $2.95 


Free Ground Freight  Ajl Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Same-Day Shipping 


ALL SALES ARE FINAL! 


PE7059-1 
26.5 GHz SINGLE STAGE BENCH MOUNT 
ROTARY ATTENUATOR 


yew! a és 
rice ak 
\y PRICE S 
$1595.00 


I 


SPECIFICATIONS 
IMPEDANCE: 50 OHMS 
FREQUENCY RANGE: DC-26.5 GHz og >>> 
CONNECTOR TYPE: 2.92mm FEMALE 
POWER RATING: 2 WATTS AVERAGE 
200 WATTS PEAK 
OPERATING TEMP: OF C710. 545C 
ATTENUATION RANGE: 0-9 dB IN 1 dB STEPS 
ATTENUATION ACCURACY 
OVERALL: +.5 dB 
VSWR: DC TO 18 GHz 1.45:1 MAX. 
18 GHz TO 26.5 GHz 1.70:1 MAX. 


DC TO 500 MHz N ATTENUATORS 
SPECIFICATIONS 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
IMPEDANCE: 50 OHMS 
ACCURACY: 1,2,3 & 10 +.3 dB 
VSWR: 1.20:1 MAX. 


<x] 
On 
SOK 


Od 


xX 


*PE7002-30-SP05 

DC TO 250 MHz 

ACCURACY: +.5 dB “ates 

VSWR: 1.12:1 MAX. 

AVERAGE POWER HANDLING CAPABILITY: 1 WATT 

ATTENUAT 

PE7002-1-SP05 1 dB 
PE7002-2-SP05 2 dB 
PE7002-3-SP05 3 dB 
PE7002-10-SP05 10 dB 
PE7002-30-SP05* 30 dB 


PE4118-SP98 
50 OHM, SMA FEMALE RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 


585 
200 
TYP 
0670 
ees «4 HOLES) 
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250-36 UNS-2A ® 7) 


MOUNTING HOLES 


PRICE 
BODY: BRASS GOLD PLATED 1-999 1000+ 
CONTACT: GOLD PLATED $3.50 $2.95 
INSULATOR: PTFE 


PE6002-2SP02 PE6002-8SP02 
DC - 2.5 GHz DC - 8 GHz 
PRICE 
1-99 100-999 
$2.50 $5.00 $4.50 
VSWR: 1.10:1 MAX. VSWR: 1.15:1 MAX, 
AVERAGE: 1 WATT 
PEAK: 500 WATTS MAX. (luSec Pulse, .01% Duty Cycle) 


BODY: GOLD PLATED 
CONTACT: GOLD PLATED 
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CONNECTOR FREQUENCY RANGE CHART 


Point to Point 
Cable Routers 
Broadcast TV 
Cable TV 
Mobile Radio 
Body Scanners 
Test & Measurement 
Datacom 
Satcom (uplink) 
Airborne Radar 
Navigation Radar 
Base Stations 
Satcom (downlink) 
Test & Measurement 
Police Radar 
Microwave Radio Links 
Instrumentation 
Test Measurement 
High Frequency 
Communication 
Military Aerospace 
Electronic Warfare 


= 
“v «6 
cv 
o 6s 
—- 
» 
coc = 
Vv Vv 
_- 
c s 
Ss @ 
ew 
= 
o + 
oe & 
eo oOo 
- 2 
eo & 
—- 
<= 


TWINAX 
I 
BNC TWINAX 


100-300 MHz rt Poa 1-2 GHz 8-12.4 GHz 12.4-18 GHz 26-40 GHz 40-100 GHz 


Notes: 

BNC-75 Ohm connectors operate up to 1 GHz 

SMB-75 Ohm & Mini SMB-75 Ohm connectors operate up to 4 GHz 
MCX-75 Ohm connectors operate up to 6 GHz 

SMC-75 Ohm connectors operate up to 10 GHz 

N-75 Ohm connectors operate up to 1.5 GHz 

TNC-75 Ohm connectors operate up to 1 GHz 


18 All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


am hwWwNhHre 


CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


1.0/2.3 SLIDE ON PLUG 1.0/2.3 SLIDE ON JACK 1.0/2.3 SNAP ON PLUG 1.0/2.3 SNAP ON JACK 


Mic xX who>6H M7 X ./3-6G 


1.6/5.6 JACK **1.85mm FEMALE 


“M7 xe 6G 


SS OOK SS "Ud, 
ze pis SSN 


(eens a 


.250-36 UNS-2A ee UNS-2A 


V7 f{22ZLLLE Ke Fe 
Cm ee 


a& FP} SSSR 
Ba 


.730-20 UNEF-2B age UNEF -2A 


SSM 
~ 


SOO rei 


a ee 
S— 865 HEX 6130 
Wana ek 
=, SSS 
LRA CAT 
MSS. 
eecoriee BLO TONER 3/4-20 TWINAX MALE 3/4-20 TWINAX FEMALE 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 
**1.85mm, 2.4mm & V CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE V CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


beth yes be UT Fee 
UNEF-2B UNEF -2A 


Re NS 
LLL. 
sce | igen 
a SSMS 
Ka WA 


10-32 FEMALE BANANA PLUG 


Pia 
+(e shih yyy 
KK 


oc ioe 


BANANA JACK 


IS 


REVERSE POLARITY REVERSE POLARITY 
BNC FEMALE BNC MALE BNC FEMALE 


SSAA se 
ee Ze eed 
ace — ee 


SSS KK S 


75 OHM BNC FEMALE BNC TWINAX JACK 


SS 
ime, 
Poem! eae 


= 
dnt 


SII 


C FEMALE D SUBMINIATURE PLUG D SUBMINIATURE RECEPTACLE 


OMProe> A M8 X P.75-6H 


WU 4, 
ST 


NS 


FME PLUG FME JACK 


F FEMALE 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 
**1.85mm, 2.4mm & V CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE V CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


730-20 


a UNEF -2A 
SX SN 
810% 
eeeey 
SY Demme 
GR874 HN A aes 


1.25-18 
| a 
RM QA 

A ew TY 


LFU PLUG 


Baa? ~ ae 
pod 


N es 
Z i D -" 


MC-CARD PLUG MCX PLUG MCX JACK 


4 


REVERSE POLARITY MCX JACK 75 OHM MCX JACK 


PRP ICLLLS 


ENS 


MHV MALE : MHV FEMALE MINI 75 OHM SMB PLUG MINI 75 OHM SMB JACK 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 
DIMENSIONS ARE IN mm. 


SI 
WZ 
L SSG 

< JS 


MINI SMP FEMALE 


625-24 
UNEF -2B 


naa | pet 


= Ne | 
coat aL 
SS I 
; ae ALL 


MMCX JACK 


625-24 625-24 ‘625-24 
f UNEF-2A UNEF -2B dey 


e- 2247 77) 

ser | 
i -——____ 

eased 


REVERSE POLARITY N MALE REVERSE POLARITY N FEMALE 75 OHM N MALE 75 OHM N FEMALE 


VL LL La LDL b 

HE FEBS WI 
My) 11 AS WH 
PI LIZZ. AS ae Sy ee See 


PAL PLUG PAL JACK POSITIVE SNAP 


. } 1250) 5650 : 
CIEL, ee 
Sims eg ee 
pe = (eS Sa 
7a ae Si 


SS 
LT ET ET) 


SEPARA 


QMA FEMALE RCA PLUG RCA JACK 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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6875-24 
UNEF -2B 


vw fl be DI | 
INS 


=f ee 


Sis 


EY. 
KS 


LEFT HAND 
THREAD 


SMA REVERSE 
THREAD MALE 


fle orse 
UNEF -2B 


75 OHM SMC PLUG 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
All Products Available Online! www.pasternack.com 
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Same-Day Shipping 


CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


6875-24 
UNEF -2A 


pA 
LLLLLL. 
p— | 


SANS 


*SMA FEMALE 


LEFT HAND 
THREAD 


PAS AAS 
KLLLLLL. 
ee 


VLLLLL LA 
Ss 


oa 
| SMA REVERSE 


THREAD FEMALE 


eS 
Re QQ 


LL LL ete 


75 OHM SMB JACK 


3129-32 


ye 


75 OHM SMC JACK 


WQOSSSSSSSSSS 


NS a PF 


ESS 


SHV PLUG 


Wim 4 


Oy 


REVERSE POLARITY 
SMA MALE 


SMB PLUG 


190-32 


UNF -2B | laa 


250 
HEX 


SMC PLUG 


SMP MALE 


SHV JACK 


OSS 
a’ LLLLLL 


REVERSE POLARITY 
SMA FEMALE 


eee 
poste 


N 
LAS 
hl Le LL EN 


SMB JACK 


ASH 


144¢ 


SMC JACK 


DIMENSIONS ARE IN mm. 


Onn 
= 
SSS 
CZZZZZLZL 
GPa ea aw 4 


SN 


SMP FEMALE 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 
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Ea 


SSMA MALE 


.4375-28 


TNC MALE 


UNEF-2B 


ZS 
MSE 
| so) 
ge 
awe! Zero SO | 
REVERSE POLARITY 
TNC MALE 


CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


SSMA FEMALE 


4375-28 4375-28 


UNEF-2A UNEF -2B 
SS 
ove EARANN vez Ys 
es ee 


US 
RAW 


TNC FEMALE 75 OHM TNC MALE 


4375-28 625-24 
ts Ai UNEF-2B 


tT? 


ea 
MU | 


Kas UU rs 4 
REVERSE POLARITY SARA 
TNC FEMALE UHF MALE 


6 dsdetb idea aae: 


ME LT TT OE LF 


SSMB JACK 


4375-28 


{ UNEF-2A 
TT ae Q a] 


oa) 


SY 


UHF FEMALE 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


Free Ground Freight 
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INDEX GUIDE TO 
COAXIAL CABLE ASSEMBLIES 


GUIDE: ALL PASTERNACK COAXIAL CABLE ASSEMBLIES INDICATE THE LENGH OF THE ASSEMBLY 
(IN INCHES) FOLLOWING THE HYPHEN. 
EXAMPLE: PE3000-24 AND PE3000-26.5 ARE 24 INCHES AND 26.5 INCHES IN LENGTH, 
RESPECTIVELY. 


NEW PRODUCTS AND CATEGORIES ARE IDENTIFIED WITH THE [C3 SYMBOL. 
PRECISION TEST CABLE ASSEMBLIES 


a/qe) 


BTA 18 GHz TEST CABLE ASSEMBLIES........zsscssssssssosssssscussssssssssssesseessessueseussonesuneesueeuesesesneesseesaeress 28 & 29 
PETA «N TYPE & 3.5mm VNA CALIBRATION KITS.......ccsscessosccescosscescescosssessseccussosesussnsssussnsssnssnsesesasssseraceestens 
REEDED Ci. 0a saci lisclllbabfeedsnssodsnocpllas)iesscijoasecsponussuscceranccesruieccerauecverarecercusraserareesense 
FTTH 3-PORT FIELD CALIBRATION TOOLS ........zssczssosscosssesssssossssssnsscusssessussnssousssesoussaussueeseseneeesseesenesueseneees 


saljquiassy 


Este 26.5 & 40 GHz PRECISION TEST CABLE ASSEMBLIES...........:s:ssssssssssssssessessssnssssnssssessnsnssesneensnsaneoss 
18 GHz FLEXIBLE CABLE ASSEMBLIEG............::s:ssssscsssssssssssssssscesssnsscssesscssesssessessessenseassees 33 THRU 35 
QUICK-DISCONNECT QD-SMA CABLE ASSEMBLIEG.............scscsssssssssssssssssessssssersessessesescenesecseseenesaraess 35 
26.5 GHZ FLEXIBLE CABLE ASSEMBLIEG................:.csssscsscessssesssssssersossssarnscorsssnessencsonsseasnceneneses 36 & 37 
40-65 GHz FLEXIBLE CABLE ASSEMBLIEG.............::scsssssssssssssssssssersscessncnssscssssesnsaessenenecnseacssses 38 & 39 
FLEXIBLE, SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES ..............:.::sssssssessssssseessees 40 THRU 144 
SEO LIES ....Lasdevushslmvuhsarerenceveseiorrssanddbivitciarnasasnocensnendniusaceyasonshsenesbansiiageveteaesenen 138 
Pa eR EEE ATI Ua RA. AsO FADS... .sscatedaa he neu RitiaiececnsastaeVkshutenisiddbghoctyaccncsesceuovssdunesestarcorsenaresnasnavacness 145 
BREAKOUT TEST LEADS & ASSEMBLIEG............:.sssssssssssrsssssssssnsersssscnsrsesoesssocsscacssesesersessenesseesarseces 146 


PLEASE USE THE COAXIAL CABLE ASSEMBLY SELECTION LIST ON THE NEXT PAGE TO LOCATE THE 
CABLE ASSEMBLY YOU NEED BY CONNECTOR END. 


CUSTOM CABLE ASSEMBLIES 


WE CAN PROVIDE CABLE ASSEMBLIES BUILT TO YOUR SPECIFIC LENGTH, AND THEY WILL SHIP THE SAME DAY 
YOU ORDER THEM IF ORDERED BY 3:00 P.M. PST. 


YOU CAN ORDER CUSTOM LENGTH CABLE ASSEMBLIES ON OUR WEBSITE AT www.pasternack.com. 
IF YOU CANNOT FIND THE CABLE ASSEMBLY YOU NEED, YOU CAN ORDER A SPECIAL CABLE ASSEMBLY BY 


CONTACTING OUR ENGINEERING DEPARTMENT AT (949) 261-1920 EXT. 3, OR BY EMAIL AT 
techsupport@pasternack.com. 


NOTE: 


All cable assemblies have a standard cable length tolerance of 1.5% or + 3/8", whichever is greater. 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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_COAXIAL CABLE ASSEMBLY SELECTION LIST 


1.6/5.6 PO rr 1.6/5.6 PLUG ..... Yer aa 137 FWALE 42 scceRee Lyset 140 
1.6/5.6 PLUG RIGHT ANGLE ......... | 137 75 OHM BNC FEMALE ............ ese 11d 


ef oe 75 OHM BNC FEMALE BULKHEAD ........ 110 
eae ; —— 75 OHM BNC MALE Giese. .scteeess 110,140 75 OHM BNCUMALE! 1.0. a0ceueeces seca doo 
1.6/55.6° PLUG oss c-ais wiedts clerrienerenmat 137 75 OHM BNC MALE RIGHT ANGLE ... 109,140 F FEMALE BULKHEAD ................. 140 
1.6/5.6 PLUG RIGHT ANGLE .......... 137 75. OHM: N MALEL 22 6 ce cet ed cemiite eg «> 108 F MALE’. ss. scsase comeeebegehens 238,240 
; 75 OHM BNC MALE 137 WG OHM SMB PLUG cots ssccdeihca. cca 98 F MALE RIGHT ANGLE ................ 140 
|. 85mo MALE TO: _ : oo 75 OHM SMC PLUG .......... WET ty ce 98 Foe A 0 
1.85mm MALE ....... Lie siete Mate elebad ee 39,43 Bo SN TMG UE ed a ve aaa ta pe pe te zi BNC “MALE®”. «).5). Jide Sewiteaeds Of «es «2 134 
2 Gn “MALES Sci. «vrs wie wreterete ene nststs's 39,43 FME JACK. became eaveetetecer ered Lod 
2. 92mm! MALE): <\c'j0:5 sea eupiaeeleleiefere s 39,43 code dS A NMO:' MOUNT E38. oassioat aumenveus sot 295 
3. 5immt MALE) sss. se stewtefee access ves 43 nN IVR a “PME PLUG Tor, 
SMA MALE .... woe eevee eee e ses 43 75 OHM BNC MALE .,..............00. 108 


75 OHM N MALE .........-....0,- ; 108 BNC MALE .). 50.0. ceccevescseesscsees 134 


Bs FME PLUG ........ ty eR F 134 
2. dma MALENce at craeeeenen takceeck 42 PLU fe NMO MOUNT). is adadrai eed oe) ats oe 255 
"on “han WALE TO: Pos 75-OUN BRC MALE .Saneyes sasesiic.se 98 ore7a 10; 
” ae SEE RE SGOHM ‘SMB PLUG stthet ei iicdeicaclss eos 98 
Qe 1. 85s HALE eee ese 39,43 memes . sn o BNC MALE ......... Are tha, eee . 100 
© ¢ 2\. Anan’ FEMALE nestle viscose vicle's' 06 42 a ane ft ae a GR8745. ees ceee eee hens etace 1 ba00 
- 2 Canam iMAL Elec eats < ob oa oo oes 38,42 75: OWM- BNC MALE sdaon sts ote eis o's ofe'sc 98 N MALE) (7 2.7. SOCPe hese Oh. cee 100 
= > 27 920m MALEInceitette cet cece che 38,42 75 OHM SMC PLUG. sss ie cce tee seek. ss 98 HN MALE 10; ee 
wart SMA MALE 4 Se Auy THC w a 
© ueeeneen cies 8 WE ENG BALE IM: Soe HN MALE Slt. ptcepememauined vase senna 
“” 75 OUM: BNC MALE ier caen cals « bes esc 71 Leu puig 1 eae 


79.0HM INU MALE woates ace eaiecscevese 71 
eco a nas (eo : LFU PLUG a 139 
Sarno eens se ccieeameeeias MCX. JACK BULKHEAD 2.45 sins gene + deeeieoo 

BANANA PLUG“, aic/c0dieiie cbc cede cle ctene 142 REV. POLARITY MCX JACK BULKHEAD ... 139 


a BEC: MALE 3 cadence tala dec uss enna 142 REV. POLARITY SMA FEMALE BULKHEAD . 139 
§ REV. POLARITY TNC FEMALE BULKHEAD . 139 
x REV. THREAD SMA FEMALE BULKHEAD ... 139 
2edemeMALErrs cive seeds et 38,42 ALLIGATOR CLIPS .......seeeeeeeeeee 142 SMA FEMALE BULKHEAD ............... 139 
2 O 2m FEMALE... .ccsseesseeasess 32,35 BANANA PLUG .......-.+se+00 teteeee 143 TNC FEMALE BULKHEAD .............-- 139 
2.92mm FEMALE BULKHEAD ............. 41 BNC MALE LC MALE FOS ee 
2.92mm MALE UHF MALE 
ores ce tt RALE se caectiee evevica se elb ines 
PRAM a ea 40 MC-CARD PLUG RIGHT ANGLE TO: 0 
pape eueigge MC-CARD PLUG 1 Si.dvtAves ieee k oc ss 136 


me MC-CARD PLUG RIGHT ANGLE vevucesasnda0 
-5mm MALE 


MC-CARD.PLUG ov. spsis aia cieineasey sees e 136 


-85mm MALE .. 


i IALE pate es MC-CARD PLUG RIGHT ANGLE .......... 136 
SSuel FEMALE. o02ccbacse ac’ 32,35,40 a : snanie SHA: HALE “y s5:ae creetyeemabinee «+. 00136 
3.5mm FEMALE BULKHEAD «=... “0 r mu RIGHT ANGLE soso 17 | Mk JACK BUL READ Tae 
Fae MALE oe ae iictpame 32,35,40 sta 


LFU 3, cseag ape rti ae aas ieeeraek 29, 


bes? MAE eee 124 


ot ste cl laa ALLIGATOR CLIPS +». « op pide ddcley +e 142 MCX PLUG ..... . Sa Aee ENE aetedeee- taal 20d 
ne TEC vagal tesa Oo une eas a MCX PLUG RIGHT ANGLE .............. 101 
EN lS se A BNC FEMALE BULKHEAD ...............- 49 nek Ue Te 
1/46 DIN MALE RIGHT ANGLE TO; BNC MALE ........esseeesceeseeeee 44,45 MCX PLUG), 5.93 A. POD es RY OD 
4 * i aaig rig BNC MALE RIGHT ANGLE ............... 46 MCX PLUG RIGHT ANGLE .............. 102 
RR prea isos es ces 10 FRETEACK c. IGRI D sei eins as... 134 Pe 
Sl BOE PLUG cn.hc cee cks sss. 134 ~ 
Dee. tareaw | pant 105,141 GREZA fF Sasa bs tlt ae clbdicels civics ode 100 MHV MALE . cece cece eens eee eeeeeeeans 
Fi att 13 ce oe 102 i 141 MINIATURE ALLIGATOR CLIPS ......... 144 SHV PLUG ..... hfs chloe As er oe 
7/16 DIN MALE RIGHT ANGLE ..... "105,141 MINIATURE STACKING BANANA PLUGS ... 144 “MINI 75 OHM SMB JACK TO) a a 7) 
a ES ae iil Pe oak a 103 MiMALEs.  waakawenWita secs cme sic Cooclss OL 
Bigeste: re WO MNUNT: ic cihaylicksecds.....- 255 MINI 75 OHM SMB PLUG .........-+.-. 140 
sie — REVERSE POLARITY SMA MALE ......... 129 MINE 75 OHM SMB PLUG RIGHT ANGLE TO: 
32 MALE RI Wo REVERSE POLARITY TNC MALE ......... 131 MINT 75 OWN SHB PLUG Te ee TO 
LO:SH AEM a tet el as reeate nye 124 SAREE MOOEG* 2S a cciencchidse sos 144 oa vee eiaeee as 
10-32 MALE RIGHT ANGLE ............ 124 GHNCMALE Upc ladschs Wiki tresses seas 54 MINI 75 OHM SMB PLUG RIGHT ANGLE ... 99 
ao as mu aR ur SMA MALE RIGHT ANGLE ............... 53 MIND 75 OHM SMB pine TON 
aoe Fe On oy essa pond 52 
10-32 MALE’. ..c3. 0 0c++ qe BBN aio 184 SHG Fideti t..F as 48S) TA 7! a whs2 Re area jack DRIAL 
10-32 MALE RIGHT ANGLE ............ 124 STACKING TIP PLUGS ................ 144 Mts 25 Bien pie remides~ ta 
GNC MALE iri chckn tee tates» 124 STANDARD STACKING BANANA PLUGS .... M4 MINT 75 ORM SHB PLUG RIGHT ANGLE 99 140% 
- GRMALE th Wun it seeatiess 126 MINT UH FEMALE TO; SL 
75 OWN BRAMAe bir dad tenner Less Sate Ri tba ALI IE, Ce ane NMO MOUNT ........ er 
75 OHM BNC FEMALE ........seseeee0s 111 "BNC TWINAX MALE .... 2.0... ey mrs , 2 
Bit ial 4 oe0 MINI UHF MALE ...... » ae sae cig 
75..0HM BNC MALE i. ses alge 3 pune s Wst's 111 re emeemeemaanen waged BEE ipa a 
NMO MOUNT ...... ET A 
75 OHM BNC MALE ..... Ri vi eee 109,140 SHA WALE ch nacsieu es ete eee, 
7 BRE MALE HE ALE 10 maTME wukesTon cars 106 EET 


UNS Riese eater ala aii A REY AE IE iro 140 BNC MAL B. «-csprstarwc 105s o'cencvenyrarenarenereuenennenmeneeel 
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COAXIAL CABLE ASSEMBLY SELECTION LIST (corr 


BNC WATE er ein 


MCR: PLUG ace snk sle Saha oicre sass os 128 
MMCX PLUG RIGHT ANGLE ............. 128 
SMA MALEK isatats sia 5 sinis aye oe) de cites «edd 


NOMALE Since ohitvinebeseacceccces 34,82 ,83 
NU MALE RIGHT ANGLE oisrieienoccvcccense 86 
SMA. MALE) cisisicmsie seeitesnsseveve 34572573 


N MALE be scsne seus toasiees - 80,81,106,141 RCA MALE . 
NEO, MOUNT rer iiisicerhwisiabiplegies.s.nceses 5-295 comers 
QN- MALE vavirchrntnstitrrbetetewicwe cess abies 84 eh REG 
QN MALE RIGHT ANGLE ................ 85 RCA MALE . 


N FEMALE BULKHEAD .................. 86 
N MALE si enslewemecesses.. 78,106,141 


saljquiassy 
aiqe) 


N MALE RIGHT ANGLE ................. 79 
TVAG DIN BALE putt cir deceeees .- 103 


i, GUCHRMET ON pan iad is'cvisvaes ee 51 
: GROTH CE Uren indie siesieies sues ey 100 
MINI UHF MALE ............. 107 
N FEMALE ...........+.++. 80,81, 106, 141 

N FEMALE BULKHEAD ............ 34,82, 
E veseseesseee 29,33,76,77, 106,141 


N MALE RIGHT ANGLE roe y 29, 78, 106, 141 MHV MALE yr eee eee eee eee ee eeeeeeeeee 89 
NMO MOUN inks ae Se ae ae r SHV PLUG ....... as 6 ahaa G ste seeseeeeeees 90 
ON MALE Waacek se Gabe solcitiswisis sce be. 84 q : NI tO: 
MALE RIGHT ANGLE ................ 85 Paes, on 
| bl POLARITY SMA MALE ......... 129 SMA FEMALE 2 HOLE PANEL MOUNT sees 70 


REVERSE POLARITY TNC MALE ......... 131 : WAE RiGee A 
SHA ALENT... .... 30,33,74,75 SMA FEMALE 4 HOLE PANEL MOUNT ...... 70 SSMA MALE vw suaiecliicgia eG... 125 


THGMALE fon aunties «tu cb bb aha «'sh't was 87 


Ene TERA MOUNTS TOR LPUWEROSE.....1h.... eam tea 139 


BUC RAL Bie dk eee sh nn daa geese 255 SMA FEMALE BULKHEAD .............-.. 69 
BNC: MALEGHs.  2caseue «be oa sana. . 255 SMASMATE So. dh ccics Bec okeea Sees 37,64,65 SSMA MALE .....sccccccccccsscececcs 125 
FME JACK: gate. « d-.ciguitl-inak tee et . 1255 

; PES PLUG rere ct oss vk vate bis ions « 255 ppp 
MINI UHF FEMALE ............. P= PEG ae rts 
MINT WRECMAEE Suen dics ss wcuenes 255 WPRLMME IN sal Bia ssida cae teuse 72,30 

; NFEMALEO SIUC tre creck cccccweccs 255 NMOSHOUNT oc ceicsedeccccoccsudscqes 254 : ae : 
ge 2 ey eee ocei.h 255 QMAWMAD itn, 5 cas soBhas cdaatadeeae’ ss 55  ciaiiaiiaiiiiiaaiias 

BD USWA) FEMALE'S. 00.0.0. 0g eeceee ue seta 1254 . SSMB PLUG .. 

; SMA MARECHAL oc caus Coo iwidcccyetse 254 pase cee 

! THC FEMARETE Ebina sc casicus cca 255 prs ee —— ALACRING Tit 

ae Te a) Bee eee 255 OMS MR BAM ONGEE IGS BNC MALE 

\ eee BNGONAL Eases ks sc Bw ecess ase & es 53 Ce eee 

: SMA FEMALE BULKHEAD .......... 37, 66,67 ciao 

Me” OMA WALEIUS .0 ose vhescoeR¥eoretti. 55 SMABMALEI AA. «ccc ce Meee cues s 29,36,58,59 BNC MALE ... 


SMA FEMALE ..... Os Geay.etz, aiaes ct, 55 
BE” SMA MALROG oo. -GUpWulld eed s «Didev ees 55 


Br LPEMAMAGE <o<dufeosscctargaes-. 43 


UL EES TS 12 aera . 84 2.4mm MALE ......sceeeseeeeeesseveee 42 
CE Rn tiene ae heh Otte B laf VI 7/16 DIN MALE ..... Bivins stele cuacseu a akatate 104 
EES ahha ernnaa BNC MALE ....... eB) ONDE. wah Peal 54 
. MC2CARD PLUG "sii. . dbs cscsny sa eahas 336 
3 MIND AMIE MALE |... Gees s:omnegns Sule 107 
MPEMAMEMTTET Gl iol... ses. sec eees 85 SEACA PLUG viv otdlcc Th cr ccc cence: si 128 
MPALE so neveee orth «08 ee . 85 N FEMALE BULKHEAD ............ 34,72,73 
MALE oc ek seas ; -. 85 WO WALE-has sd ouine LRT icy ee 7 ‘REVERSE POLARITY SMA MALE ....... x32 
F os MMO AMOUNT |... s<00 cdo J. KuuiNe , ab 254 REVERSE POLARITY TNC MALE ......... 130 
\ BMA TMALE) |... ovinis sdeig Gar enone aes 55 RBAIMALE sic acaeter se: 30,35,120,121 
; aie DISCONNECT SMA MALE .......... REVERSE POLARITY SMA MALE ......... 132 35,112,113 
___SMA MALE ..... REVERSE POLARITY TNC MALE ......... 130 ms ao se ces 
' e REVERSE THREAD SMA MALE ........... 133 “ .. 
ys SMA FEMALE ....... RAEN aM: 62,63 BANANA PLUG ...... nh A bom 142 
LFU «0.0.0. eeees esse eeeees - 13! SMA FEMALE BULKHEAD .......... 37,64, 65 GNCMALES Cite Sone, bene tna 143 
Clee PUSH ON SMA MALE ..........sceeeeees 30 WHE) MARES (Ce, SO Paet Mirecrrea teas, 53 
‘ er) SMA MALE ......... Deine 29,36,54,57 ERE ee a 
; LFU eee eee eee ee ee ee ee 139 SMA MALE, BUSH ON Moncey cee FRY 30 ean - - 
ee SMA MALE, QUICK DISCONNECT ...... 30,35 BNC IMALE Sh. , SRE as hb ne Sa 144 
ME WIAs neato er es. 0129 ce ellliage SEEREESS Naito | : 
me peaceas™ = encores a gegnt 229 SMC PLUG ...... SH) SRE loca, Ss 
oe a TOR ae tae SMP FEMALES». MR 5 NEE 135 
eee eee eee eevee eee eee eeeee SSMA MALE . a By . 128 
TNCYMALB OMS .icceecdees se. | 30,35,120,121 
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Co 8 18 GHZ TEST CABLE ASSEMBLIES 


¢ WIDEBAND COVERAGE DC-18 GHZ TEST CABLES 
¢ ROHS COMPLIANT 
e FLEXIBLE FOR EASY CONNECTION AND BEND RADIUS 
¢ TRIPLE SHIELDED CABLE AND STAINLESS STEEL CONNECTORS PROVIDE EXCELLENT PERFORMANCE OVER LONGER LIFE 
¢ EXTRA RUGGED CONSTRUCTION WITH MOLDED STRAIN RELIEF FOR EXTRA DURABILITY 
Performance Attenuation 
ELECTRICAL PROPERTIES 
Impedance 50 OHMS 
Velocity of Propagation 70.0% 
Max Operating Voltage 1000 Volts RMS 
> Nominal Capacitance 29.4 pf/ft 
Oe RF Shielding 100 dB Min 
= i Electrical Delay 1.43 ns/ft. 
So 
So MECHANICAL PROPERTIES 
Bend Radius Minimum .750 Inch 
Weight -47 oz/ft 
Temp Range -65°C/+ 125°C 
Inner Conductor Silver Plated Copper Clad Steel .035" Dia. 
Dielectric PTFE .120" Dia. 
Outer Conductor 1 Silver Plated Copper Braid 
Outer Conductor 2 Silver Plated Copper Tape 
Jacket FEP .163" Dia. 


SMA MALE TO SMA MALE 


SMA MALE TO SMA MALE 
RIGHT ANGLE 


VSWR MAX VSWR MAX 
DC-2 mere 1.06:1 DC-2 GHz, 1.10:1 
2-8 G 1.09:1 2-8 GHz, 1.15:1 


8-18 Ny 1.30:1 8-18 GHz, 1.30:1 


Model No. Length 1-9 10-24 250s Model No. Length 1-9 10-24 25+ 
PE300-24 24" $82.35 $76.59 $70.82 PE301-24 24" $104.95 $97.60 $90.26 
PE300-36 36" 85.90 79.89 73.87 PE301-36 36" 109.50 101.84 98.00 
PE300-48 48" 89.40 83.14 76.88 PE301-48 48" 113.95 105.97 98.00 
PE300-60 60" 89.10 82.86 76.63 PE301-60 60" 116.95 108.76 100.58 
PE300-72 72" 94.15 87 .56 80.97 PE301-72 72" 119.95 111.55 103.16 
PE300-120 120" 137.70 128.06 118.42 PE301-120 120" 175.50 163.22 150.93 


PE300-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


N MALE TO N MALE 


PE301-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


N MALE TO N MALE 
RIGHT ANGLE 


oS 
reeene, 
KK 
Re 
VSWR MAX 


DC-2 GHz, 1.08:1 
2-12.4 GHz, 1.20:1 


12.4-18 GHz, 1.33:1 


VSWR MAX 


DC-2 GHz, 1.08:1 
2-12.4 GHz, 1.20:1 


12.4-18 GHz, 1.33:1 


Model No. Length 1-9 10-24 25 + Model No. Length 1-9 10-24 25 + 
PE302-24 24" $118.40 $110.11 $101.82 PE303-24 24" $129.95 $120.85 $111.76 
PE302-36 36" 121.85 113.32 104.79 PE303-36 36" 133.70 124.34 114.98 
PE302-48 48" 125.35 116.58 107.80 PE303-48 48" 137.50 127.88 118.25 
PE302-60 60" 127.60 118.67 109.74 PE303-60 60" 140.10 130.29 120.49 
PE302-72 72" 129.90 120.81 107.80 PE303-72 1 de 142.60 132.62 122.64 
PE302-120 120" 145.10 134.94 124.79 PE303-120 120" 164.00 152.52 141.04 


PE302-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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PE303-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


Ci 8 18 GHZ TEST CABLE ASSEMBLIES 


WIDEBAND COVERAGE DC-18 GHZ TEST CABLES 

ROHS COMPLIANT 

FLEXIBLE FOR EASY CONNECTION AND BEND RADIUS 

TRIPLE SHIELDED CABLE AND STAINLESS STEEL CONNECTORS PROVIDE EXCELLENT PERFORMANCE OVER LONGER LIFE 
EXTRA RUGGED CONSTRUCTION WITH MOLDED STRAIN RELIEF FOR EXTRA DURABILITY 


‘SMA MALE TO N MALE SMA FEMALE TO N MALE 


TT) 
| 
Sy 


VSWR MAX VSWR_MAX an 

DC-2 GHz, 1.08:1 DC-2 GHz, 1.08:1 8 © 

2-12.4 GHz, 1.20:1 2-12.4 GHz, 1.20:1 = 2 

12.4-18 GHz, 1.33:1 12.4-18 GHz, 1.33:1 == 
= © 

Model No. Length 1-9 10-24 25 + Model No. Length 1-9 10-24 25 + 4 

PE304-24 24" $113.25 $105.32 $97.40 PE306-24 24" $139.00 $129.27 $119.54 

PE304-36 36" 117.85 109.60 101.35 PE306-36 36" 140.60 130.76 120.92 

PE304-48 43" 122.35 113.79 +—-105.22 PE306-48 4g" 151.80 141.17 130.55 

PE304-60 60" 126.85 117.97 109.09 PE306-60 60" 158.60 147.50 126.88 

PE304-72 72" 131.35 122.16 112.96 PE306-72 72" 163.10 151.68 140.27 

PE304-120 120" 142.95 132.94 122.94 PE306-120 120" 179.95 167.35. 154.76 


PE304-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


as 


PE306-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


SMA MALE TO TNC MALE 
RIGHT ANGLE 


VSWR MAX 


DC-2 GHz, 1.10:1 
2-8 GHz, 1.18:1 


8-18 GHz, 1.40:1 


VSWR MAX 


DC-2 GHz, 1.10:1 
2-8 GHz, 1.25:1 


8-18 GHz, 1.40:1 


Model No. Length 1-9 10-24 25> Model No. Length 1-9 10-24 25 + 
PE308-24 24" $118.40 $110.11 $101.82 PE309-24 24" $134.95 $125.50 $116.06 
” PE308-36 36" 121.85 113.32 104.79 PE309-36 36" 138.90 129.18 119.45 
PE308-48 48" 125.35 116.58 107.80 PE309-48 48" 142.80 132.80 122.81 
PE308-60 60" 127.60 118.67 109.74 PE309-60 60" 145.40 135.22 125.04 
PE308-72 iy ag 129.90 120.81 111.71 PE309-72 Te. 148.10 137.73 127.37 
PE308-120 120" 145.10 134.94 124.79 PE309-120 120" 170.30 158.38 146.46 


PE308-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


SMA MALE TO 
PUSH ON SMA MALE 


PE309-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


SMA MALE TO 
QD SMA MALE 


VSWR MAX 


DC-1 GHz, 1.10:1 
1-10 GHz, 1.15:1 


10-18 GHz, 1.20:1 


VSWR MAX 


DC-1 GHz, 1.10:1 
1-10 GHz, 1.15:1 


10-18 GHz, 1.20:1 


Model No. Length 1-9 10-24 25. + Model No. Length 1-9 10-24 25) :ah 
PE311-24 24" $99.95 $92.95 $85.96 PE312-24 24" $99.95 $92.95 $85.96 
PE311-36 36" 103.45 96.21 88.97 PE312-36 36" 103.45 96.21 88.97 
PE311-48 48" 106.95 99.46 91.98 PE312-48 48" 106.95 99.46 91.98 
PE311-60 60" 110.45 102.72 94.99 PE312-60 60" 110.45 102.72 94.99 
PE311-72 72" 113.95 105.97 98.00 PE312-72 72" 113.95 105.97 98.00 
PE311-120 120" 127.95 118.99 110.04 PE312-120 120" 127.95 118.99 110.04 


PE311-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE312-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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NEW N TYPE VNA CALIBRATION KITS 


The N-Type Standard Calibration kit is designed for use with a broad range of vector network 
analyzers (VNAs) that utilize a Short-Open-Load calibration technique. With this kit you can make 
error-corrected measurements of devices supplied with N-Type connectors from DC to 18 GHz. This kit 
contains both Male (Plug) and Female (Jack) connector interfaces to perform full Two-Port error 
corrections. 


FEATURES: 
e Broad VNA Coverage, Including Agilent & Anritsu ' 
e Open, Short, Fixed Broadband Load Configurations 
e DC to 18 GHz 


a/qe) 


> 
w 
” 
© 
=| 
= 
oO 
7 


Hinipedancemiivaiaeiidicy [Ohms | 50. Ai gens tala 
[Frequency ——ss| GHz | 18 DC to 18 GHz 
s 0.10; [36 Glee s s 
(ij GeaBe i} s 0.10;7 | 
Open Return Loss Tap | = 0.20. [> AGHz to = 18 GHz 
5.0.10 | 54 GHz 7s vael ‘pti 
Short Return Loss (1) p dB) | 50.10 | Model No. Description PRICE 
bated er > AGHz and = 18 GHz | pesso1-KIT N-Type Standard Calibration Kit $4495.00 
win taelbnominarn ry | = 40 [sa GHz | —ipe5501-1 Open Circuit, Male (Plug) Included 
Load Return Loss(i) | | f= 40 > 4GHz and <= 18 GHz PE5501-2 Open Circuit, Female (Jack) Included 
Rds) | degss | 51/20" | s Agee | PE5501-3 Short Circuit, Male (Plug) Included 
Open Phase Deviation Tdegs. | = 3.0° |> 4GHz and < 18 GHz PE5501-4 Short Circuit, Female (Jack) Included 
short Phase Deviation(a)} eas: [= 1.20 fs 4 Giz PE5501-5 Broadband Load, Male (Plug) Included 
Short Phase Deviation(1 —— PE5501-6 Broadband Load, Female (Jack) Included 
|degs. | = 2.50 > AGHz" and ‘s18 GHz PE5011-7 Type N Torque Wrench Included 
lLoad Resistance | Ohms | 50+0.25[ =i | 
Load Power Handling |Watts| = 0.5 [At 18 GHz, 0°-50° C 


(1) Specifications are for both Male (Plug) and Female (Jack) components. 


C2 3.5mm VNA CALIBRATION KITS ee | 


The 3.5mm Standard Calibration kit is designed for use with a broad range of vector network analyzers 
(VNAs) that utilize a Short-Open-Load calibration technique. With this kit you can make error- 
corrected measurements of devices supplied with either 3.5mm or SMA connectors from DC to 26.5 GHz. 
This kit contains both Male (Plug) and Female (Jack) connector 
interfaces to perform full Two-Port error corrections. 


FEATURES: | 
e Broad VNA Coverage, including Agilent® & Anritsu® 
e Open, Short, Fixed Broadband Load Configurations " 
e DC To 26.5 GHz | 
e In-Series Phase Matched Adapters Available d 
ree ; ats Model No. Description PRICE 
Specifications ; : 
een eee units. dalue pe a PES500-KIT 3.5mm Standard Calibration Kit $3495.00 
Max Frequency GHz 26.5 DC to 26.5 GHz PE5500-1 Open Circuit, Male Included 
Open Return Loss dB <0.2 At 26.5 GHz PE5500-2 Open Circuit, Female Included 
Open Pa evi arabes aed pee Peilag GHz PE5500-3 Short Circuit, Male Included 
or eturn Loss <0. ° Zz Ns : . 
Short Phase Deviation degrees <3.0° Nominal @ 26.5 GHz PE5500-4.). Short Circuit, Female Included 
Load Retlirh ‘Loss dB >30 At 26.5 GHz PE5500-5 Broadband Load, Male Included 
Load Impedance Ohms 50.0 + 0.5 At DC PE5500-6 Broadband Load, Female Included 
Load Power Handling Watts 0.5 At 26.5 GHz PE5011-1 3.5mm/SMA Preset Torque Wrench Included 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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NEW VNA TEST CABLE ASSEMBLIES 


Pasternack introduces its new Microwave test cables for Agilent® and Anritsu® VNA's and additional test equipment with 3.5mm 
NMD connector ports. These highly flexible test cables have excellent electrical characteristics with outstanding phase and 
amplitude stability. The unique interchangeable connector head can be configured for DUT applications that require Precision 
7mm (PC-7), N, 3.5mm, SMA or 2.92mm connectors. 


Impedance 500 

Frequency 26.5 s 
Insertion Loss <1.5 At 26.5 GHz 
Amplitude Stability <0.05 At 26.5 GHz . 
At 26.5 GHz, after 
90°degree bend _ 
Return Loss >20dB At 26.5 GHz 

Return Loss Stability >40 dB At 26.5 GHz 
Cable Length 60 
Minimum bend radius 25 | 
Connector A 3.5mm NMD VNA compatible 
Connector B | Interchangeable 
Oper. Temperature Celsius -40° to +85° 


Phase stability <3.0° 


9/qe9 
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VNA Test Cable Set in a protective wood box. Two cables in set 

Note: Must order companion Connector for each cable (see below) 
oe 042.92." | 
261.20, | 242.92 
| PE44486 | One N Female Connector for PE310 VNA Test Cable = ss| SS 261.20 | S202. 92 | 


NEW 3-PORT FIELD CALIBRATION TOOLS 


With these 3-Port Field Calibration Tools you can make error-corrected measurements of devices supplied with 3.5mm, N-Type, or 
7/16 DIN connectors. Also called "Bones", these tools are very effective when needing to make field calibrations as they are 
lightweight and portable. These tools are ideal to use with Anritsu© SiteMaster™ analyzers and other equivalent devices. Each 
tool has either Male (Plug) or Female (Jack) connector interfaces to perform Short, Open, and Load measurements on the cable 
assembly, antenna, or other device you are evaluating. RoHS Compliant. = 


PE5512- FEMALE 


M 


Short 

Load = 40.0 dB, DC —- 4 GHz B to2.5 GHz = 40 dB to2.5 GHz 

Return Loss = 30.0 dB, 4 GHz — 26.5 GHz B 2.5 GHz — 6 GHz = 38 dB 2.5 GHz — 6 GHz 
Re owe ON 5 Wo ge MMT pee) ge] age ew tie 


Temp Range -40°C to +70°C -40°C to +85°C -65°C to +85°C 
Price (0-9 pes) $995.00 eg seam no $695.00 
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Our Precision Test Cables are highly suitable for severe test environments where rugged construction 


is necessary, or in any location where higher phase stability must be assured. 


Their low-loss PTFE 


and solid center conductor ensure low insertion loss and outstanding phase & amplitude stability. 
Durable Passivated Stainless Steel connectors ensure secure matings over and over again, while 


external armoring removes excessive bending 


radius. Temperature performance from -55°C to +165°C 


makes these test cables perfect for environmental test systems. 


26.5 GHZ PRECISION TEST CABLES 


Performance 


ELECTRICAL PROPERTIES 
Impedance 

Velocity of Propagation 
Max Operating Voltage 
Phase Stability 

RF Shielding 


50 OHMS 

77.0% 

1000 Volts RMS 
1.82° @ 26.5 GHz 
100 dB Min 

286 watts @ 10 GHz 


pod Power Rating 

” 

te) MECHANICAL PROPERTIES 

3 = Bend Radius Minimum 1.38 Inch 
——y Temp Range -55°C/+ 165°C 

oD Jacket Armored 0.47" Dia. 

” Flex Life Bending 10K Min. 


8 Inch Pounds 
Gold Plated Copper 


Mating Torque 
Inner Conductor 


3.9mm MALE TO 3.5mm 


VSWR MAX 

DC-10 GHz, 1.15:1 
10-18 GHz, 1.20:1 
18-26.5 GHz, 1.35:1 


CM 


— 
| ia 


Model No. Length 1-9 10-24 25 + 
PE315-24 24" $595.00 $553.35 $511.70 
PE315-36 36" 695.00 646.35 597.70 


PE315-72 72" 995.00 925.35 855.70 


MALE 


hey 


dB Loss / ft 
Sooocooooor 
SCRNWAUDNUDWOO 


FREQUENCY (GHz) 


Phase Stabilty vs Temperature 


PPM 


100 
-50 -40 -30 -20 -10 0 


TEMPERATURE (DEG C) 


3.5mm MALE TO 3.5mm FEMALE 


10 20 30 40 50 60 70 


= 
jeldafi......... 


VSWR MAX 
DC-10 GHz, 1.15:1 
10-18 GHz, 1.20:1 
18-26.5 GHz, 1.35:1 


i ee) |_| pul 


Model No. Length 1-9 10-24 25 + | 
PE317-24 24" $645.00 $599.85 $554.70 
PE317-36 36" 745.00 692.85 640.70 
PE317-72 72" 1045.00 971.85 898.70 | 


[I] 40 GHZ GHZ PRECISION TEST CABLES 


ELECTRICAL PROPERTIES 
Impedance 

Velocity of Propagation 
Max Operating Voltage 
Phase Stability 

RF Shielding 

Power Rating 


50 OHMS 

77.0% 

1000 Volts RMS 
2.44° @ 40 GHz 

100 dB Min 

286 watts @ 10 GHz 


MECHANICAL PROPERTIES 

Bend Radius Minimum 1.38 Inch 
Temp Range -55°C/+ 165°C 
Jacket Armored 0.47" Dia. 

Flex Life Bending 10K Min. 


8 Inch Pounds 
Gold Plated Copper 


Mating Torque 
Inner Conductor 


2.92mm MALE TO 2.92mm MALE 


VSWR MAX 

DC-18 GHz, 1.20:1 

18-26 GHz, 1.25:1 

26-40 GHz, 1.35:1 

Model No. Length 1-9 10-24 25 + 
PE319-24 24" $745.00 $692.85 $640.70 
PE319-36 36" 885.00 823.05 761.10 
PE319-72 72" 1305.00 1213.65 1122.30 
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Performance 


Attenuation 


dB Loss / ft 
o999909900n 
ORPNWEUDYNWWO 


0 2 4 6 8 1012 14 16 18 20 22 24 26 28 30 32 34 36 38 40 
FREQUENCY (GHz) 


Phase Stabilty vs Temperature 


PPM 


Gl, ee ae RE Rie Besa) 
ES Bs NA 
a ee Ae SP 


net = 0 


VSWR MAX 

DC-18 GHz, 1.20:1 

18-26 GHz, 1.25:1 f 
26-40 GHz, 1.35:1 

Model No. Length 1-9 10-24 

PE321-24 24" $795.00 $739.35 

PE321-36 36" 935.00 869.55 

PE321-72 72" 1355.00 1260.15 1165.30 


Free Ground Freight 


Same-Day Shipping 


| 
25 + 
$683.70 
804.10 
Phone: 949-261-1920 Fax: 949-261-7451 


18 GHZ FLEXIBLE CABLE ASSEMBLIES 


Performance Attenuation 


Performance Attenuation 


dB Loss / 100’ 
re 
dB Loss / 


ieee so oF 7 18. 9.10 1112 13 14 Teste 17 16°19 
Frequency in GHz 


VSWR 
[- 4 ce 
Pree conor: | 
0042-34 5 6 7B 910 1112 13 14 15 16 17 18 19 O07 2.3 4 5 6 7 8 9101112131415 1617 18 19 
ELECTRICAL PROPERTIES Frequency in GHz ELECTRICAL PROPERTIES Frequency tn Giz 
Impedance 50 OHMS NON-MAGNETIC 
Velocity of Propagation 69.5% Impedance 50 OHMS 
Cut Off Frequency 35.0 GHz Velocity of Propagation 69.5% 
Max Operating Voltage 1900 Volts RMS Cut Off Frequency 35.0 GHz 
Nominal Capacitance 29.4 pf/ft Max Operating Voltage 1900 Volts RMS 
RF Shielding Greater than 90 dB Nominal Capacitance 29.4 pf/ft 
RF Shielding Greater than 90 dB 
MECHANICAL PROPERTIES MECHANICAL PROPERTIES 
Bend Radius Minimum 1.0 Inch Bend Radius Minimum 1.0 Inch 
Weight 4 oz/ft Weight -6 oz/ft 
Temp Range -55°F + 400°F Temp Range -55°F + 400°F 
Inner Conductor SIL PLT CU Clad Steel .036" Dia. Inner Conductor SIL PLT Beryllium CU .036" Dia. 
Dielectric PTFE .116" Dia. Dielectric PTFE .116" Dia. 
Outer Conductor SIL PLT Copper Ribbon .125" Dia. Outer Conductor SIL PLT Copper Ribbon .140" Dia. 
Jacket FEP..150" Dia. Jacket FEP .165" Dia. 


N MALE TO SMA MALE 


*NON-MAGNETIC* 


Model No. Length 1-24 25-49 50-99 100 + 
PE33231-6 6" $73.20 $68.08 $62.95 $58.56 PE33233-6 6" $98.70 $91.79 $84.88 $78.96 
PE33231-12 128 75.85 70.54 65.23 60.68 PE33233-12 125 103.65 96.39 89.14 82.92 
PE33231-18 18" 78.50 73.01 67.51 62.80 PE33233-18 18" 108.65 101.04 93.44 86.92 
PE33231-24 24" 81.10 75.42 69.75 64.88 PE33233-24 24" 113.60 105.65 97.70 90.88 
PE33231-30 30" , 83.75 77.89 72.03 67.00 PE33233-30 30" 123.30 114.67 106.04 98.64 
PE33231-36 36" 86.45 80.40 74.35 69.16 PE33233-36 36" 123.45 114.81 106.17 98.76 
PE33231-48 48" 91.75 85.33 78.91 73.40 PE33233-48 48" 133.30 123.97 114.64 106.64 
PE33231-60 60" 102.35 95.19 88.02 81.88 PE33233-60 60" 144.80 134.66 124.53 115.84 


PE33231-72 72" PE33233-72 72" -58 122.40 


4 
= 
= 
= 
rr 
canal 
oS 
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SOKO 


K % Soses 
stateetet *NON-MAGNETIC* = ——*_ixaxes 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33232-6 6" $83.55 $77.70 $71.85 $66.84 PE35028-6 6" $109.30 $101.65 $94.00 $87.44 
PE33232-12 128 86.35 80.31 74.26 69.08 PE35028-12 128 114.35 106.35 98.34 91.48 
PE33232-18 18" 89.15 82.91 76.67 ees2 PE35028-18 18" 119.35 111.00 102.64 95.48 
PE33232-24 24" 91.95 85.51 79.08 73.56 PE35028-24 24" 124.40 115.69 106.98 99.52 
PE33232-30 30" 94.70 88.07 81.44 75.76 PE35028-30 30" 129.45 120.39 111.33 103.56 
PE33232-36 36" 97.50 90.68 83.85 78.00 PE35028-36 36" 134.55 125.13 115.71 107.64 
PE33232-48 48" 103.00 95.79 88.58 82.40 PE35028-48 48" 144.60 134.48 124.36 115.68 
PE33232-60 60" 108.65 101.04 93.44 86.92 PE35028-60 60" 156.25 145.31 134.38 125.00 
PE33232-72 72¢ 114.15 106.16 98.17 91.32 PE35028-72 72" 166.30 154.66 143.02 133.04 
PE33232-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE35028-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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Performance Attenuation oo ettormance __ Attenuation 


18 GHZ FLEXIBLE CABLE ASSEMBLIES 


A vi > 
S ce PRP ec Sa oe S 
= | 
~ 60 et SPOS ei se | 
2 50 ec ata & gs | 
st ag a na 
eC eb i bate te - % 
ee ie im 
Pas hah I a 
% @ O+2°3 4 5 6 7 8 91011121314 15 1617 18 19 
1234 5 67 8 910 11121314 15 1617 18 19 Frequency in GHz 
VSWR Frequency in GHz ' VSWR 
pat SS RBG Gs coh mh yi MG | 
is ae ie thd Se | 
= ee | | N | 
rd eae Za Pape | | 
ioe SERe Peettsep ip | : 
= hd | [| [Typical Performance | | 
0.0423 4 5 6 7 B 910 111213 14 15 16 17 18 19 : 
F ‘ne Frequency in GHz 
requency in GHz | 
ELECTRICAL PROPERTIES sss ELECTRICAL PROPERTIES | 
Impedance 50 OHMS , = ETI scene 
Vv : : 5% mpedance 
Pheee oes cremersen Pie Velocity of Propagation 69.5% 
Cut Off Frequency 35.0 GHz 
3 Cut Off Frequency 35.0 GHz 
Max Operating Voltage 1900 Volts RMS Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft Nominal Capacitance 29.4 pf/ft 
RF Shielding Greater than 90 dB RF Shielding Greater than 90 dB 
. MECHANICAL PROPERTIES 
MECHANICAL PROPERTIES Bend Radius Minimum 1.0 Inch 
Bend Radius Minimum 1.0 Inch Weight -6 oz/ft 
Weight 4 oz/ft Temp Range -55°F + 400°F 
Temp Range faa. F + S00 F . ae. | Inner Conductor SIL PLT Beryllium CU .036" Dia. 
mi eta Se tee ny Steel .036" Dia. Dalecbric PTFE .116" Dia. 
Outer Conductor SIL PLT Copper Ribbon .125" Dia. Suter, Conductor StL aid Copper Ribbon .140" Dia. 
Jacket FEP .150" Dia. Jacket FEP -165" Dia. 


N MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 266 


*NON-MAGNETIC* 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35952-6 6" $94.70 $88.07 $81.44 $75.76 PE35956-6 6" $125.15 $116.39 $107.63 $100.12 
PE35952-12 125 97.40 90.58 83.76 77.92 PE35956-12 12" 128.40 119.41 110.42 102.72 
PE35952-18 18" 100.10 93.09 86.09 80.08 PE35956-18 18" 131.80 122.57 113.35 105.44 
PE35952-24 24" 102.75 95.56 88.37 82.20 PE35956-24 24" 135.20 125.74 116.27 108.16 
PE35952-30 30" 105.35 97.98 90.60 84.28 PE35956-30 30" 138.50 128.81 119.11 110.80 
PE35952-36 36" 108.10 100.53 92.97 86.48 PE35956-36 36" 141.90 131.97 122.03 113.52 
PE35952-48 48" 113.65 105.69 97.74 90.92 PE35956-48 48" 148.55 138.15 127.75 118.84 
PE35952-60 60" 119.05 110.72 102.38 95.24 PE35956-60 60" 155.20 144.34 133.47 124.16 
PE35952- gs PE35956-72 72" 161.85 150.52 139.19 129.48 


PE35956-XX Custom Lengths Ship 3 Days ARO, See Website For Pricin 


SMA MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE GO1 ON PAGE 266 


*NON-MAGNETIC* 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35954-6 6" $84.20 $78.31 $72.41 $67.36 PE35958-6 6" $104.65 $97.32 $90.00 $83.72 
PE35954-12 12" 86.80 80.72 74.65 69.44 PE35958-12 125 107.55 100.02 92.49 86.04 
PE35954-18 18" 89.40 83.14 76.88 71.52 PE35958-18 18" 110.55 102.81 95.07 88.44 
PE35954-24 24" 91.95 85.51 79.08 73.56 PE35958-24 24" 113.60 105.65 97.70 90.88 
PE35954-30 30" 94.45 87.84 81.23 75.56 PE35958-30 30" 116.60 108.44 100.28 93.28 
PE35954-36 36" 97.05 90.26 83.46 77.64 PE35958-36 36" 119.55 111.18 102.81 95.64 
PE35954-48 48" 102.25 95.09 87.94 81.80 PE35958-48 48" 125.55 116.76 107.97 100.44 
PE35954-60 60" 107.45 99.93 92.41 85.96 PE35958-60 60" 131.50 122.30 113.09 105.20 
PE35954-72 122 112.60 104.72 96.84 90.08 PE35958-72 72° 137.55 127.92 118.29 110.04 


PE35954-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE35958-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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18 GHZ FLEXIBLE CABLE ASSEMBLIES 


Performance Attenuation 
opener dere! | l-l) 111d 


ELECTRICAL PROPERTIES peop 9 AS A PR a a 
Impedance 50 OHMS 2 60 pep - 
Velocity of Propagation 69.5% 2 50 ka 
Cut Off Frequency 35.0 GHz Ss fF 
Max Operating Voltage 1900 Volts RMS mo 20 
Nominal Capacitance 29.4 pf/ft 10 
RF Shielding Greater than 90 dB O42 34 5 6 7 8 91011121314 151617 18 19 
Frequency in GHz 
30. VOW 
ett ttttttett ett Od 
” 
MECHANICAL PROPERTIES bee ES ss 
Bend Radius Minimum 1.0 Inch = 110 —— 
peight Ia: Sam TTT 1 Typical Performance | D 
Temp Range -55°F + 400°F Amen FOO S. Ti Bi sOal Git 4 alee taeettid 
Inner Conductor SIL PLT CU Clad Steel .036" Dia. Boe atl he nih 
Dielectric PTFE .116" Dia. 
Quter Conductor SIL PLT Copper Ribbon .125" Dia. 
Jacket FEP 150" Dia. 


TNC MALE TO TNC MALE TNC MALE TO SMA MALE 


antan Ses ehh 
GS iM” > 
Car [7a] 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35423-6 6" $99.65 $92.67 $85.70 $79.72 PE35419-6 6" $88.40 $82.21 $76.02 $70.72 
PE35423-12 12" 102.50 95.33 88.15 82.00 PE35419-12 12" 91.45 85.05 78.65 73.16 
PE35423-18 18" 105.25 | 97.88 90.52 84.20 PE35419-18 18" 94.35 87.75 81.14 75.48 
PE35423-24 24" 108.15 100.58 93.01 86.52 PE35419-24 24" 97.35 90.54 83.72 77.88 
PE35423-30 30" 111.00 103.23 95.46 88.80 PE35419-30 30" 100.30 93.28 86.26 80.24 
PE35423-36 36" 113.85 105.88 97.91 91.08 PE35419-36 36" 103.20 95.98 88.75 82.56 
PE35423-48 48" 119.55 111.18 102.81 95.64 PE35419-48 48" 109.05 101.42 93.78 87.24 
PE35423-60 60" 125.30 116.53 107.76 100.24 PE35419-60 60" “115.05 107.00 98.94 92.04 
PE35423-72 72. 130.95 121.78 112.62 104.76 PE35419-72 isi 120.85 112.39 103.93 96.68 
PE35423-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE35419-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


[0 QUICK-DISCONNECT QD-SMA CABLE ASSEMBLIES 


Pasternack's Quick-Disconnect Cable Assemblies are designed for Test environments that require rapid SMA connections. The 
QD-SMA is designed to push on and lock in place by sliding the shroud over the connector. Where enhanced VSWR measurements 
are required, an additional % turn of the QD-SMA will ensure lower VSWR performance. The QD-SMA Connector can be quickly 
_removed by pulling on the shbou and sliding off the QD-SMA connector. 


QD SMA MALE TO SMA MALE QD SMA MALE T0 QD sigh i 


PT] IIS 

UPd | Biles 

; NPS 1 KU 

BNEW 50 OHM, RG58C/U COAX NEW | 50 OHM, RG58C/U COAX 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE36689-24 24" $57.75 $53.71 $49.67 $46.20 PE36690-24 24" $68.25 $63.47 $58.70 $54.60 
 -PE36689-36 36" 60.90 56.64 52.37 48.72 PE36690-36 36" 71.40 66.40 61.40 57.12 
PE36689-48 48" 64.05 59.57 55.08 51.24 PE36690-48 48" 74.55 69.33 64.11 59.64 
PE36689-72 Jaa 68.25 63.47 58.70 54.60 PE36690-72 72" 78.75 73.24 67.73 63.00 


PE36689-XX Any Same-Day Shipment / Call for Pricing PE36690-XX Any Same-Day Shipment / Call for Pricing 
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26.5 GHZ FLEXIBLE CABLE ASSEMBLIES 


THE CABLE BECOMES AN INTEGRAL PART OF THE SMA CONNECTOR RESULTING IN NO DISCONTINUITIES FOR 
BETTER ELECTRICAL PERFORMANCE THRU 26.5 GHz (35.0 GHz WHEN MATED WITH A *K CONNECTOR.) 


*THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


Performance Attenuation x Performance — 
S s 
8 8 
be al 
3 z 
0 WEA STS 87 8 MMMM NS aces 0 12 3 4 5 6 7 8 910 111213 14 15 16 17 18 19 20 21 22 23 24 25 26 
VSWR Frequency in GHz VSWR Frequency in GHz 
i renee HAAS fh |} | 
ec, ex Gata ft tty 
z 2 
0.0 123 45 6 7 8 910 1112 13 14 15 16 17 18 19 20 21 22 23 24 25 26 0.0 123 4 5 6 7 8 910 1112 13 14 15 16 17 18 19 20 21 22 23 24 25 26 
ELECTRICAL PROPERTIES Frequency in GHz ELECTRICAL PROPERTIES Frequency in GHz 
Impedance 50 OHMS NON-MAGNETIC 
Velocity of Propagation 69.5% Impedance 50 OHMS 
Cut Off Frequency 35.0 GHz Velocity of Propagation 69.5% 
Max Operating Voltage 1900 Volts RMS Cut Off Frequency 35.0 GHz 
Nominal Capacitance 29.4 pf/ft Max Operating Voltage 1900 Volts RMS 
RF Shielding Greater than 90 dB Nominal Capacitance 29.4 pf/ft 
RF Shielding Greater than 90 dB 
MECHANICAL PROPERTIES 
Bend Radius Minimum 1.0 Inch MECHANICAL PROPERTIES 
Weight -4 oz/ft Bend Radius Minimum 1.0 Inch 
Temp Range -55°F + 400°F Weight -6 oz/ft 
Inner Conductor SIL PLT CU Clad Steel .036" Dia. | Temp Range -55°F + 400°F 
Dielectric PTFE .116" Dia. Inner Conductor SIL PLT Beryllium CU .036" Dia. 
Outer Conductor SIL PLT Copper Ribbon .125" Dia. | Dielectric PTFE .116" Dia. 
Jacket FEP .150" Dia. Outer Conductor SIL PLT Copper Ribbon .140" Dia. 
Jacket FEP .165" Dia. 


SMA MALE TO SMA MALE 


Model No. Model No. 


PE34286-6 6" $56.45 $52.50 $48.55 $45.16 PE3790-6 6" $82.55 $76.77 $70.99 $66.04 
PE34286-12 12" 59.30 55.15 51.00 47.44 PE3790-12 12" 87.40 81.28 75.16 69.92 
PE34286-18 18" 62.05 57.71 53.36 49.64 PE3790-18 18" 92.40 85.93 79.46 73.92 
PE34286-20 20" 63.50 59.06 54.61 50.80 PE3790-20 20" 95.70 89.00 82.30 76.56 
PE34286-24 24" 64.85 60.31 55.77 51.88 PE3790-24 24" 97.35 90.54 83.72 77.88 
PE34286-30 30" 67.80 63.05 58.31 54.24 PE3790-30 30" 102.25 95.09 87.94 81.80 
PE34286-36 36" 70.55 65.61 60.67 56.44 PE3790-36 36" 107.35 99.84 92.32 85.88 
PE34286-40 40" 73°35 68.22 63.08 58.68 PE3790-40 40" 115.55 107.46 99.37 92.44 
PE34286-48 48" 76.15 70.82 65.49 60.92 PE3790-48 48" 117.20 109.00 100.79 93.76 
PE34286-60 60" 81.80 76.07 70.35 65.44 PE3790-60 60" 127.05 118.16 109.26 101.64 
PE34286-72 ye" 87.40 81.28 75.16 69.92 PE3790-72 72" 137.00 127.41 117.82 109.60 
PE34286-84 84" 104.70 97.37 90.04 83.76 PE3790-84 84" 155.10 144.24 133.39 124.08 
PE34286-96 96" 107.90 100.35 92.79 86.32 PE3790-96 96" 171.60 159.59 147.58 137.28 
PE34286-108 108" cheer 109.41 “ere poe PE3790-108 108" ree 174.93 161.77 150.48 


PE34286-120 PE3790-120 120" 


Model No. 


Model No. 25-49 


PE35418-6 6" $98.25 $91.37 $84.50 $78.60 PE35420-6 6" $126.40 $117.55 $108.70 $101.12 
PE35418-12 12” 101.50 94.40 87.29 81.20 PE35420-12 ize 131.15 121.97 112.79 104.92 
PE35418-18 18" 104.85 97.51 90.17 83.88 PE35420-18 18" 135.90 126.39 116.87 108.72 
PE35418-24 24" 108.15 100.58 93.01 86.52 PE35420-24 24" 140.60 130.76 120.92 112.48 
PE35418-30 30" 111.50 103.70 95.89 89.20 PE35420-30 30" 145.35 135.18 125.00 116.28 
PE35418-36 36" 114.75 106.72 98.69 91.80 PE35420-36 36" 150.10 139.59 129.09 120.08 
PE35418-48 48" 121.20 112.72 104.23 96.96 PE35420-48 48" 159.65 148.47 137.30 127.72 
PE35418-60 PE35420-60 155. 144.18 134.12 


PE35418-72 PE35420-72 166. 153.55 142.84 
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26.5 GHZ FLEXIBLE CABLE ASSEMBLIES 
SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


THE CABLE BECOMES AN INTEGRAL PART OF THE SMA CONNECTOR RESULTING IN NO 
DISCONTINUITIES FOR BETTER ELECTRICAL PERFORMANCE THRU 26.5 GHz. 


Performance 


jubausunee 


dB Loss / 100' 
dB Loss / 100’ 


970 11121314 15 16 17 18 19 20 21222324 252 
Frequency in GHz 


910 111213 1415 16 17 18 19 20 21 2223 24 25 26 
Frequency in GHz 


> 
a ee 4 B 
i BREECH g % @ §? 
@ vio -EET en FA 7 so 
1 > wes 
ob Typical Performance Ap a Typical Performance = cD 
‘ 123 45 6 7 8 910 11121314 15 16 17 18 19 20 21 22 23 24 25 26 : Vee’ 8 a a cD 
Frequency in GHz Frequency in GHz ~~” 
MECHANICAL PROPERTIES MECHANICAL PROPERTIES 
ELECTRICAL PROPERTIES Bend Radius: Minimum 1.0 Inch ELECTRICAL PROPERTIES Bend Radius: Minimum 1.0 Inch 
Impedance: 50 OHMS Weight: .4 oz/ft ; NON -MAGNET EE Weight: .6 oz/ft 
Velocity of Propagation: 69.5% Temp Range: | -55°F + 400°F Impedance: 50 OHMS : , Temp Range: -55°F + 400°F 
Cut Off Frequency: 35.0 GHz Inner Conductor: SIL PLT CU Clad Velocity of Propagation: 69.5% Inner Conductor: SIL PLT Beryllium 
Max Operating Voltage: 1900 Volts RMS| __ ee -036" Dia. Cut Off Frequency: 35.0 GHz é bog bb Dia. 
Nominal Capacitance: 29.4 pf/ft Dielectric: PTFE .116" Dia. Max Operating Voltage: 1900 Volts RMS |Dielectric: PTFE .116" Dia. 
RF Shielding: Greater than 90 dB Outer Conductor: SIL PLT Copper Nominal Capacitance: 29.4 pf/ft Outer Conductor: SIL PLT Copper 
Ribbon .125" Dia. § RF Shielding: Greater than 90 dB Ribbon .140" Dia. 
Jacket: FEP .150" Dia. *NON-MAGNETIC* Jacket: FEP .165" Dia. 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35422-6 6" $130.70 $121.55 $112.40 $104.56 PE35424-6 6" $158.95 $147.82 $136.70 $127.16 
PE35422-12. 12" 134.10 124.71 115.33 107.28 PE35424-12 12" 163.75 152.29 140.83 131.00 
PE35422-18 18° 137.30 = 127.69 118.08 =—-:109.84 PE35424-18 18" 168.25 156.47 144.70 134.60 
PE35422-24 2a" 140.60 130.76 120.92 112.48 PE35424-24 24" 173.10 160.98 148.87 138.48 
PE35422-30 30" 143.90 133.83 123.75 115.12 PE35424-30 30" 177.85 165.40 152.95 142.28 
PE35422-36 36" 147.20 136.90 126.59 117.76 PE35424-36 36" 182.45 169.68 156.91 145.96 
PE35422-48 48" 153.65 142.89 = 132.14 122.92 PE35424-48 48" 191.85 178.42 164.99 153.48 
PE35422-60 60" 160.15 148.94 137.73 128.12 PE35424-60 60" 201.20 187.12 173.03 160 96 
PE35422-72 72 166.70 155.03 143.36 = 133.36 PE35424-72 72" 210.50 195.77 181.03 168.40 


PE35424-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


ELECTRICAL PROPERTIES MECHANICAL PROPERTIES 

Impedance: 50 OHMS Bend Radius: Minimum 1.0 Inch 
“Velocity of Propagation: 69.5% Weight: .4 oz/ft 

Cut Off Frequency: 35.0 GHz Temp Range: -55°F + 400°F 

Max Operating Voltage: 1900 Volts RMS| Inner Conductor: SIL PLT CU Clad 
Nominal Capacitance: 29.4 pf/ft Steel .036" Dia. 


RF Shielding: Greater than 90 dB PTFE .116" Dia. 


SIL PLT Copper 


Dielectric: 
Outer Conductor: 


Frequency in GHz 


VSWR , Ribbon .125" Dia. 
se Rai al Jacket: FEP .150" Dia. 
oe ain 
i SMA MALE RIGHT ANGLE TO 
SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 


Typical Performance 
7 8 910 111213 14 15 1617 18 19 20 21 22 25 24 25 26 


SMA MALE TO 
SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 . 
(A Semmmemmermererrrree— 
\ 


Model No. Length 1-24 25-49 __‘50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35475-6 6" $73.20 $68.08 $62.95 $58.56 PE35421-6 6" $99.65 $92.67 $85.70 $79.72 
PE35475-12 12" 75.85 70.54 65.23 60.68 PE35421-12 128 102.50 95.33 88.15 82.00 
PE35475-18. 18" 78.50 73.01 67.51 62.80 PE35421-18 18" 105.25 97.88 90.52 84.20 
PE35475-24 24" 81.10 75.42 69.75 64.88 PE35421-24 24" 108.15 100.58 93.01 86.52 
PE35475-30 30" 83.75 77.89 72.03 67.00 PE35421-30 30" 111.05 103.28 95.50 88.84 
PE35475-36 305 86.45 80.40 74.35 69.16 PE35421-36 36" 113.85 105.88 97.91 91.08 
PE35475-48 48" 91.75 85.33 78.91 73.40 PE35421-48 48" 119.55 111.18 102.81 95.64 
PE35475-60 60" 97.05 90.26 83.46 77.64 PE35421-60 60" 125.30 116.53 107.76 100.24 
PE35475-72 72" 102.35 95.19 88.02 81.88 PE35421-72 72" 130.95 121.78 112.62 104.76 


PE35475-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


PE35421-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


Free Ground Freight 
Same-Day Shipping 
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40 GHz FLEXIBLE CABLE ASSEMBLIES 


Performance 


ELECTRICAL PROPERTIES 

Impedance 50 OHMS 
Velocity of Propagation 69.5% 

Cut Off Frequency 60.0 GHz 

Max Operating Voltage 1500 Volts RMS 
Nominal Capacitance 29.4 pf/ft 


RF Shielding 


Greater than 90 dB 


MECHANICAL PROPERTIES 


Bend Radius 
Weight 

Temp Range 
Inner Conductor 
Dielectric 
Outer Conductor 
Jacket 


a1qe) 


Minimum 1/2 Inch 

.175 oz/ft 

-55°F + 400°F 

SIL PLT CU Clad Steel 
PTFE .066" Dia. 


-020" Dia. 


SIL PLT CU Ribbon & BRAID .080" Dia. 


FEP .095" Dia. 


Model No. Length 1-24 25-49 50-99 
PE35591-6 6" $103.20 $95.98 $88.75 $ 
PE35591-12 12" 106.60 99.14 91.68 
PE35591-18 18" 110.15 102.44 94.73 
PE35591-24 24" 113.60 105.65 97.70 
PE35591-30 30" 117.00 108.81 100.62 
PE35591-36 36" 120.45 112.02 103.59 
PE35591-48 48" 127.30 118.39 109.48 1 
PE35591-60 60" 134.20 124.81 115.41 1 
PE35591-72 2s 141.00 131.13 121.26 1 


12. 80 


PE35591-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


dB Loss / 100’ 


VSWR 


Model No. Length 1-24 
PE35606-6 6" $109.05 
PE35606-12 iz” 112.40 
PE35606-18 18" 115.65 
PE35606-24 24" 119.00 
PE35606-30 30" 125.55 
PE35606-36 36" 128.90 
PE35606-48 48" 132.10 
PE35606-60 60" 138.80 
PE35606-72 jth 145.45 


LT ATT TTT TT 
SENSERSESR 


<j 


@ 
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Attenuation 


6 28 30 32 34 36 38 40 
Frequency in GHz 


> 


od ae! oh a tel as 
(ah a e: O P s 
|_| Typical Performance _| 


24 26 28 30 32 34 36 38 40 


Frequency in GHz 


BENEEEEEE 


2.92mm MALE TO 2.92mm MALE |2.92mm MALE TO 2.4mm MALE 


25-49 50-99 100 + 
$101.42 $93.78 $87.24 
104.53 96.66 89.92 
107.55 99.46 92.52 
110.67 102.34 95.20 
116.76 107.97 100.44 
119.88 110.85 103.12 
122.85 113.61 105.68 
129.08 119.37 111.04 
135.27 125.09 116.36 


PE35606-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


90 GHZ FLEXIBLE CABLE ASSEMBLIES 
2.4mm MALE TO 2.4mm MALE 


§ Performance 


ELECTRICAL PROPERTIES 


Impedance 

Velocity of Propagation 
Cut Off Frequency 

Max Operating Voltage 
Nominal Capacitance 

RF Shielding 


50 OHMS 

69.5% 

60.0 GHz 

1500 Volts RMS 
29.4 pf/ft 

Greater than 90 dB 


MECHANICAL PROPERTIES 


Bend Radius 
Weight 

Temp Range 
Inner Conductor 


Dielectric 
Outer Conductor 
Jacket 


Minimum 1/2 Inch 

-175 oz/ft 

-55°F + 400°F 

SIL PLT CU Clad Steel 


PTFE .066" Dia. 
SIL PLT CU Ribbon & BRAID .080" 
FEP .095" Dia. 


-020" Dia. 


Dia. 


Attenuation 


=) 
i—] 
= 
Py 
a” 
—] 
ed 
co 
i — ] 
ws 
=. 
me I wenwaae or aane 
PN ae PT 
RE: wt (RRR M REL 
a |_| Typical Performance | 
2 810 1214 16 18 20 22 24 26 28 30 32 34 36 38 40 4244 46 48 50 
Frequency in GHz 
Model No. Length 1-24 25-49 50-99 100 + 
PE35611-6 6" $114.60 - $106.58 $98.56 $91.68 
PE35611-12 12" 117.80 109.55 101.31 94.24 
PE35611-18 18" 121.05 112.58 104.10 96.84 
PE35611-24 24" 124.40 115.69 106.98 99.52 
PE35611-30 30" 134.20 124.81 115.41 107.36 
PE35611-36 36" 135.85 126.34 116.83 108,68 
PE35611-48 48" 137.55 127.92 118.29 110.04 
PE35611-60 60" 144.00 133.92 123.84 115.20 
PE35611-72 72" 150.65 140.10 129.56 120.52 


PE35611-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


FLEXIBLE CABLE ASSEMBLIES 


ELECTRICAL PROPERTIES yg, Performance Attenuation 
Impedance 50 OHMS See LT | 
Velocity of Propagation 69.5% hacer y el BO A Ba 
Cut Off Frequency 65.0 GHz ow 
Max Operating Voltage 700 Volts RMS = 120 
Nominal Capacitance 29.4 pf/ft s 
RF Shielding Greater than 90 dB 
MECHANICAL PROPERTIES 6 
Bend Radius Minimum 1/2 Inch HH 
Weight 175 oz/ft : a tt 
Temp Range -55°F + 400°F n uae 
Inner Conductor SIL PLT CU Clad Steel .020" Dia. a + I> 
Dielectric PTFE .062" Dia. bel 4 S 
Outer Conductor SIL PLT CU Ribbon & BRAID .080" Dia. | an 1 tere Peterman Og 
Jacket FEP .095" Dia. 0.0 2 4 6 810 121416 18 20 22 24 26 28 30 32 34 36 38 40 42 44 46 48 50 = i—3 
Frequency in GHz So 
7 
40 GHZ 50 GHZ g 


1.85mm MALE T0 2.92mm MALE] 1.85mm MALE TO 2.4mm MALE 


ate eT TH 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36674-6 6" $114.60 $106.58 $98.56 $91.68 PE36676-6 6" $120.15 $111.74 $103.33 $96.12 
PE36674-12 12" 117.80 109.55 101.31 94.24 PE36676-12 127, 123.30 114.67 106.04 98.64 
PE36674-18 18" 121.05 112.58 104.10 96.84 PE36676-18 18" 126.60 117.74 108.88 101.28 
PE36674-24 24" 124.40 115.69 106.98 99.52 PE36676-24 24" 129.80 120.71 111.63 103.84 
PE36674-30 © 30" 127.70 118.76 109.82 102.16 PE36676-30 30" 133.00 123.69 114.38 106.40 
PE36674-36 36" 130.95 121.78 112.62 104.76 PE36676-36 36" 136.35 126.81 117.26 109.08 
PE36674-48 48" 137.55 127.92 118.29 110.04 PE36676-48 48" 142.85 132.85 122.85 114.28 
PE36674-60 PE36676-60 60" devise 138.90 128.44 119.48 


PE36674-72 PE36676-72 


65 GHZ FLEXIBLE CABLE ASSEMBLIES 
1.85mm MALE TO 1.85mm MALE 


Performance Attenuation 
3) co a a A a 
cy por Oa a 
@ xi | 
| Mies a 
@ “oh FEE 
80 
ELECTRICAL PROPERTIES haute, —+-+++-+4 aa 
Impedance 50 OHMS 2 4 6 810 1214 16 18 20 22 24 26 28 30 32 te 38 40 Or pee 52 on in GH: 64 66 
Velocity of Propagation 69.5% day oohsjoet Hh 
Cut Off Frequency 65.0 GHz Sia VSWR 
Max Operating Voltage 700 Volts RMS ia 
Nominal Capacitance 29.4 pf/ft ex a 
RF Shielding Greater than 90 dB ps A 2 A 
= 1204+ + |_| 
1.15) 
MECHANICAL PROPERTIES cos 
c ; ; — ical Perf e 
Bend Radius Minimum 1/2 Inch ott TI B10 12141618 cannaas 34 36 38 40 4244 46 48 50 Tyas SB 80 G2 64 66 
Weight -175 oz/ft Frequency in GHz 
Temp Range -55°F + 400°F Model No. Length 1-24 25-49 50-99 100 + 
Inner Conductor SIL PLT CU Clad Steel .020" Dia. PE36678-6 6" $130.50 $121.37 $112.23 $104.40 
Dielectric | PTFE .062" Dia. PE36678-12 12" 133.80 124.43 115.07 107.04 
: a ni PE36678-18 18" 137.20 127.60 117.99 109.76 
Quter Conductor SIL PLT o Ribbon & BRAID .080" Dia. PE36678-24 24" 140.60 130.76 120.92 112.48 
Jacket FEP .095" Dia. PE36678-30 30" 143.95 133.87 123.80 115.16 
PE36678-36 36" 147.30 136.99 126.68 117.84 
PE36678-48 48" 153.95 143.17 132.40 123.16 
PE36678-60 60" 160.70 149.45 138.20 128.56 
PE36678-72 72" 167.45 155.73 144.01 133.96 


Free Ground Freight Aj] Products Available Online! www.pasternack.com 35 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
3.9mm MALE TO 3.5mm MALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34570-12 ip $110.25 $102.53 $94.82 $88.20 PE34574-12 12° $112.65 $104.76 $96.88 $90.12 
PE34570-24 24" 116.15 108.02 99.89 92.92 PE34574-24 24" 116.25 108.11 99.98 93.00 
PE34570-36 36" 119.75 111.37 102.99 95.80 PE34574-36 36" 119.85 111.46 103.07 95.88 
PE34570-48 48" 121.15 112.67 104.19 96.92 PE34574-48 48" 123.60 114.95 106.30 98.88 
PE34570-60 60" 125.90 117.09 108.27 100.72 PE34574-60 60" 127.20 118.30 109.39 101.76 
PE34570-XX Any Same-Day Shipment / Call for Pricing PE34574-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34572-12 12? $113.90 $105.93 $97.95 $91.12 PE34576-12 12" $116.25 $108.11 $99.98 $93.00 
PE34572-24 24" 117.50 109.28 101.05 94.00 PE34576-24 24" 119.85 111.46 103.07 95.88 
PE34572-36 36" 121.15 112.67 104.19 96.92 PE34576-36 36" 123.60 114.95 106.30 98.88 
PE34572-48 48" 124.75 116.02 107.29 99.80 PE34576-48 48" 127.20 118.30 109.39 101.76 
PE34572-60 60" 128.30 119.32 110.34 102.64 PE34576-60 60" 130.80 121.64 112.49 104.64 
PE34572-XX Any Same-Day Shipment / Call for Pricing PE34576-XX Any Same-Day Shipment / Call for Pricing 


3.9mm MALE TO 3.5mm FEMALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 50-99 100 + 
PE34578-12 UW 4s $116.25 $108.11 $99.98 $93.00 PE34582-12 12" $119.85 $111.46 $103.07 $95.88 
PE34578-24 24" 119.85 111.46 103.07 95.88 PE34582-24 24" 123.60 114.95 106.30 98.88 
PE34578-36 36" 123.60 114.95 106.30 98.88 PE34582-36 36" 127.20 118.30 109.39 101.76 
PE34578-48 4g" 127.20 118.30 109.39 101.76 PE34582-48 48" 130.80 121.64 112.49 104.64 
PE34578-60 60" 130.80 121.64 112.49 104.64 PE34582-60 60" 134.45 125.04 115.63 107.56 
PE34578-XX Any Same-Day Shipment / Call for Pricing PE34582-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 50-99 100 + 
PE34580-12 1 Wd $119.85 $111.46 $103.07 $95.88 PE34584-12 Le- $123.60 $114.95 $106.30 $98.88 
PE34580-24 24" 123.60 114.95 106.30 98.88 PE34584-24 24" 127.20 118.30 109.39 101.76 
PE34580-36 36" 127.20 118.30 109.39 101.76 PE34584-36 36" 130.80 121.64 112.49 104.64 
PE34580-48 48" 130.80 121.64 112.49 104.64 PE34584-48 48" 134.45 125.04 115.63 107.56 
PE34580-60 60" 134.45 125.04 115.63 107.56 PE34584-60 60" 138.00 128.34 118.68 110.40 
PE34580-XX Any Same-Day Shipment / Call for Pricing PE34584-XX Any Same-Day Shipment / Call for Pricing 


USE MOUNTING HOLE B02 ON PAGE 266 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34586-12 12" $128.30 $119.32 $110.34 $102.64 PE34590-12 12" $130.80 $121.64 $112.49 $104.64 
PE34586-24 24" 131.95 122.71 113.48 105.56 PE34590-24 24" 134.45 125.04 115.63 107.56 
PE34586-36 36" 135.55 126.06 116.57 108.44 PE34590-36 36" 138.00 128.34 118.68 110.40 
PE34586-48 48" 139.20 129.46 119.71 111.36 PE34590-48 48" 141.70 131.78 121.86 113.36 
PE34586-60 60" 142.85 132.85 122.85 114.28 PE34590-60 60" 145.30 135.13 124.96 116.24 
PE34586-XX Any Same-Day Shipment / Call for Pricing PE34590-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34588-12 12" $131.95 $122.71 $113.48 $105.56 PE34592-12 12" $134.45 $125.04 $115.63 $107.56 
PE34588-24 24" 135.55 126.06 116.57 108.44 PE34592-24 24" 138.00 128.34 118.68 110.40 
PE34588-36 36" 139.20 129.46 119.71 111.36 PE34592-36 36" 141.70 131.78 121.86 113.36 
PE34588-48 48" 142.85 132.85 122.85 114.28 PE34592-48 48" 145.30 135.13 124.96 116.24 
PE34588-60 60" 146.45 136.20 125.95 117.16 PE34592-60 60" 148.85 138.43 128.01 119.08 
PE34588-XX Any Same-Day Shipment / Call for Pricing PE34592-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


40 All Products Available Online!. www.pasternack.com __ Free Ground Freight 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
2.92mm MALE T0 2.92mm MALE 


| EEE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34729-12 12" $59.65 $55.47 $51.30 $47.72 PE34735-12 12" $62.00 $57.66 $53.32 $49.60 
PE34729-24 24" 63.30 58.87 54.44 50.64 PE34735-24 24" 65.70 61.10 56.50 52.56 
PE34729-36 36" 66.85 62.17 57.49 53.48 PE34735-36 36" 69.30 64.45 59.60 55.44 
PE34729-48 48" 70.50 65.57 60.63 56.40 PE34735-48 48" 72.90 67.80 62.69 58.32 
PE34729-60 60" 74.10 68.91 63.73 59.28 PE34735-60 60" 76.55 71519) 65.83 61.24 
PE34729-XX Any Same-Day Shipment / Call for Pricing PE34735-XX Any Same-Day Shipment / Call for Pricing 
= 
o 
. i) 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) ~ x) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + o> 
PE34731-12 Les $62.00 $57.66 $53.32 $49.60 PE34737-12 12° $64.50 $59.99 $55.47 $51.60 FJ 
PE34731-24 24" 65.70 61.10 56.50 52.56 PE34737-24 24" 68.10 63.33 58.57 54.48 = 
PE34731-36 36" 69.30 64.45 59.60 55.44 PE34737-36 36" 71.70 66.68 61.66 57.36 
PE34731-48 48" 72.90 67.80 62.69 58.32 PE34737-48 48" 75.40 70.12 64.84 60.32 
PE34731-60 60" 76.55 71.19 65.83 61.24 PE34737-60 60" 78.95 73.42 67.90 63.16 
PE34731-XX Any Same-Day Shipment / Call for Pricing PE34737-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-118SR (.118” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34733-12 225 $62.00 $57.66 $53.32 $49.60 PE34739-12 12" $78.35 $72.87 $67.38 $62.68 
PE34733-24 24" 65.70 61.10 56.50 52.56 PE34739-24 24" 90.40 84.07 77.74 72.32 
PE34733-36 36" 69.30 64.45 59.60 55.44 PE34739-36 36" 102.50 95.33 88.15 82.00 
PE34733-48 48" 72.90 67.80 62.69 58.32 PE34739-48 48" 114.45 106.44 98.43 91.56 
PE34733-60 60" 76.55 71.19 65.83 61.24 PE34739-60 60" 126.55 117.69 108.83 101.24 
PE34733-XX ~ Any Same-Day Shipment / Call for Pricing PE34739-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
2.92mm MALE TO 2.92mm FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 


50 OHM, RG402/U (.141” BARE COPPER) © 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34741-12 lin $74.10 $68.91 $63.73 $59.28 PE34747-12 12" $76.55 $71.19 $65.83 $61.24 
PE34741-24 24" 77.70 72.26 66.82 62.16 PE34747-24 245 80.15 74.54 68.93 64.12 
PE34741-36 36" 81.35 75.66 69.96 65.08 PE34747-36 36" 83.75 77.89 72.03 67.00 
PE34741-48 48" 85.00 79.05 73.10 68.00 PE34747-48 48" 87.35 81.24 75.12 69.88 
PE34741-60 60" 88.60 82.40 76.20 70.88 PE34747-60 60" 91.00 84.63 78.26 72.80 
PE34741-XX Any Same-Day Shipment / Call for Pricing PE34747-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34743-12 12" $76.55 $71.19 $65.83 $61.24 PE34749-12 Lae $78.95 $73.42 $67.90 $63.16 
PE34743-24 24" 80.15 74.54 68.93 64.12 PE34749-24 24" 82.55 76.77 70.99 66.04 
_ PE34743-36 36" 83.75 77.89 72.03 67.00 PE34749-36 36" 86.20 80.17 74.13 68.96 
PE34743-48 48" 87.35 81.24 75.12 69.88 PE34749-48 48" 89.75 83.47 77.19 71.80 
PE34743-60 60" 91.00 84.63 78.26 72.80 PE34749-60 60" 93.40 86.86 80.32 74.72 
PE34743-XX Any Same-Day Shipment / Call for Pricing PE34749-XX Any Same-Day Shipment / Call for Pricing 
‘50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-118SR (.118” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34745-12 12" $76.55 $71.19 $65.83 $61.24 PE34751-12 12® $92.75 $86.26 $79.77 $74.20 
PE34745-24 24" 80.15 74.54 68.93 64.12 PE34751-24 24" 104.85 97.51 90.17 83.88 
PE34745-36 36" ' 83.75 77.89 72.03 67.00 PE34751-36 36" 116.90 108.72 100.53 93.52 
PE34745-48 48" 87.35 81.24 75.12 69.88 PE34751-48 48" 129.05 120.02 110.98 103.24 
PE34745-60 60" 91.00 84.63 78.26 72.80 PE34751-60 60" 141.05 131.18 121.30 112.84 
PE34745-XX Any Same-Day Shipment / Call for Pricing PE34751-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE TO 2.4mm MALE 


90 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35639-12 127 $69.30 $64.45 $59.60 $55.44 
PE35639-24 24" 72.90 67.80 62.69 58.32 
PE35639-36 36" 76.55 71.19 65.83 61.24 
PE35639-48 48" 80.15 74.54 68.93 64.12 
PE35639-60 60" 83.75 77.89 72.03 67.00 
PE35639-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35672-12 i2g $71.70 $66.68 $61.66 $57.36 
PE35672-24 24" 75.40 70.12 64.84 60.32 
PE35672-36 36" 78.95 73.42 67.90 63.16 
PE35672-48 48" 82.55 76.77 70.99 66.04 
PE35672-60 60" 86.20 80.17 74.13 68.96 
PE35672-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35652-12 12° $71.70 $66.68 $61.66 $57.36 
PE35652-24 24" 75.40 70.12 64.84 60.32 
PE35652-36 36" 78.95 73.42 67.90 63.16 
PE35652-48 48" 82.55 76.77 70.99 66.04 
PE35652-60 60" 86.20 80.17 74.13 68.96 
PE35652-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE TO 2.92mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35660-12 12" $65.70 $61.10 $56.50 $52.56 
PE35660-24 24" 69.30 64.45 59.60 55.44 
PE35660-36 36" 72.90 67.80 62.69 58.32 
PE35660-48 48" 76.55 71.19 65.83 61.24 
PE35660-60 60" 80.15 74.54 68.93 64.12 
PE35660-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35662-12 12e $68.10 $63.33 $58.57 $54.48 
PE35662-24 24" 71.70 66.68 61.66 57.36 
PE35662-36 36" 75.40 70.12 64.84 60.32 
PE35662-48 48" 78.95 73.42 67.90 63.16 
PE35662-60 60" 82.55 76.77 70.99 66.04 
PE35662-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35664-12 12" $68.10 $63.33 $58.57 $54.48 
PE35664-24 24" 71.70 66.68 61.66 57.36 
PE35664-36 36" 75.40 70.12 64.84 60.32 
PE35664-48 48" 78.95 73.42 67.90 63.16 
PE35664-60 60" 82.55 76.77 70.99 66.04 
PE35664-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE TO 2.4mm FEMALE 


_— I 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35654-12 12" $74.10 $68.91 $63.73 $59.28 
PE35654-24 24" 77.70 72.26 66.82 62.16 
PE35654-36 36" 81.35 75.66 69.96 65.08 
PE35654-48 48" 85.00 79.05 73.10 68.00 
PE35654-60 60" 88.60 82.40 76.20 70.88 
PE35654-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35656-12 syd $76.55 $71.19 $65.83 $61.24 
PE35656-24 24" 80.15 74.54 68.93 64.12 
PE35656-36 36" 83.75 77.89 72.03 67.00 
PE35656-48 48" 87.35 81.24 75.12 69.88 
PE35656-60 60" 91.00 84.63 78.26 72.80 
PE35656-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35658-12 12" $76.55 $71.19 $65.83 $61.24 
PE35658-24 24" 80.15 74.54 68.93 64.12 
PE35658-36 36" 83.75 77.89 72.03 67.00 
PE35658-48 48" 87.35 81.24 75.12 69.88 © 
PE35658-60 60" 91.00 84.63 78.26 72.80 
PE35658-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE TO SMA MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35666-12 125 $62.00 $57.66 $53.32 $49.60 
PE35666-24 24" 65.70 61.10 56.50 52.56 
PE35666-36 36" 69.30 64.45 59.60 55.44 
PE35666-48 48" 72.90 67.80 62.69 58.32 
PE35666-60 60" 76.55 71.19 65.83 61.24 
PE35666-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35668-12 12" $64.50 $59.99 $55.47 $51.60 
PE35668-24 24" 68.10 63.33 58.57 54.48 
PE35668-36 36" 71.70 66.68 61.66 57.36 
PE35668-48 48" 75.40 70.12 64.84 60.32 
PE35668-60 60" 78.95 73.42 67.90 63.16 
PE35668-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35670-12 12" $64.50 $59.99 $55.47 $51.60 
PE35670-24 24" 68.10 63.33 58.57 54.48 
PE35670-36 36" 71.70 66.68 61.66 57.36 
PE35670-48 48" 75.40 70.12 64.84 60.32 
PE35670-60 60" 78.95 73.42 67.90 63.16 
PE35670-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online!. www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 1.85mm MALE 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36519-12 123 $242.85 $225.85 $208.85 $194.28 
PE36519-24 24" 246.50 229.25 211.99 197.20 
PE36519-36 36" 250.10 232.59 215.09 200.08 
PE36519-48 48" 253.75 235.99 218.23 203.00 
PE36519-60 60" 257.35 239.34 221.32 205.88 
PE36519-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36521-12 d2° $242.85 $225.85 $208.85 $194.28 
PE36521-24 24" 246.50 229.25 211.99 197.20 
PE36521-36 36" 250.10 232.59 215.09 200.08 
PE36521-48 48" 253.75 235.99 218.23 203.00 
PE36521-60 60" 257.35 239.34 221.32 205.88 


PE36521-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 2.4mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. ‘Length 1-24 25-49 50-99 100 + 
PE36527-12 iZe $182.55 $169.77 $156.99 $146.04 
PE36527-24 24" 186.20 173.17 160.13 148.96 
PE36527-36 36" 189.80 176.51 163.23 151.84 
PE36527-48 48" 193.40 179.86 166.32 154.72 
PE36527-60 60" 197.05 183.26 169.46 157.64 
PE36527-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36529-12 12" $182.55 $169.77 $156.99 $146.04 
PE36529-24 24" 186.20 173.17 160.13 148.96 
PE36529-36 36" 189.80 176.51 163.23 151.84 
PE36529-48 ' 48" 193.40 179.86 166.32- 154.72 
PE36529-60 60" 197.05 183.26 169.46 157.64 
PE36529-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 3.5mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
-PE36535-12 12" $218.75 $203.44 $188.13 $175.00 
PE36535-24 24" 222.35 206.79 191.22 177.88 
PE36535-36 36" 225.95 210.13 194.32 180.76 
PE36535-48 48" 229.60 213.53 197.46 183.68 
PE36535-60 60" 233.20 216.88 200.55 186.56 
PE36535-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 

Model No. Length 1-24 25-49 50-99 100 + 
PE36537-12 12" $218.75 $203.44 $188.13 $175.00 
PE36537-24 24" 222.35 206.79 191.22 177.88 
PE36537-36 36" 225.95 210.13 194.32 180.76 
PE36537-48 48" 229.60 213.53 197.46 183.68 
PE36537-60 60" 233.20 216.88 200.55 186.56 


PE36537-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36523-12 125 $230.85 $214.69 $198.53 $184.68 
PE36523-24 24" 234.45 218.04 201.63 187 .56 
PE36523-36 36" 238.05 221.39 204.72 190.44 
PE36523-48 48" 241.65 224.73 207.82 193.32 
PE36523-60 60" 245.25 228.08 210.92 196.20 
PE36523-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36525-12 128 $230.85 $214.69 $198.53 $184.68 
PE36525-24 24" 234.45 218.04 201.63 187.56 
PE36525-36 36" 238.05 221.39 204.72 190.44 
PE36525-48 48" 241.65 224.73 207.82 193.32 
PE36525-60 60" 245.25 228.08 210.92 196.20 
PE36525-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 2.92mm MALE 


—_—— =) 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36531-12 igs $182.55 $169.77 $156.99 $146.04 
PE36531-24 24" 186.20 L317. 160.13 148.96 
PE36531-36 36" 189.80 176.51 163.23 151.84 
PE36531-48 48" 193.40 179.86 166.32 154.72 
PE36531-60 60" 197.05 183.26 169.46 157.64 


PE36531-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36533-12 12" $182.55 $169.77 $156.99 $146.04 
PE36533-24 24" 186.20 U73°42 160.13 148.96 
PE36533-36 36" 189.80 176.51 163.23 151.84 
PE36533-48 48" 193.40 179.86 166.32 154.72 
PE36533-60 60" 197.05 183.26 169.46 157.64 


PE36533-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO SMA MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36539-12 12" $158.50 $147.41 $136.31 $126.80 
PE36539-24 24" 162.20 150.85 139.49 129.76 
PE36539-36 36" 165.75 154.15 142.55 132.60 
PE36539-48 48" 169.35 157.50 145.64 135.48 
PE36539-60 60" 173.00 160.89 148.78 138.40 
PE36539-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36541-12 125 $158.50 $147.41 $136.31 $126.80 
PE36541-24 24" 162.20 150.85 139.49 129.76 
PE36541-36 36" 165.75 154.15 142.55 132.60 
PE36541-48 48" 169.35 157.50 145.64 135.48 
PE36541-60 60" 173.00 160.89 148.78 138.40 
PE36541-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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BNC MALE TO BNC MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3807-12 12s $34.50 $32.09 $29.67 $27.60 PE3538-12 12" $21.20 $19.72 $18.23 $16.96 
PE3807-24 24" 35.45 32.97 30.49 28.36 (PE3538-24 24" 21.45 19.95 18.45 17.16 
PE3807-36 36" 36.50 33.95 31.39 29.20 PE3538-36 36" 21.25 20.23 18.71 17.40 
PE3807-48 48" 37.50 34.88 32.25 30.00 PE3538-48 48" 22.05 20.51 18.96 17.64 
PE3807-60 60" 38.50 35.81 Sa.11 30.80 PE3538-60 60" 22.30 20.74 19.18 17.84 
PE3807-XX Any Same-Day Shipment / Call for Pricing PE3538-XX Any Same-Day Shipment / Call for Pricing 
> 
a 
a) Ey 53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
3 r=s3 Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
— rye :PE3583-12 12" $21.20 $19.72 $18.23 $16.96 PE3470-12 ize $21.20 $19.72 $18.23 $16.96 
— PE3583-24 24" 21.95 20.41 18.88 17.56 PE3470-24 24" 22.20 20.65 19.09 17.76 
” PE3583-36 36" 22.70 21.11 19.52 18.16 PE3470-36 36" 23.10 21.48 19.87 18.48 
PE3583-48 48" 23.35 21.72 20.08 18.68 PE3470-48 48" 24.05 22.37 20.68 19.24 
PE3583-60 60" 24.05 22.37 20.68 19.24 PE3470-60 60" 25.10 23.34 21.59 20.08 
PE3583-XX Any Same-Day Shipment / Call for Pricing PE3470-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3067-12 12" $15.90 $14.79 $13.67 $12.72 PE3749-12 12" $34.50 $32.09 $29.67 $27.60 
PE3067-24 24" 16.30 15.16 14.02 13.04 PE3749-24 24" 35.45 32.97 30.49 28.36 
PE3067-36 36" 16.75 15.58 14.41 13.40 PE3749-36 36" 36.50 33.95 31.39 29.20 
PE3067-48 48" 17.20 16.00 14.79 13.76 PE3749-48 48" 37.50 34.88 32.25 30.00 
PE3067-60 60" 17.55 16.32 15.09 14.04 PE3749-60 60" 38.50 35.81 33.11 30.80 
PE3067-XX Any Same-Day Shipment / Call for Pricing PE3749-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3075-12 a2 $17.25 $16.04 $14.84 $13.80 PE3906-12 12" $38.40 $35.71 $33.02 $30.72 
PE3075-24 24" 17.65 16.41 15.18 14.12 PE3906-24 24" 42.10 39.15 36.21 33.68 
PE3075-36 36" 18.00 16.74 15.48 14.40 PE3906-36 36" 45.65 42.45 39.26 36.52 
PE3075-48 48" 18.45 17.16 15.87 14.76 PE3906-48 48" 49.25 45.80 42.36 39.40 
PE3075-60 60" 18.80 17.48 16.17 15.04 PE3906-60 60" 52.90 49.20 45.49 42.32 
PE3075-XX Any Same-Day Shipment / Call for Pricing PE3906-XX Any Same-Day Shipment / Call for Pricing — 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED ; 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3081-12 IZ” $19.90 $18.51 $17.11 $15.92 PE3087-12 12” $21.20 $19.72 $18.23 $16.96 
PE3081-24 24" 20.30 18.88 17.46 16.24 PE3087-24 24" 22.50 20.93 19.35 18.00 | 
PE3081-36 36" 20.70 19.25 17.80 16.56 PE3087-36 36" 23.85 22.18 20.51 19.08 
PE3081-48 48" 21.10 19.62 18.15 16.88 PE3087-48 48" 25.20 23.44 21.67 20.16 © 
PE3081-60 60" 21.50 20.00 18.49 17.20 PE3087-60 60" 26.50 24.65 22.79 21.20 
PE3081-XX Any Same-Day Shipment / Call for Pricing PE3087-XX Any Same-Day Shipment / Call for Pricing — 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX : 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3495-12 L2n $21.20 $19.72 $18.23 $16.96 PE3584-12 12" $21.20 $19.72 $18.23 $16.96 
PE3495-24 24" 23.85 22.18 20.51 19.08 PE3584-24 24" 22.20 20.65 19.09 17.76 
PE3495-36 36" 26.50 24.65 22.79 21.20 PE3584-36 36" 23.10 21.48 19.87 18.48 
PE3495-48 48" 29.15 27.11 25.07 23.32 PE3584-48 48" 24.05 22.357 20.68 19.24 
PE3495-60 60" 31.80 29.57 27.35 25.44 PE3584-60 60" 25.10 23.34 21.59 20.08 
PE3495-XX Any Same-Day Shipment / Call for Pricing PE3584-XX Any Same-Day Shipment / Call for Pricing 
: 
: 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED | 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3705-12 12% $21.20 $19.72 $18.23 $16.96 PE3582-12 i2¢ $21.20 $19.72 $18.23 $16.96 
PE3705-24 24" 22.20 20.65 19.09 17.76 PE3582-24 24" 23.85 22.18 20.51 19.08 
PE3705-36 36" 23.10 21.48 19.87 18.48 PE3582-36 36" 26.50 24.65 22.79 21.20 
PE3705-48 48" 24.05 22.37 20.68 19.24 PE3582-48 48" 29.15 27.11 25.07 23.32 
PE3705-60 60" 25.10 23.34 21.59 20.08 PE3582-60 60" 31.80 29.57 27.35 25.44 
PE3582-XX Any Same-Day Shipment / Call for Pricing 


PE3705-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3445-12 12" $45.55 $42.36 $39.17 $36.44 
PE3445-24 24" 49.15 45.71 42.27 39.32 
PE3445-36 36" 52.80 49.10 45.41 42.24 
PE3445-48 48" 56.35 52.41 48.46 45.08 
PE3445-60 60" 60.00 55.80 51.60 48.00 
PE3445-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34164-12 Zt $50.85 $47.29 $43.73 $40.68 
PE34164-24 24" 54.45 50.64 46.83 43.56 
PE34164-36 36" 58.10 54.03 49.97 46.48 
PE34164-48 48" 61.65 5733 53.02 49.32 
PE34164-60 60" 65.30 60.73 56.16 52.24 
PE34164-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3462-12 ay Tze $50.85 $47.29 $43.73 $40.68 
PE3462-24 ; 24" 54.45 50.64 46.83 43.56 
PE3462-36 36" 58.10 54.03 49.97 46.48 
PE3462-48 48" 61.65 57.33 53.02 49.32 
PE3462-60 60" 65.30 60.73 56.16 52.24 
PE3462-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34177-12 12S $54.85 $51.01 $47.17 $43.88 
PE34177-24 24" 58.45 54.36 50.27 46.76 
PE34177-36 36" 62.00 57.66 53.32 49.60 
PE34177-48 48" 65.70 61.10 56.50 52.56 
PE34177-60 60" 69.30 64.45 59.60 55.44 
PE34177-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34168-12 12" $61.45 $57.15 $52.85 $49.16 
PE34168-24 24" 65.10 60.54 55.99 52.08 
PE34168-36 36" 68.70 63.89 59.08 54.96 
PE34168-48 48" 72.25 67.19 62.14 57.80 
- PE34168-60 60" 75.90 70.59 65.27 60.72 
PE34168-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34173-12 12" $61.45 $57.15 $52.85 $49.16 
PE34173-24 24" 65.10 60.54 55.99 52.08 
PE34173-36 36" 68.70 63.89 59.08 54.96 
PE34173-48 48" 72.25 67.19 62.14 57.80 
PE34173-60 60" 75.90 70.59 65.27 60.72 
PE34173-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO BNC MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3678-12 12" $46.90 $43.62 $40.33 $37.52 
PE3678-24 24" 50.50 46.97 43.43 40.40 
PE3678-36 36" 54.10 50.31 46.53 43.28 
PE3678-48 48" 57.75 53.71 49.67 46.20 
PE3678-60 60" 61.35 57.06 52.76 49.08 
PE3678-XX Any Same-Day Shipment / Call for Pricing To 
” 
& 9 
50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) = = 
Model No. Length 1-24 25-49 50-99 100+ [3 
PE34162-12 12" $52.20 $48.55 $44.89 $41.76 fhe 
PE34162-24 24" 55.80 51.89 47.99 44.64 
PE34162-36 36" 59.40 55.24 51.08 47.52 
PE34162-48 48" 63.05 58.64 54.22 50.44 
PE34162-60 60" 66.65 61.98 57.32 53.32 
PE34162-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3776-12 12? $52.20 $48.55 $44.89 $41.76 
PE3776-24 24" 55.80 51.89 47.99 44.64 
PE3776-36 36" 59.40 55.24 51.08 47.52 
PE3776-48 48" 63.05 58.64 54.22 50.44 
PE3776-60 60" 66.65 61.98 57.32 53.32 
PE3776-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34170-12 i2* $76.30 $70.96 $65.62 $61.04 
PE34170-24 24" 89.10 82.86 76.63 71.28 
PE34170-36 36" 101.95 94.81 87.68 81.56 
PE34170-48 48" 114.75 106.72 98.69 91.80 
PE34170-60 60" 127.55 118.62 109.69 102.04 
PE34170-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34175-12 12" $81.05 $75.38 $69.70 $64.84 
PE34175-24 24" 88.65 82.44 76.24 70.92 
PE34175-36 36" 96.35 89.61 82.86 77.08 
PE34175-48 48" 104.00 96.72 89.44 83.20 
PE34175-60 60" 111.60 103.79 95.98 89.28 
PE34175-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34166-12 12? $81.05 $75.38 $69.70 $64.84 
PE34166-24 24" 88.65 82.44 76.24 70.92 
PE34166-36 36" 96.35 89.61 82.86 77.08 
PE34166-48 48" 104.00 96.72 89.44 83.20 
PE34166-60 60" 111.60 103.79 95.98 89.28 
PE34166-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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BNC MALE T0 BNC MALE RIGHT ANGLE 


52 OHM, RG8A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED | 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3327-12 12% $43.75 $40.69 $37.63 $35.00 (PE3330-12 12" $45.10 $41.94 $38.79 $36.08 
PE3327-24 24" 44.80 41.66 38.53 35.84 PE3330-24 24" 47.50 44.18 40.85 38.00 
PE3327-36 36" 45.75 42.55 39.35 36.60 PE3330-36 36" 49.95 46.45 42.96 39.96 
PE3327-48 48" 46.80 43.52 40.25 37.44 PE3330-48 48" 52.35 48.69 45.02 41.88 
PE3327-60 60" 47.85 44.50 41.15 38.28 PE3330-60 60" 54.65 50.82 47.00 43.72 
| PE3327-XX Any Same-Day Shipment / Call for Pricing PE3330-XX Any Same-Day Shipment / Call for Pricing | 
” 
© Ky 50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
= =a] Model No. Length 1-24 25-49 «50-99 100 + Model No. Length 1-24 25-49 50-99. (100 + 
eid =PE3020-12 12" $25.20 $23.44 $21.67 $20.16 PE3355-12 12" $43.75 $40.69 $37.63 $35.00. 
cD PE3020-24 24" 25.60 23.81 22.02 20.48 PE3355-24 24" 44.80 41.66 38.53 35.84 | 
” PE3020-36 36" 26.00 24.18 22.36 20.80 PE3355-36 36" 45.75 42.55 39.35 9+" 36360) | 
PE3020-48 48" 26.40 24.55 22.70 21.12 PE3355-48 48" 46.80 43.52 40.25 37.44 
PE3020-60 60" 26.85 24.97 23.09 21.48 PE3355-60 60" 47.85 44.50 41.15 38.28 
PE3020-XX Any Same-Day Shipment / Call for Pricing PE3355-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3508-12 12" $27.85 $25.90 $23.95 $22.28 PE3325-12 125 $45.10 $41.94 $38.79 $36.08 
PE3508-24 24" 28.25 26.27 24.30 22.60 PE3325-24 24" 48.70 45.29 41.88 38.96 
PE3508-36 36" 28.65 26.64 24.64 22.92 PE3325-36 36" 52.35 48.69 45.02 41.88 
PE3508-48 48" 29.05 27.02 24.98 23.24 PE3325-48 48" 55.90 51.99 48.07 44.72 — 
PE3508-60 60" 29.45 27.39 25.33 23.56 PE3325-60 60" 59.55 55.38 51.21 47.64 © 
PE3508-XX Any Same-Day Shipment / Call for Pricing PE3325-XX Any Same-Day Shipment / Call for Pricing © 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED : 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3082-12 12% $33.15 $30.83 $28.51 $26.52 PE3689-12 i2n $31.80 $29.57 $27.35 $25.44 
PE3082-24 24" 35.80 33.29 30.79 28.64 PE3689-24 24" 33.15 30.83 28.51 26.52 
PE3082-36 36" 38.40 35.71 33.02 30.72 PE3689-36 36" 34.50 32.09 29.67 27.60 
PE3082-48 48" 41.10 38.22 35335 32.88 PE3689-48 48" 35.80 S329 30.79 28.64 
PE3082-60 60" 43.75 40.69 37.63 35.00 PE3689-60 60" 37.15 34.55 31.95 29.72 
PE3082-XX Any Same-Day Shipment / Call for Pricing PE3689-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3460-12 12" $34.50 $32.09 $29.67 $27.60 PE3332-12 12" $35.80 $33.29 $30.79 $28.64 
PE3460-24 24" 34.75 32.32 29.89 27.80 PE3332-24 24" 36.75 34.18 31.61 29.40 
PE3460-36 36" 35.00 32.55 30.10 28.00 PE3332-36 36" 37.75 35.11 32.47 30.20 
PE3460-48 48" 35.25 32.78 30.32 28.20 PE3332-48 48" 38.65 35.94 33.24 30.92 
PE3460-60 60" 35.55 33.06 30.57 28.44 PE3332-60 60" 39.70 36.92 34.14 31.76 
PE3460-XX Any Same-Day Shipment / Call for Pricing PE3332-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3054-12 Wd $35.80 $33.29 $30.79 $28.64 PE3358-12 12" $45.10 $41.94 $38.79 $36.08 
PE3054-24 24" 36.75 34.18 31.61 29.40 PE3358-24 24" 47.50 44.18 40.85 38.00 
PE3054-36 36" 37.75 35.11 32.47 30.20 PE3358-36 36" 49.95 46.45 42.96 39.96 
PE3054-48 48" 38.65 35.94 33.24 30.92 PE3358-48 48" 52.35 48.69 45.02 41.88 
PE3054-60 60" 39.70 36.92 34.14 31.76 PE3358-60 60" 54.65 50.82 47.00 43.72 
PE3054-XX Any Same-Day Shipment / Call for Pricing PE3358-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3113-12 12" $35.80 $33.29 $30.79 $28.64 PE3116-12 12" $33.15 $30.83 $28.51 $26.52 
PE3113-24 24" 36.75 34.18 31.61 29.40 PE3116-24 24" 35.80 33.29 30.79 28.64 
PE3113-36 36" 37.75 35.11 32.47 30.20 PE3116-36 36" 38.40 35.71 33.02 30.72 
PE3113-48 48" 38.65 35.94 33.24 30.92 PE3116-48 48" 41.10 38.22 35.35 32.88 
PE3113-60 60" 39.70 36.92 34.14 31.76 PE3116-60 60" 43.75 40.69 37.63 35.00 
PE3113-XX Any Same-Day Shipment / Call for Pricing PE3116-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


46 All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


BNC MALE RIGHT ANGLE TO BNC MALE RIGHT ANGLE 
=| 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3378-12 12" $53.00 $49.29 $45.58 $42.40 PE3381-12 12" $49.05 $45.62 $42.18 $39.24 
PE3378-24 24" 54.05 50.27 46.48 43.24 PE3381-24 24" 51.45 47.85 44.25 41.16 
PE3378-36 36" 55.10 51.24 47.39 44.08 PE3381-36 36" 53.90 50.13 46.35 43.12 
PE3378-48 48" 56.05 52.13 48.20 44.84 PE3381-48 48" 56.25 52.31 48.38 45.00 
PE3378-60 60" 57.10 53.10 49.11 45.68 PE3381-60 60" 58.75 54.64 50.53 47.00 
PE3378-XX Any Same-Day Shipment / Call for Pricing PE3381-XX Any Same-Day Shipment / Call for Pricing —= 
” 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX o> 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 3s 
PE3025-12 12" $34.50 $32.09 $29.67 $27.60 PE3384-12 12" $53.00 $49.29 $45.58 $42.40 Fa 
PE3025-24 24" 34.85 32.41 29.97 27.88 PE3384-24 24" 54.05 50.27 46.48 43.24 = 
PE3025-36 - 36" 35.30 32.83 30.36 28.24 PE3384-36 36" 55.10 51.24 47.39 44.08 
PE3025-48 48" 35.70 33.20 30.70 28.56 PE3384-48 48" 56.05 52.13 48.20 44.84 
PE3025-60 60" 36.15 33.62 31.09 28.92 PE3384-60 60" 57.10 53.10 49.11 45.68 
_ PE3025-XX Any Same-Day Shipment / Call for Pricing PE3384-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3935-12 12” $37.15 $34.55 $31.95 $29.72 PE3370-12 128 $53.00 $49.29 $45.58 $42.40 
PE3935-24 24" 37.55 34.92 32.29 30.04 PE3370-24 24" 56.60 52.64 48.68 45.28 
PE3935-36 36" 37.95 35.29 32.64 30.36 PE3370-36 36" 60.25 56.03 51.82 48.20 
PE3935-48 48" 38.35 35.67 32.98 30.68 PE3370-48 48" 63.85 59.38 54.91 51.08 
PE3935-60 . 60" 38.70 35.99 33.28 30.96 PE3370-60 60" 67.45 62.73 58.01 53.96 
PE3935-XX i Any Same-Day Shipment / Call for Pricing PE3370-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3044-12 128 $41.10 $38.22 $35.35 $32.88 PE3816-12 12" $39.80 $37.01 $34.23 $31.84 
PE3044-24 24" 43.75 40.69 37.63 35.00 PE3816-24 24" 41.10 38.22 35.35 32.88 
PE3044-36 36" 46.35 43.11 39.86 37.08 PE3816-36 36" 42.45 39.48 36.51 33.96 
PE3044-48 48" 49.05 45.62 42.18 39.24 PE3816-48 48" 43.75 40.69 37.63 35.00 
PE3044-60 60" 51.70 48.08 44.46 41.36 PE3816-60 60" 45.10 41.94 38.79 36.08 
PE3044-XX Any Same-Day Shipment / Call for Pricing PE3816-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3373-12 125 $45.10 $41.94 $38.79 $36.08 PE3842-12 12" $43.75 $40.69 $37 .63 $35.00 
PE3373-24 24" 45.35 42.18 39.00 36.28 PE3842-24 24" 44.75 41.62 38.49 35.80 
PE3373-36 36" 45.60 42.41 39.22 36.48 PE3842-36 36" 45.65 42.45 39.26 36.52 
PE3373-48 48" 45.80 42.59 39.39 36.64 PE3842-48 48" 46.70 43.43 40.16 37.36 
PE3373-60 60" , 46.10 42.87 39.65 36.88 PE3842-60 60" 47.60 44.27 40.94 38.08 
PE3373-XX Any Same-Day Shipment / Call for Pricing PE3842-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3366-12 12" $43.75 $40.69 $37.63 $35.00 PE3389-12 12" $49.05 $45.62 $42.18 $39.24 
PE3366-24 24" 44.75 41.62 38.49 35.80 PE3389-24 24" 51.45 47.85 44.25 41.16 
_ PE3366-36 36" 45.65 42.45 39.26 36.52 PE3389-36 36" 53.90 50.13 46.35 43.12 
PE3366-48 48" 46.70 43.43 40.16 37.36 PE3389-48 48" 56.25 52.31 48.38 45.00 
PE3366-60 60" 47.60 44.27 40.94 38.08 PE3389-60 60" 58.75 54.64 50.53 47.00 
PE3366-XX Any Same-Day Shipment / Call for Pricing PE3389-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3351-12 12% $43.75 $40.69 $37.63 $35.00 PE3458-12 127 $41.10 $38.22 $35.35 $32.88 
PE3351-24 24" 44.75 41.62 38.49 35.80 PE3458-24 24" 43.75 40.69 37.63 35.00 
PE3351-36 36" 45.65 42.45 39.26 36.52 PE3458-36 36" 46.35 43.11 39.86 37.08 
PE3351-48 48" 46.70 43.43 40.16 37.36 PE3458-48 48" 49.05 45.62 42.18 39.24 
PE3351-60 60" 47.60 44.27 40.94 38.08 PE3458-60 60" 51.70 48.08 44.46 41.36 
PE3351-XX Any Same-Day Shipment / Call for Pricing PE3458-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


BNC MALE TO BNC FEMALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3360-12 125 $37.15 $34.55 $31.95 $29.72 » PE3354-12 12" $26.50 $24.65 $22.79 $21.20 
PE3360-24 24" 38.15 35.48 32.81 30.52 PE3354-24 24" 27.50 25.58 23.65 22.00 
PE3360-36 36" 39.10 36.36 33.63 31.28 PE3354-36 36" 28.45 26.46 24.47 22.76 
PE3360-48 48" 40.15 37.34 34.53 32.12 PE3354-48 48" 29.40 27.34 25.28 23.52 
PE3360-60 60" 41.20 S0.0e 35.43 32.96 PE3354-60 60" 30.40 28.27 26.14 24.32 
> PE3360-XX Any Same-Day Shipment / Call for Pricing PE3354-XX Any Same-Day Shipment / Call for Pricing 
” : 
4 Te 53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
= — Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
rl PE3375-12 12 $23.85 $22.18 $20.51 $19.08 PE3901-12 12h $26.50 $24.65 $22.79 $21.20 
os PE3375-24 24" 24.65 22.92 21.20 19.72 PE3901-24 24" 27.50 25.58 23.65 22.00 
PE3375-36 36" 25.30 23.53 21.76 20.24 PE3901-36 36" 28.45 26.46 24.47 22.76 
PE3375-48 48" 26.00 24.18 22.36 20.80 PE3901-48 48" 29.40 27.34 25.28 23.52 
PE3375-60 60" 26.80 24.92 23.05 21.44 PE3901-60 60" 30.40 28.27 26.14 24.32 
PE3375-XX Any Same-Day Shipment / Call for Pricing PE3901-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3047-12 12” $18.55 $17.25 $15.95 $14.84 PE3949-12 12" $37.15 $34.55 $31.95 $29.72 
PE3047-24 24" 18.95 17.62 16.30 15.16 PE3949-24 24" 38.15 35.48 32.81 30.52 
PE3047-36 36" 19.45 18.09 16.73 15.56 PE3949-36 36" 39.10 36.36 33.63 31.28 
PE3047-48 48" 19.80 18.41 17.03 15.84 PE3949-48 48" 40.15 37.34 34.53 32.12 
PE3047-60 60" 20.25 18.83 17.42 16.20 PE3949-60 60" 41.20 38.32 35.43 32.96 
PE3047-XX Any Same-Day Shipment / Call for Pricing PE3949-XX Any Same-Day Shipment / Call for Pricing | 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3792-12 12" $21.20 $19.72 $18.23 $16.96 PE3371-12 12" $42.45 $39.48 $36.51 $33.96 
PE3792-24 24" 21.60 20.09 18.58 17.28 PE3371-24 24" 46.00 42.78 39.56 36.80 
PE3792-36 36" 22.05 20.51 18.96 17.64 PE3371-36 36" 49.65 46.17 42.70 39.72 
PE3792-48 48" 22.45 20.88 19.31 17.96 PE3371-48 48" 53.30 49.57 45.84 42.64 
PE3792-60 60" 22.85 21.25 19.65 18.28 PE3371-60 60" 56.85 52.87 48.89 45.48 
PE3792-XX Any Same-Day Shipment / Call for Pricing PE3371-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3368-12 12" $21.20 $19.72 $18.23 $16.96 PE3606-12 12% $23.85 $22.18 $20.51 $19.08 
PE3368-24 24" 21.60 20.09 18.58 17.28 PE3606-24 24" 25.20 23.44 21.67 20.16 
PE3368-36 36" 22.05 20.51 18.96 17.64 PE3606-36 36" 26.50 24.65 22.79 21.20 
PE3368-48 48" 22.45 20.88 19.31 17.96 PE3606-48 48" 27.85 25.90 23.95 22.28 
PE3368-60 60" 22.85 21.25 19.65 18.28 PE3606-60 60" 29.15 27.1% 25.07 23532 | 
PE3368-XX Any Same-Day Shipment / Call for Pricing PE3606-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3777-12 iZM $26.50 $24.65 $22.79 $21.20 PE3079-12 12" $26.50 $24.65 $22.79 $21.20 
PE3777-24 24" 29.15 27215 25.07 23.32 PE3079-24 24" 27.50 25.58 23.65 22.00 
PE3777-36 36" 31.80 29.57 27.35 25.44 PE3079-36 36" 28.45 26.46 24.47 22.76 
PE3777-48 48" 34.50 32.09 29.67 27.60 PE3079-48 48" 29.40 27.34 25.28 23.52 
PE3777-60 60" 37.15 34.55 31.95 29.72 PE3079-60 60" 30.40 28.27 26.14 24.32 
PE3777-XX Any Same-Day Shipment / Call for Pricing PE3079-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3674-12 125 $27.85 $25.90 $23.95 $22.28 PE3627-12 ra" $26.50 $24.65 $22.79 $21.20 
PE3674-24 24" 28.10 26.13 24.17 22.48 PE3627-24 24" 29.15 27.11 25.07 23.32 
PE3674-36 36" 28.35 26.37 24.38 22.68 PE3627-36 36" 31.80 29.57 22:35 25.44 
PE3674-48 48" 28.60 26.60 24.60 22.88 PE3627-48 48" 34.50 32.09 29.67 27.60 
PE3674-60 60" 28.90 26.88 24.85 23.12 PE3627-60 60" 37.15 34.55 31.95 29.72 
PE3674-XX Any Same-Day Shipment / Call for Pricing PE3627-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


48 All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


USE MOUNTING HOLE B06 ON PAGE 266 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3440-12 12 $43.75 $40.69 $37.63 $35.00 
PE3440-24 24" 44.80 41.66 38.53 35.84 
PE3440-36 36" 45.75 42.55 39.35 36.60 
PE3440-48 48" 46.80 43.52 40.25 37.44 
PE3440-60 60" 47.85 44.50 41.15 38.28 
PE3440-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3649-12 12" $25.20 $23.44 $21.67 $20.16 
PE3649-24 24" 25.60 23.81 22.02 20.48 
PE3649-36 36" 26.00 24.18 22.36 20.80 
PE3649-48 48" 26.40 24.55 22.70 21.12 
PE3649-60 60" 26.85 24.97 23.09 21.48 
PE3649-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3103-12 iz $26.50 $24.65 $22.79 $21.20 
PE3103-24 24" 26.95 25.06 23.18 21.56 
PE3103-36 36" 27.35 25.44 23.52 21.88 
PE3103-48 48" 27.75 25.81 23.87 22.20 
PE3103-60 60" 28.15 26.18 24.21 22.52 
PE3103-XX _ Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3436-12 12" $33.15 $30.83 $28.51 $26.52 
PE3436-24 24" 35.80 33.29 30.79 28.64 
PE3436-36 36" 38.40 EAT e | 33.02 30.72 
PE3436-48 48" 41.10 38.22 35.35 32.88 
PE3436-60 60" 43.75 40.69 37.63 35.00 
PE3436-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3431-12 12" $34.50 $32.09 $29.67 $27.60 
PE3431-24 24" 34.75 32.32 29.89 27.80 
PE3431-36 36" 35.00 32.55 30.10 28.00 
PE3431-48 48" 35.25 32.78 30.32 28.20 
PE3431-60 60" 35.55 33.06 30.57 28.44 
PE3431-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3413-12 12" $34.50 $32.09 $29.67 $27.60 
PE3413-24 24" 35.45 32.97 30.49 28.36 
PE3413-36 36" 36.40 33.85 31.30 29.12 
PE3413-48 48" 37.40 34.78 32.16 29.92 
PE3413-60 60" 38.30 35.62 32.94 30.64 
PE3413-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3442-12 27 $34.50 $32.09 $29.67 $27.60 
ost 24" 35.45 32.97 30.49 28.36 
E3442-36 36" 36.40 33.85 31.30 29.12 
PE3442-48 48" 37.40 34.78 32.16 29.92 
PE3442-60 60" 38.30 35.62 32.94 30.64 
— PE3442-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3446-12 iz: $45.10 $41.94 $38.79 $36.08 
PE3446-24 24" 47.50 44.18 40.85 38.00 
PE3446-36 36" 49.95 46.45 42.96 39.96 
PE3446-48 48" 52.35 48.69 45.02 41.88 
PE3446-60 60" 54.65 50.82 47.00 43.72 
PE3446-XX Any Same-Day Shipment / Call for Pricing z= 
” 
50 OHM, RG213/U COAX % 
Model No. Length 1-24 25-49 50-99 100 + S 
PE3450-12 iz $43.75 $40.69 $37.63 $35.00 f= 
PE3450-24 24" 44.80 41.66 38.53 35.84 fir] 
PE3450-36 36" 45.75 42.55 39.35 36.60 fiat 
PE3450-48 48" 46.80 43.52 40.25 37.44 
PE3450-60 60" 47.85 44.50 41.15 38.28 
PE3450-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3427-12 12" $55.70 $51.80 $47.90 $44.56 
PE3427-24 24" 59.30 55.15 51.00 47.44 
PE3427-36 36" 62.95 58.54 54.14 50.36 
PE3427-48 48" 66.50 61.85 57.19 53.20 
PE3427-60 60" 70.20 65.29 60.37 56.16 
PE3427-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3557-12 12" $30.50 $28.37 $26.23 $24.40 
PE3557-24 24" 31.80 29.57 27.35 25.44 
PE3557-36 36" 33.15 30.83 28.51 26.52 
PE3557-48 48" 34.50 32.09 29.67 27.60 
PE3557-60 60" 35.80 33.29 30.79 28.64 
PE3557-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3854-12 12" $34.50 $32.09 $29.67 $27.60 
PE3854-24 24" 35.45 32.97 30.49 28.36 
PE3854-36 36" 36.40 33.85 31.30 29.12 
PE3854-48 48" 37.40 34.78 32.16 29.92 
PE3854-60 60" 38.30 35.62 32.94 30.64 
PE3854-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3454-12 12" $45.10 $41.94 $38.79 $36.08 
PE3454-24 24" 47.50 44.18 40.85 38.00 
PE3454-36 36" 49.95 46.45 42.96 39.96 
PE3454-48 48" 52.35 48.69 45.02 41.88 
PE3454-60 60" 54.65 50.82 47.00 43.72 
PE3454-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3423-12 2° $33.15 $30.83 $28.51 $26.52 
PE3423-24 24" 35.80 33.29 30.79 28.64 
PE3423-36 36" 38.40 35.71 33.02 30.72 
PE3423-48 48" 41.10 38.22 35.35 32.88 
PE3423-60 60" 43.75 40.69 37.63 35.00 
PE3423-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight | Aj| Products Available Online! www.pasternack.com 


Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 
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BNC FEMALE TO BNC FEMALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 


50 OHM INTERFACE CONNECTORS 


Model No. Length 1-24 25-49 50-99 100 + 
PE3052-12 12" $19.90 $18.51 $17.11 $15.92 
PE3052-24 24" 20.30 18.88 17.46 16.24 
PE3052-36 36" 20.70 19.25 17.80 16.56 
PE3052-48 48" 21.10 19.62 18.15 16.88 
PE3052-60 60" 21.50 20.00 18.49 17.20 
PE3052-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3675-12 127 $23.85 $22.18 $20.51 $19.08 
Ty PE3675-24 24" 24.25 22.55 20.86 19.40 
fms ©6PE3675-36 36" 24.75 23.02 21.29 19.80 
ray PE3675-48 48" 25.10 23.34 21.59 20.08 
PE3675-60 ae 25.55 23.76 21.97 20.44 
PE3675-XX Same-Day Shipment / Call for Pricing 
50 OHM, "RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3088-12 12: $29.15 $27.11 $25.07 $23.32 
PE3088-24 24" 31.80 29.57 27.35 25.44 
PE3088-36 36" 34.50 32.09 29.67 27.60 
PE3088-48 48" 37.15 34.55 31.95 29.72 
PE3088-60 60" 39.80 37.01 34.23 31.84 
PE3088-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3604-12 12° $29.15 $27.11 $25.07 $23.32 
PE3604-24 24" 29.45 27.39 25.33 23.56 
PE3604-36 36" 29.65 27.57 25.50 23.72 
PE3604-48 48" 29.95 27.85 25.76 23.96 
PE3604-60 60" 30.25 28.13 26.02 24.20 
PE3604-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3094-12 a2, $29.15 $27.11 $25.07 $23.32 
PE3094-24 24" 30.15 28.04 25.93 24.12 
PE3094-36 36" 31.10 28.92 26.75 24.88 
PE3094-48 48" 32.10 29.85 27.61 25.68 
PE3094-60 60" 33.00 30.69 28.38 26.40 
PE3094-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3953-12 12° $66.30 $61.66 $57.02 $53.04 
PE3953-24 24" 69.90 65.01 60.11 55.92 
PE3953-36 36" 73.50 68.36 63.21 58.80 
PE3953-48 48" 77.15 71.75 66.35 61.72 
PE3953-60 60" 80.80 75.14 69.49 64.64 
PE3953-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3364-12 12! $27.85 $25.90 $23.95 $22.28 
PE3364-24 24" 29.15 27.11 25.07 23.32 
PE3364-36 36" 30.50 28.37 26.23 24.40 
PE3364-48 48" 31.80 29.57 27.35 25.44 
PE3364-60 60" 33.15 30.83 28.51 26.52 
PE3364-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3505-12 AZ $29.15 $27.11 $25.07 $23.32 
PE3505-24 24" 30.15 28.04 25.93 24.12 
PE3505-36 36" 31.10 28.92. 26.75 24.88 
PE3505-48 48" 32.10 29.85 27.61 25.68 
PE3505-60 60" 33.00 30.69 28.38 26.40 
PE3505-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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50 OHM, RG142B/U COAX 

Model No. Length 1-24 25-49 
PE33541-60 60" $265.15 $246.59 
PE33541-72 lan 267.85 249.10 
PE33541-84 84" 270.40 251.47 
PE33541-96 96" 273.10 253.98 
PE33541-108 108" 275.70 256.40 
PE33541-XXX Any 


50-99 
$228.03 
230.35 
232.54 
234.87 
237.10 
Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Same-Day Shipment / Call for Pricing 


Same-Day Shipment / Call for Pricing 


Same-Day Shipment / Call for Pricing 


Model No. Length 1-24 25-49 
PE33491-60 60" $289.20 $268.96 
PE33491-72 72" 292.90 272.40 
PE33491-84 84" 296.45 275.70 
PE33491-96 96" 300.10 279.09 
PE33491-108 108" 303.70 282.44 
PE33491-XXX Any 

50 OHM, RG217/U COAX 
Model No. Length 1-24 25-49 
PE33537-60 60" $265.15 $246.59 
PE33537-72 qe. 267.55 248.82 
PE33537-84 84" 270.00 251.10 
PE33537-96 96" 272.45 253.38 
PE33537-108 108" 274.80 255.56 
PE33537-XXX Any 

50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 
PE3960-60 60” $301.30 $280.21 
PE3960-72 I2e 307.35 285.84 
PE3960-84 84" 313.40 291.46 
PE3960-96 96" 319.35 297.00 
PE3960-108 108" 325.40 302.62 
PE3960-XXX Any 

50 OHM, RG219/U COAX 
Model No. Length 1-24 25-49 
PE34023-60 60" $397.75 $369.91 
PE34023-72 720 421.85 392.32 
PE34023-84 84" 446.00 414.78 
PE34023-96 96" 470.05 437.15 
PE34023-108 108" 494.15 459.56 
PE34023-XXX Any 


Same-Day Shipment / Call for Pricing | 


50-99 
$248.71 
251.89 
254.95 
258.09 
261.18 


50-99 
$228.03 
230.09 


236.33 


50-99 
$259.12 
264.32 
269.52 
274.64 
279.84 


50-99 
$342.07 
362.79 
383.56 
404.24 
424.97 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 +) 
PE34538-60 60" $301.30 $280.21 $259.12 $241.04 
PE34538-72 72" 325.45 302.67 279.89 260.36 | 
PE34538-84 84" 349.55 325.08 300.61 279.64 
PE34538-96 96" 373.55 347.40 321.25 298.84 
PE34538-108 108" 397.75 369.91 342.07 318.20 
PE34538-XXX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG393/U COAX | 
Model No. Length 1-24 25-49 50-99 100 + 
PE33539-60 60" $301.30 $280.21 $259.12 $241.04 
PE33539-72 ifs 309.75 288.07 266.39 247.80 
PE33539-84 84" 318.20 295.93 273.65 254.56 
PE33539-96 96" 326.65 303.78 280.92 261.32 
PE33539-108 108" 335.00 311.55 288.10 268.00 
PE33539-XXX Any Same-Day Shipment / Call for Pricing 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


220.5 


i 


100 + | 


100 + 
$241.04 
245.88. 
250.72. 
255.48 
260.32 


100 +i 
$318.20. 
337.48 
356.80. 
376.04 
395.32) 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3252-12 12" $38.40 $35.71 $33.02 $30.72 
PE3252-24 24" 39.40 36.64 33.88 31.52 
PE3252-36 36" 40.35 37.53 34.70 32.28 
PE3252-48 48" 41.40 38.50 35.60 33.12 
PE3252-60 60" 42.30 39.34 36.38 33.84 
PE3252-XX Any Same-Day Shipment / Call for Pricing 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3477-12 12? $26.50 $24.65 $22.79 $21.20 
| PE3477-24 24" 27.25 25.34 23.44 21.80 
PE3477-36 36" 28.00 26.04 24.08 22.40 
PE3477-48 . ast 28.65 26.64 24.64 22.92 
PE3477-60 60" 29.40 27.34 25.28 23.52 
PE3477-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
_ Model No. Length 1-24 25-49 50-99 100 + 
PE3042-12 12k $21.20 $19.72 $18.23 $16.96 
PE3042-24 24" 21.60 20.09 18.58 17.28 
PE3042-36 36" 22.05 20.51 18.96 17.64 
PE3042-48 48" 22.45 20.88 19.31 17.96 
PE3042-60 60" 22.85 21.25 19.65 18.28 
PE3042-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3061-12 12% $27.85 $25.90 $23.95 $22.28 
PE3061-24 24" 30.50 28.37 26.23 24.40 
PE3061-36 36" 33.15 30.83 28.51 26.52 
 PE3061-48 48" 35.80 33.29 30.79 28.64 
PE3061-60 60" 38.40 35.71 33.02 30.72 
PE3061-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3246-12 12" $34.60 $32.18 $29.76 $27.68 
PE3246-24 24" 34.85 32.41 29.97 27.88 
PE3246-36 36" 35.10 32.64 30.19 28.08 
PE3246-48 48" 35.40 32.92 30.44 28.32 
PE3246-60 60" 35.70 33.20 30.70 28.56 
PE3246-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3248-12 12% $35.80 $33.29 $30.79 $28.64 
PE3248-24 24" 36.75 34.18 31.61 29.40 
PE3248-36 36" 37.75 35.11 32.47 30.20 
PE3248-48 ;  48t 38.65 35.94 33.24 30.92 
PE3248-60 60" 39.70 36.92 34.14 31.76 
PE3248-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3750-12 Wa $38.40 $35.71 $33.02 $30.72 
PE3750-24 24" 39.40 36.64 33.88 31.52 
PE3750-36 36" 40.35 37.53 34.70 32.28 
PE3750-48 48" 41.40 38.50 35.60 33.12 
PE3750-60 60" 42.30 39.34 36.38 33.84 
PE3750-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3097-12 127 $39.80 $37.01 $34.23 $31.84 
PE3097-24 24" 43.40 40.36 37.32 34.72 
PE3097-36 36" 47.00 43.71 40.42 37.60 
PE3097-48 48" 50.60 47.06 43.52 40.48 
PE3097-60 60" 54.25 50.45 46.66 43.40 
PE3097-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3476-12 12% $23.85 $22.18 $20.51 $19.08 
PE3476-24 24" 25.20 23.44 21.67 20.16 
PE3476-36 36" 26.50 24.65 22.79 21.20 
PE3476-48 48" 27.85 25.90 23.95 22.28 
PE3476-60 60" 29.15 27 ¢ik 25.07 23.32 
PE3476-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3250-12 125 $35.80 $33.29 $30.79 $28.64 
PE3250-24 24" 36.75 34.18 31.61 29.40 
PE3250-36 36" 37.75 35.11 32.47 30.20 
PE3250-48 48" 38.65 35.94 33.24 30.92 
PE3250-60 60" 39.70 36.92 34.14 31.76 
PE3250-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3261-12 12F $41.00 $38.13 $35.26 $32.80 
PE3261-24 24" 43.40 40.36 37.32 34.72 
PE3261-36 36" 45.75 42.55 39.35 36.60 
PE3261-48 48” 48.25 44.87 41.50 38.60 
PE3261-60 60" 50.60 47 .06 43.52 40.48 
PE3261-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3254-12 12" $66.30 $61.66 $57.02 $53.04 
PE3254-24 24" 74.70 69.47 64.24 59.76 
PE3254-36 36" 83.15 77<33 71.51 66.52 
PE3254-48 48" 91.60 85.19 78.78 73.28 
PE3254-60 60" 100.00 93.00 86.00 80.00 
PE3254-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3874-12 12° $27.85 $25.90 $23.95 $22.28 
PE3874-24 24" 30.50 28.37 26.23 24.40 
PE3874-36 36" 33.15 30.83 28.51 26.52 
PE3874-48 48" 35.80 33.29 30.79 28.64 
PE3874-60 60" 38.40 35.71 33.02 30.72 
PE3874-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3256-12 12" $38.40 $35.71 $33.02 $30.72 
PE3256-24 24" 39.40 36.64 33.88 31.52 
PE3256-36 36" 40.35 37.53 34.70 32.28 
PE3256-48 48" 41.40 38.50 35.60 33.12 
PE3256-60 60" 42.30 39.34 36.38 33.84 
PE3256-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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BNC MALE TO SMB PLUG 
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50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3242-12 125 $34.50 $32.09 $29.67 $27.60 
PE3242-24 24" 34.85 32.41 29.97 27.88 
PE3242-36 36" 35.30 32.83 30.36 28.24 
PE3242-48 48" 35.70 33.20 30.70 28.56 
PE3242-60 60" 36.15 33.62 31.09 28.92 
PE3242-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3349-12 12% $33.15 $30.83 $28.51 $26.52 
PE3349-24 24" 35.80 33.29 30.79 28.64 
PE3349-36 36" 38.40 35.71 33.02 30.72 
PE3349-48 48" 41.10 38.22 35.35 32.88 
PE3349-60 60" 43.75 40.69 37.63 35.00 
PE3349-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3672-12 12" $25.20 $23.44 $21.67 $20.16 
PE3672-24 24" 25.50 23.72 21.93 20.40 
PE3672-36 36" 25.75 23.95 22.15 20.60 
PE3672-48 48" 25.95 24.13 22.32 20.76 
PE3672-60 60" 26.25 24.41 22.58 21.00 
PE3672-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3671-12 12? $25.20 $23.44 $21.67 $20.16 
PE3671-24 24" 26.20 24.37 22.53 20.96 
PE3671-36 36" 27.10 25.20 23231 21.68 
PE3671-48 48" 28.10 26.13 24.17 22.48 
PE3671-60 60" 29.00 26.97 24.94 23.20 
PE3671-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3236-12 12" $34.50 $32.09 $29.67 $27.60 
PE3236-24 24" 35.80 33.29 30.79 28.64 
PE3236-36 36" 37.15 34.55 31.95 29.72 
PE3236-48 48" 38.40 35.71 33.02 30.72 
PE3236-60 60" 39.80 37.01 34.23 31.84 
PE3236-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3746-12 12" $25.20 $23.44 $21.67 $20.16 
PE3746-24 24" 26.20 24.37 22053 20.96 
PE3746-36 36" 27.10 25.20 23.31 21.68 
PE3746-48 48" 28.10 26.13 24.17 22.48 
PE3746-60 60" 29.00 26.97 24.94 23.20 
PE3746-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3530-12 12" $41.10 $38.22 $35.35 $32.88 
PE3530-24 24" 43.50 40.46 37.41 34.80 
PE3530-36 36" 45.85 42.64 39.43 36.68 
PE3530-48 48" 48.35 44.97 41.58 38.68 
PE3530-60 60" 50.75 47.20 43.65 40.60 
PE3530-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO SMC PLUG 


) 


50 OHM, RG58C/U COAX : 
Model No. Length 1-24 25-49 50-99 100 y 
PE3244-12 12" $34.50 $32.09 $29.67 $27.60 
PE3244-24 24" 34.85 32.41 29.97 27.88 
PE3244-36 36" 35.30 32.83 30.36 28.24 
PE3244-48 48" 35.70 33.20. 30.70 ~— 28.56 
PE3244-60 60" 36.15 33.62 31.09 28.92 
PE3244-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3240-12 12" $33.15 $30.83 $28.51 $26.52 
PE3240-24 24" 35.80 33.29 30.79 28.64 
PE3240-36 36" 38.40 35.71 33.02 30.72 
PE3240-48 48" 41.10 38.22 35.35 32.88 
PE3240-60 60" 43.75 40.69 37.63 35.00 
PE3240-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3660-12 12" $25.20 $23.44 $21.67 $20.16 
PE3660-24 24" 25.50 23.72 21.93 20.40 
PE3660-36 36" 25.75 23.95 22.15 20.60 
PE3660-48 48" 25.95 - 24.13 22.32 20.76 
PE3660-60 60" 26.25 24.41 22.58 21.00 
PE3660-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3641-12 129 $25.20 $23.44 $21.67 $20.16 
PE3641-24 24" 26.20 24.37 22.53 20.96 
PE3641-36 36" 27.10 25.20 23.31 21.68 
PE3641-48 48" 28.10 26.13 24.17 22.48 
PE3641-60 60" 29.00 26.97 24.94 23.20 
PE3641-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3238-12 12° $34.50 $32.09 $29.67 $27.60 
PE3238-24 24" 35.80 33.29 30.79 28.64 
PE3238-36 36" 37.15 34.55 31.95 29.72 
PE3238-48 48" 38.40 35.71 33.02 30.72 
PE3238-60 60" 39.80 37.01 34.23 31.84 
PE3238-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3849-12 12" $25.20 $23.44 $21.67 $20.16 
PE3849-24 24" 26.20 24.37 22.53 20.96 
PE3849-36 36" 27.10 25.20 23.31 21.68 
PE3849-48 48" 28.10 26.13 24.17 22.48 
PE3849-60 60" 29.00 26.97 24.94 23.20 
PE3849-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3437-12 12" $41.10 $38.22 $35.35 $32.88 
PE3437-24 24" 43.50 40.46 37.41 34.80 
PE3437-36 36" 45.85 42.64 39.43 36.68 
PE3437-48 48" 48.35 44.97 41.58 38.68 
PE3437-60 60" 50.75 47.20 43.65 40.60 
PE3437-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


v2 


Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


UHF MALE TO UHF MALE 


52 OHM, RG8A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3623-12 en ie $29.57 $27.35 $25.44 
PE3623-24 24" 32.85 30.55 28.25 26.28 
PE3623-36 36" 33.80 31.43 29.07 27.04 
PE3623-48 48" 34.85 32.41 29.97 27.88 
PE3623-60 60" 35.85 33.34 30.83 28.68 
PE3623-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3015-12 ifs fn $18.51 $17.11 $15.92 
PE3015-24 24" 20.30 18.88 17.46 16.24 
PE3015-36 36" 20.70 19.25 17.80 16.56 
PE3015-48 48" 21.10 19.62 18.15 16.88 
PE3015-60 60" 21.50 20.00 18.49 17.20 
PE3015-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3580-12 2m ww $18.51 $17.11 $15.92 
PE3580-24 24" 20.30 18.88 17.46 16.24 
PE3580-36 36" 20.70 19.25 17.80 16.56 
PE3580-48 48" 21.10 19.62 18.15 16.88 
PE3580-60 60" 21.50 20.00 18.49 17.20 
PE3580-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG21 3/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3635-12 iz Tae $29.57 $27.35 $25.44 
PE3635-24 24" 32.85 30.55 28.25 26.28 
PE3635-36 36" 33.80 31.43 29.07 27.04 
PE3635-48 48" 34.85 32.41 29.97 27.88 
PE3635-60 60" 35.85 33.34 30.83 28.68 
PE3635-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3796-12 12" $39.80 $37.01 $34.23 $31.84 
PE3796-24 24" 43.40 40.36 37iesee 34.72 
PE3796-36 36" 47.00 43.71 40.42 37.60 
PE3796-48 48" 50.60 47.06 43.52 40.48 
PE3796-60 60" 54.25 50.45 46.66 43.40 
PE3796-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + 
PE3845-12 12" aes ee stat $18.00 
PE3845-24 24" 23.85 22.18 20.51 19.08 
PE3845-36 36" 25.20 23.44 21.67 20.16 
PE3845-48 48" 26.50 24.65 22.79 21.20 
PE3845-60 60" 27.85 25.90 23.95 22.28 
PE3845-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 


PE33267-12 12" $42.45 $39.48 $36.51 $33.96 
PE33267-24 24" 50.85 47.29 43.73 40.68 
PE33267-36 36" 59.30 55.15 51.00 47.44 
PE33267-48 48" 67.80 63.05 58.31 54.24 
PE33267-60 60" 76.15 70.82 65.49 60.92 
PE33267-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3159-12 pW Ae $30.80 $28.64 $26.49 $24.64 
PE3159-24 24" 32.60 30.32 28.04 26.08 
PE3159-36 36" 33.25 30.92 28.60 26.60 
PE3159-48 48" 34.20 31.81 29.41 27.36 
PE3159-60 60" 35.20 32.74 30.27 28.16 
PE3159-XX Any Same-Day Shipment / Call for Pricing 


SMA MALE RIGHT ANGLE TO 
BNC MALE 


50 OHM, RG58C/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE3850-12 12” $41.35 $38.46 $35.56 $33.08 
PE3850-24 24" 41.70 38.78 35.86 33.36 
PE3850-36 36" 42.15 39.20 36.25 33.72 
PE3850-48 48" 42.55 39.57 36.59 34.04 
PE3850-60 60" 43.00 39.99 36.98 34.40 
PE3850-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Cength 100 + 
PE3780-12 12" ge santa dl $35.00 
PE3780-24 24" 46.35 43.11 39.86 37.08 
PE3780-36 36" 49.05 45.62 42.18 39.24 
PE3780-48 48" 51.70 48.08 44.46 41.36 
PE3780-60 60" 54.35 50.55 46.74 43.48 
PE3780-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGT74A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3886-12 AY de eT $38.36 $35.48 $33.00 
PE3886-24 24" 41.50 38.60 35.69 33.20 
PE3886-36 36" 41.75 38.83 35.91 33.40 
PE3886-48 48" 42.00 39.06 36.12 33.60 
PE3886-60 60" 42.30 39.34 36.38 33.84 
PE3886-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG1 B8A/U COAX 


Model No. Length 50-99 100 + 
PE3756-12 125 aT aii $34.62 $32.20 
PE3756-24 24" 41.25 38.36 35.48 33.00 
PE3756-36 36" 42.20 39.25 36.29 33.76 
PE3756-48 48" 43.20 40.18 37.15 34.56 
PE3756-60 60" 44.05 40.97 37.88 35.24 
PE3756-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3733-12 12" ani aie ei $34.52 
PE3733-24 24" 44.40 41.29 38.18 35.52 
PE3733-36 36" 45.70 42.50 39.30 36.56 
PE3733-48 48" 47.05 43.76 40.46 37.64 
PE3733-60 60" 48.45 45.06 41.67 38.76 
PE3733-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE3811-12 12? $40.25 $37.43 $34.62 $32.20 
PE3811-24 24" 41.25 38.36 35.48 33.00 
PE3811-36 36" 42.20 39.25 36.29 33.76 
PE3811-48 48" 43.20 40.18 37.15 34.56 
PE3811-60 60" 44.05 40.97 37.88 35.24 


PE3811-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3642-12 L2e a ara aa $35.00 
PE3642-24 24" 46.35 43.11 39.86 37.08 
PE3642-36 36" 49.05 45.62 42.18 39.24 
PE3642-48 48" 51.70 48.08 44.46 41.36 
PE3642-60' 60" 54.35 50.55 46.74 43.48 


PE3642-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


u3 


BNC MALE TO SMA MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + ' Model No. Length 1-24 25-49 50-99 100 +) 
PE3479-12 124 $31.80 $29.57 $27.35 $25.44 PE3885-12 122 $30.50 $28.37 $26.23 $24.40 
PE3479-24 24" 32.55 30.27 27.99 26.04 PE3885-24 24" 31.45 29.25 27.05 25.16, 
PE3479-36 36" 33.25 30.92 28.60 26.60 PE3885-36 36" 32.45 30.18 27.91 25.96 
PE3479-48 48" 33.95 31.57 29.20 27.16 PE3885-48 48" 33.40 31.06 28.72 26.72. 
PE3479-60 60" 34.70 32027 29.84 27.76 PE3885-60 60" 34.35 31.95 29.54 27.48 
boy PE3479-XX Any Same-Day Shipment / Call for Pricing PE3885-XX Any Same-Day Shipment / Call for Pricing) 
” 
e © 50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX | 
35 Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
a PE3615-12 #25 $26.50 $24.65 $22.79 $21.20 PE33523-12 12" $51.70 $48.08 $44.46 $41.36. 
@ PE3615-24 24" 26.95 25.06 23.18 21.56 PE33523-24 24" 52.70 49.01 45.32 42.16. 
*” PE3615-36 36" 27.35 25.44 23.52 21.88 PE33523-36 36" 53.65 49.89 46.14 42.92. 
PE3615-48 48" 27.75 25.81 23.87 22.20 PE33523-48 48" 54,55 50.73 46.91 43.64 
PE3615-60 60" 28.15 26.18 24.21 22.52 PE33523-60 60" 55.60 She7d 47.82 44.48 
PE3615-XX Any Same-Day Shipment / Call for Pricing PE33523-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 +. 
PE3539-12 eae $37.15 $34.55 $31.95 $29.72 PE33519-12 i2t $53.00 $49.29 $45.58 $42.40 
PE3539-24 24" 37.55 34.92 32.29 30.04 PE33519-24 24" 56.60 52.64 48.68 45.28 
PE3539-36 36" 37.95 35.29 32.64 30.36 PE33519-36 36" 60.25 56.03 51.82 48.20 
PE3539-48 48" 38.35 35.67 32.98 30.68 PE33519-48 48" 63.85 | 59.38 54.91 51.08 
PE3539-60 60" 38.70 35.99 33.28 30.96 PE33519-60 60" 67.45 62.73 58.01 53.96. 
PE3539-XX Any Same-Day Shipment / Call for Pricing PE33519-XX Any Same-Day Shipment / Call for Pricing | 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED . 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 +) 
PE3696-12 12% $31.80 $29.57 $27.35 $25.44 PE3562-12 12" $30.50 $28.37 $26.23 $24.40 
PE3696-24 24" 34.50 32.09 29.67 27.60 PE3562-24 24" 31.80 29.57 27.35 25.44 
PE3696-36 36" 37.15 34.55 31.95 29.72 PE3562-36 36" 33.15 30.83 28.51 26.52 | 
PE3696-48 48" 39.80 37.01 34.23 31.84 PE3562-48 48" 34.50 32.09 29.67 27.60 | 
PE3696-60 60" 42.45 39.48 36.51 33.96 PE3562-60 60" 35.80 33.29 30.79 28.64 
PE3696-XX Any Same-Day Shipment / Call for Pricing PE3562~-XX Any Same-Day Shipment / Call for Pricing 
fj 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3745-12 12? $30.50 $28.37 $26.23 $24.40 PE3658-12 12° $30.50 $28.37 $26.23 $24.40. 
PE3745-24 24" 30.80 28.64 26.49 24.64 PE3658-24 24" 31.45 29.25 27.05 25.16 | 
PE3745-36 36" 31.05 28.88 26.70 24.84 PE3658-36 36" 32.45 30.18 27.91 25.96 
PE3745-48 48" 31.30 29.11 26.92 25.04 PE3658-48 48" 33.40 31.06 28.72 26.72 | 
PE3745-60 60" 31.50 29.30 27.09 25.20 PE3658-60 60" 34.35 31.95 29.54 27.48 
PE3745-XX Any Same-Day Shipment / Call for Pricing PE3658-XX Any Same-Day Shipment / Call for Pricing © 
50 OHM, RG178B/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED : 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33258-12 12” $51.70 $48.08 $44.46 $41.36 PE33521-12 1 de $66.30 $61.66 $57.02 $53.04 
PE33258-24 24" 52.70 49.01 45.32 42.16 PE33521-24 24" 74.70 69.47 64.24 59.76 
PE33258-36 36" 53.65 49.89 46.14 42.92 PE33521-36 36" 83.15 77.33 71351 66.52 
PE33258-48 48" 54.55 50.73 46.91 43.64 PE33521-48 48" 91.60 85.19 78.78 73.28 
PE33258-60 60" 55.60 51.71 47.82 44.48 PE33521-60 60" 100.00 93.00 86.00 80.00 
PE33258-XX Any Same-Day Shipment / Call for Pricing PE33521-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3626-12 12. $30.50 $28.37 $26.23 $24.40 PE3613-12 12" $31.80 $29.57 $27.35 $25.44 
PE3626-24 24" 31.45 29.25 27.05 25.16 PE3613-24 24" 34.50 32.09 29.67 27.60 
PE3626-36 36" 32.45 30.18 27.91 25.96 PE3613-36 36" 37.15 34.55 31.95 29.72 
PE3626-48 48" 33.40 31.06 28.72 26.72 PE3613-48 48" 39.80 37.01 34.23 31.84 
PE3626-60 60" 34.35 31.95 29.54 ° 27.48 PE3613-60 60" 42.45 39.48 36.51 33.96 
PE3626-XX Any Same-Day Shipment / Call for Pricing PE3613-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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c QMA MALE TO QMA MALE 


enone PN STE RNA Reem 


50 OHM, RG316/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE38270-12 42" $48.90 $45.48 $42.05 $39.12 PE38161-12 12" $50.95 $47 .38 $43.82 $40.76 
PE38270-24 24" 50.95 47.38 43.82 40.76 PE38161-24 24" 54.00 50.22 46.44 43.20 
PE38270-36 36" 53.00 49.29 45.58 42.40 PE38161-36 36" 57.05 53.06 49.06 45.64 
PE38270-48 48" 55.05 51.20 47.34 44.04 PE38161-48 48" 60.15 55.94 51.73 48.12 
PE38270-60 60" 57.05 53.06 49.06 45.64 PE38161-60 60" 63.20 58.78 54.35 50.56 
PE38270-XX Any Same-Day Shipment / Call for Pricing PE38161-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U 50 OHM, PE-T195 

Model No. Length 1-24 25-49 © 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE38271-12 i 4 $48.90 $45.48 $42.05 $39.12 PE38272-12 12" $50.95 $47 .38 $43.82 $40.76 = 
PE38271-24 24" 50.95 47 .38 43.82 40.76 PE38272-24 24" 53.00 49.29 45.58 42.40 7, om 
PE38271-36 36" 53.00 49.29 45.58 42.40 PE38272-36 36" 55.05 51.20 47.34 44.04 Ma: Py 
PE38271-48 48" 55.05 51.20 47.34 44.04 PE38272-48 48" 57.05 53.06 49.06 45.64 fe} S 
PE38271-60 60" 57.05 53.06 49.06 45.64 PE38272-60 60" 59.10 54.96 50.83 47.28 Bx oO 
PE38271-XX Any Same-Day Shipment / Call for Pricing PE38272-XX Any Same-Day Shipment / Call for Pricing my 

~” 


t  QMA MALE TO SMA MALE 


PA STERNAC Kerssssssiinnscnncinsiiaisonitiniant 


50 OHM, RG316/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
_Model No. ___Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE38273-12 P cag $36.65 $34.08 $31.52 $29.32 PE38274-12 12. $38.70 $35.99 $33.28 $30.96 
PE38273-24 24" 38.70 35.99 33.28 30.96 PE38274-24 24" 41.75 38.83 35.91 33.40 
PE38273-36 36" 40.75 37.90 35.05 32.60 PE38274-36 36" 44.85 41.71 38.57 35.88 
PE38273-48 48" 42.80 39.80 36.81 34.24 PE38274-48 48" 47.90 44.55 41.19 38.32 
PE38273-60 60" 44.85 41.71 38.57 35.88 PE38274-60 60" 50.95 47.38 43.82 40.76 
PE38273-XX Any Same-Day Shipment / Call for Pricing PE38274-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U 50 OHM, PE-T195 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE38275-12 12" $36.65 $34.08 $31.52 $29.32 PE38116-12 12 $38.70 $35.99 $33.28 $30.96 
PE38275-24 24" 38.70 35.99 33.28 30.96 PE38116-24 24" 40.75 37.90 35.05 32.60 
PE38275-36 36" 40.75 37.90 35.05 32.60 PE38116-36 36" 42.80 39.80 36.81 34.24 
PE38275-48 48" 42.80 39.80 36.81 34.24 PE38116-48 48" 44.85 41.71 38.57 35.88 
PE38275-60 60" 44.85 41.71 38.57 35.88 PE38116-60 60" 46.85 43.57 40.29 37.48 
PE38275-XX Any Same-Day Shipment / Call for Pricing PE38116-XX Any Same-Day Shipment / Call for Pricing 


oc QMA MALE TO SMA FEMALE 


sits 1N STEER: Ni GN secsciaeseteaaiaai = 


50 OHM, RG316/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE38276-12 12" $39.75 $36.97 $34.19 $31.80 PE38052-12 12" $41.75 $38.83 $35.91 $33.40 
PE38276-24 24" 41.75 38.83 35.91 33.40 PE38052-24 24" 44.85 41.71 38.57 35.88 
PE38276-36 36" 43.80 40.73 37.67 35.04 PE38052-36 36" 47.90 44.55 41.19 38.32 
PE38276-48 48" 45.85 42.64 39.43 36.68 PE38052-48 48" 50.95 47.38 43.82 40.76 
PE38276-60 60" 47.90 44.55 41.19 38.32 PE38052-60 60" 54.00 50.22 46.44 43.20 
PE38276-XX Any Same-Day Shipment / Call for Pricing PE38052-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U 50 OHM, PE-T195 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE38277-12 hed $39.75 $36.97 $34.19 $31.80 PE38278-12 bbe $41.75 $38.83 $35.91 $33.40 
PE38277-24 24" 41.75 38.83 35.91 33.40 PE38278-24 24" 43.80 40.73 37.67 35.04 
PE38277-36 36" 43.80 40.73 37.67 35.04 PE38278-36 36" 45.85 42.64 39.43 36.68 
PE38277-48 48" 45.85 42.64 39.43 36.68 PE38278-48 48" 47.90 44.55 41.19 38.32 
PE38277-60 60" 47.90 44.55 41.19 38.32 PE38278-60 60" 49.95 46.45 42.96 39.96 
PE38277-XX Any Same-Day Shipment / Call for Pricing PE38278-XX Any Same-Day Shipment / Call for Pricing 


LN 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMA MALE TO SMA MALE 


53.5 OHM, RGSSB/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 100 + 
PE3572-12 a Why $34.80 ail TORE $27.84 
PE3572-24 24" 35.60 Sasuke 30.62 28.48 
PE3572-36 36" 36.30 33.76 oliz2 29.04 
PE3572-48 48" 37.05 34.46 31.86 29.64 
PE3572-60 60" 37.75 5.11 32.47 30.20 
PE3572-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGS8C/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3369-12 12" atts $33.53 $31.00 $28.84 
PE3369-24 24" 36.40 33.85 31.30 29.12 
PE3369-36 36" 36.80 34.22 31.65 29.44 
PE3369-48 48" 37.25 34.64 32.04 29.80 
PE3369-60 60" 37.70 35.06 32.42 30.16 
PE3369-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 50-99 100 + 
PE3814-12 ize stats Tray $43.52 $40.48 
PE3814-24 24" 50.95 47.38 43.82 40.76 
PE3814-36 36" 51.40 47.80 44.20 41.12 
PE3814-48 48" 51.80 48.17 44.55 41.44 
PE3814-60 60" 52.30 48.64 44.98 41.84 
PE3814-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3899-12 12° oe $47 .06 $43.52 $40.48 
PE3899-24 24" 50.95 47.38 43.82 40.76 
PE3899-36 36" 51.40 47.80 44.20 41.12 
PE3899-48 48" 51.80 48.17 44.55 41.44 
PE3899-60 60" 52.30 48.64 44.98 41.84 
PE3899-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3385-12 12" Ges an ra $31.84 
PE3385-24 24" 42.45 39.48 36.51 33.96 
PE3385-36 36" 45.10 41.94 38.79 36.08 
PE3385-48 48" 47.70 44.36 41.02 38.16 
PE3385-60 60" 50.40 46.87 43.34 40.32 
PE3385-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3574-12 12" fra $47.29 $43.73 $40.68 
PE3574-24 24" 51.80 48.17 44.55 41.44 
PE3574-36 36" 52.80 49.10 45.41 42.24 
PE3574-48 48" 53.80 50.03 46.27 43.04 
PE3574-60 60" 54.65 50.82 47.00 43.72 
PE3574-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3353-12 1 dey $36.00 $33.48 $30.96 $28.80 
PE3353-24 24" 36.20 33.67 31.13 28.96 
PE3353-36 36" 36.45 33.90 31.35 29.16 
PE3353-48 48" 36.70 34.13 31.56 29.36 
PE3353-60 60" 37.05 34.46 31.86 29.64 
PE3353-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX | 


Model No. Length 1-24 25-49 50-99 100 u 
' PE3739-12 bee $36.30 $33.76 $31.22 $29.04 
PE3739-24 24" 37.30 34.69 32.08 
PE3739-36 36" 38.20 35.53 32.85 30.56 
PE3739-48 48" 39.15 36.41 33.67 31.32, 
PE3739-60 60" 40.10 37.29 34.49 32. 08 
PE3739-XX Any Same-Day Shipment / Call for Pricing} 
{i 
50 OHM, RG188A/U COAX 

Model No. Length 25-49 50-99 100 + 
PE3361-12 12" ia o $33.76 $31.22 $29.04 
PE3361-24 24" 37.30 34.69 32.08 29.84. 
PE3361-36 36" 38.20 95253 32.85 30.56. 
PE3361-48 48" 39.15 36.41 33.67 31.32 
PE3361-60 60" 40.10 37.29 34.49 32.08 
PE3361-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 50-99 100 + 
PE3121-12 12" zat = $100.35 $92.79 $86.32 
PE3121-24 24" 111.50 103.70 95.89 89.20 
PE3121-36 36" 115.10 107.04 98.99 92.08. 
PE3121-48 48" 118.80 110.48 102.17 95.04 
PE3121-60 60" 122.35: 113.79 105.22. 97.88 
PE3121-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/0 COAX, DOUBLE SHIELDED 


Model No. 25-49 50-99 100 +, 
PE3377-12 ser Sit $33.90 $31.35 $29.16 
PE3377-24 24" 37.80 35.15 32.51 30.24. 
PE3377-36 36" 39.10 36.36 33.63 31.28, 
PE3377-48 48" 40.40 37.57 34.74 32.32 
PE3377-60 60" 41.75 38.83 35.91 33.40 
PE3377-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 

PE3573-12 12" $36.30 $33.76 $31.22 $29.04 
PE3573-24 24" 37.30 34.69 32.08 29.84 
PE3573-36 36" 38.20 35.53 32.85 30.56 | 
PE3573-48 48" 39.15 36.41 33.67 31.32) 
PE3573-60 60" 40.10 37.29 34.49 32.08 
PE3573-XX Any 


Same-Day Shipment / Call for Pricing © 


50 OHM, RG400/U COAX, DOUBLE SHIELDED H 
Model No. ength 25-49 50-99 100 +| 


PE3500-12 at Nets $37.01 $34.23 $31.84. 
PE3500-24 24" 42.45 39.48 36.51 33.96 
PE3500-36 36" 45.10 41.94 38.79 36.08 

PE3500-48 48" 47.70 44.36 41.02 38.16 
PE3500-60 60" 50.40 46.87 43.34 40.32 
PE3500-XX Any Same-Day Shipment / Call for Pricing | 


30 OHM, PE- i42Lt, LOW LOSS, DBL-SHLD COAX 


Model N ength 25-49 50-99 100 + 
PE3138- re ‘Wy arte $51.01 $47.17 $43.88 
PE3138-24 24" 58.45 54.36 50.27 46.76 
PE3138-36 36" 62.00 57.66 Bs32 49.60 | 
PE3138-48 48" 65.70 61.10 56.50 52.56 
PE3138-60 60" 69.30 64.45 59.60 55.44 
PE3138-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping — 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA MALE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3492-12 12" $25.70 $23.90 $22.10 $20.56 
PE3492-24 24" 29.25 27.20 25.16 23.40 
PE3492-36 36" 32.90 30.60 28.29 26.32 
PE3492-48 48" 36.50 33.95 31.39 29.20 
PE3492-60 60" 40.10 37.29 34.49 32.08 
PE3492-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34180-12 12" $28.30 $26.32 $24.34 $22.64 
PE34180-24 24" 32.00 29.76 27.52 25.60 
PE34180-36 36" 35.60 33.11 30.62 28.48 
PE34180-48 48" 39.15 36.41 33.67 31.32 
PE34180-60 60" 42.80 39.80 36.81 34.24 


PE34180-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


_ Model No. Length 1-24 25-49 50-99 100 + 
 PE3481-12 12? $28.30 $26.32 $24.34 $22.64 
PE3481-24 24" 32.00 29.76 27.52 25.60 


PE3481-36 36" 35.60 Ep YE 30.62 28.48 
PE3481-48 : 483 39.15 36.41 33.67 31.32 
PE3481-60 . 60" 42.80 39.80 36.81 34.24 
PE3481-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3656-12 12" $45.55 $42.36 $39.17 $36.44 
PE3656-24 24" 49.15 45.71 42.27 39.32 
PE3656-36 36" 52.80 49.10 45.41 42.24 
PE3656-48 48" 56.35 52.41 48.46 45.08 
PE3656-60 60" 60.00 55.80 51.60 48.00 


PE3656-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3387-12 12° $49.45 $45.99 $42.53 $39.56 
_ PE3387-24 24" 53.15 49.43 45.71 42.52 
PE3387-36 36" 56.70 52.73 48.76 45.36 
PE3387-48 48" 60.35 56.13 51.90 48.28 
PE3387-60 60" 64.00 59.52 55.04 51.20 
PE3387-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
-PE34186-12 12" $49.45 $45.99 $42.53 $39.56 
PE34186-24 24" 53.15 49.43 45.71 42.52 
PE34186-36 36" 56.70 52.73 48.76 45.36 
PE34186-48 48" 60.35 56.13 51.90 48.28 
PE34186-60 60" 64.00 59.52 55.04 51.20 


PE34186-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-020SR (.020” BARE COPPER) 


"Model. No. Length 1-24 25-49 50-99 100+ 


PE34191-12 12" $109.70 $102.02 $94.34 $87.76 
PE34191-24 24" 116.90 108.72 100.53 93.52 


PE34191-36 36" 124.20 115.51 106.81 99.36 
PE34191-48 48" 131.40 122.20 113.00 105.12 
PE34191-60 60" 138.55 128.85 119.15 110.84 
PE34191-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3818-12 12" $28.30 $26.32 $24.34 $22.64 
PE3818-24 24" 32.00 29.76 27.52 25.60 
PE3818-36 36" 35.60 33.33 30.62 28.48 
PE3818-48 48" 39.15 36.41 33.67 31.32 
PE3818-60 60" 42.80 39.80 36.81 34.24 
PE3818-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34182-12 127 $31.00 $28.83 $26.66 $24.80 
PE34182-24 24" 34.60 32.18 29.76 27.68 
PE34182-36 36" 38.20 35.53 32.85 30.56 
PE34182-48 48" 41.80 38.87 35.95 33.44 
PE34182-60 60" 45.40 42.22 39.04 36.32 
PE34182-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3867-12 127 $31.00 $28.83 $26.66 $24.80 
PE3867-24 24" 34.60 32.18 29.76 27.68 
PE3867-36 36" 38.20 35.53 32.85 30.56 
PE3867-48 48" 41.80 38.87 35.95 33.44 
PE3867-60 60" 45.40 42.22 39.04 36.32 
PE3867-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE33003-12 128 $109.70 $102.02 $94.34 $87.76 
PE33003-24 24" 116.90 108.72 100.53 93.52 
PE33003-36 36" 124.20 115.51 106.81 99.36 
PE33003-48 48" 131.40 122.20 113.00 105.12 
PE33003-60 60" 138.55 128.85 119.15 110.84 
PE33003-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34184-12 12" $117.65 $109.41 $101.18 $94.12 
PE34184-24 24" 124.85 116.11 107 .37 99.88 
PE34184-36 36" 132.05 122.81 113.56 105.64 
PE34184-48 48" 139.40 129.64 119.88 111.52 
PE34184-60 60" 146.55 136.29 126.03 117.24 
PE34184-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34188-12 128 $117.65 $109.41 $101.18 $94.12 
PE34188-24 24" 124.85 116.11 107.37 99.88 
PE34188-36 36" 132.05 122.81 113.56 105.64 
PE34188-48 48" 139.40 129.64 119.88 111.52 
PE34188-60 60" 146.55 136.29 126.03 117.24 


PE34188-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34193-12 12" $81.35 $75.66 $69.96 $65.08 
PE34193-24 24" 85.00 79.05 73.10 68.00 
PE34193-36 36" 88.60 82.40 76.20 70.88 
PE34193-48 48" 92.20 85.75 79.29 73.76 
PE34193-60 60" 95.90 89.19 82.47 76.72 
PE34193-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


a7 


SMA MALE TO SMA MALE RIGHT ANGLE 


50 OHM, RG58C/U COAX 95 OHM, RG180B/U COAX | 
Model No. Length 1-24 25-49 50-99 100 + , Model No. Length 1-24 25-49 50-99 100 + 
PE3319-12 12" $42.65 $39.66 $36.68 $34.12 PE3352-12 12" $44.35 $41.25 $38.14 $35.48 
PE3319-24 24" 43.10 40.08 37.07 34.48 PE3352-24 24" 45.55 42.36 39.17 36.44 
PE3319-36 36" 43.45 40.41 37.37 34.76 PE3352-36 36" 46.80 43.52 40.25 37.44 
PE3319-48 48" 43.85 40.78 37.71 35.08 PE3352-48 48" 48.00 44.64 41.28 38.40 
PE3319-60 60" 44.25 41.15 38.06 35.40 PE3352-60 60" 49.15 45.71 42.27 39.32 
= PE3319-XX Any Same-Day Shipment / Call for Pricing PE3352-XX Any Same-Day Shipment / Call for Pricing 
ia 
© 4 75 OHM, RG59B/U COAX 50 OHM, RG188A/U COAX 
=a —m Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
Aa = PE3137-12 12" $57.20 $53.20 $49.19 $45.76 PE3510-12 12" $42.95 $39.94 $36.94 $34.36 
@ PE3137-24 24" 57.65 53.61 49.58 46.12 PE3510-24 24" 43.85 40.78 37.71 35.08 
”n PE3137-36 36" 58.05 53.99 49.92 46.44 PE3510-36 36" 44.90 41.76 38.61 35.92 
PE3137-48 48" 58.40 54.31 50.22 46.72 PE3510-48 48" 45.75 42.55 39.35 36.60 
PE3137-60 60" 58.90 54.78 50.65 47.12 PE3510-60 60" 46.80 43.52 40.25 37.44 
PE3137-XX Any Same-Day Shipment / Call for Pricing PE3510-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3411-12 12f $57.20 $53.20 $49.19 $45.76 PE3779-12 12" $46.25 $43.01 $39.78 $37.00 
PE3411-24 24" 57.65 53.61 49.58 46.12 PE3779-24 24" 48.70 45.29 41.88 38.96 
PE3411-36 36" 58.05 53.99 49.92 46.44 PE3779-36 36" 51.05 47.48 43.90 40.84 
PE3411-48 48" 58.40 54.31 50.22 46.72 PE3779-48 48" 53.55 49.80 46.05 42.84 
PE3411-60 60" 58.90 54.78 50.65 47.12 PE3779-60 60" 55.90 ~ 51.99 48.07 44.72 
PE3411-XX Any Same-Day Shipment / Call for Pricing PE3779-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3512-12 12" $46.35 $43.11 $39.86 $37.08 PE3429-12 12" $43.15 $40.13 $37.11 $34.52 
PE3512-24 24" 49.05 45.62 42.18 39.24 PE3429-24 24" 44.40 41.29 38.18 35.52 
PE3512-36 36" 51.70 48.08 44.46 41.36 PE3429-36 36" 45.70 42.50 39.30 36.56 
PE3512-48 48" 54.35 50.55 46.74 43.48 PE3429-48 48" 47.05 43.76 40.46 37.64 
PE3512-60 60" 57.00 53.01 49.02 45.60 PE3429-60 60" 48.45 45.06 41.67 38.76 
PE3512-XX Any Same-Day Shipment / Call for Pricing PE3429-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3420-12 12% $42.60 $39.62 $36.64 $34.08 PE3513-12 127 $42.95 $39.94 $36.94 $34.36 
PE3420-24 24" 42.85 39.85 36.85 34.28 PE3513-24 24" 43.85 40.78 S771 35.08 
PE3420-36 36" 43.15 40.13 37.11 34.52 PE3513-36 36" 44.90 41.76 38.61 35.92 
PE3420-48 48" 43.35 40.32 37.28 34.68 PE3513-48 48" 45.75 42.55 39.35 36.60 
PE3420-60 60" 43.60 40.55 37.50 34.88 PE3513-60 60" 46.80 43.52 40.25 37.44 
PE3420-XX Any Same-Day Shipment / Call for Pricing PE3513-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3865-12 12" $58.85 $54.73 $50.61 $47.08 PE3344-12 12f $46.25 $43.01 $39.78 $37.00 
PE3865-24 24" 59.75 55.57 51.39 47.80 PE3344-24 24" 48.70 45.29 41.88 38.96 
PE3865-36 36" 60.80 56.54 52.29 48.64 PE3344-36 36" 51.05 47.48 43.90 40.84 
PE3865-48 48" 61.65 57.33 53.02 49.32 PE3344-48 48" 53.55 49.80 46.05 42.84 
PE3865-60 60” 62.70 58.31 53.92 50.16 PE3344-60 60" 55.90 51.99 48.07 44.72 
PE3865-XX Any Same-Day Shipment / Call for Pricing PE3344-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3459-12 12" $42.95 $39.94 $36.94 $34.36 PE3003-12 12" $46.35 $43.11 $39.86 $37.08 
PE3459-24 24" 43.85 40.78 37.71 35.08 PE3003-24 24" 49.05 45.62 42.18 39.24 
PE3459-36 36" 44.90 41.76 38.61 35.92 PE3003-36 36" 51.70 48.08 44.46 41.36 
PE3459-48 48" 45.75 42.55 39.35 36.60 PE3003-48 48" 54.35 50.55 46.74 43.48 
PE3459-60 60" 46.80 43.52 40.25 37.44 PE3003-60 60" 57.00 53.01 49.02 45.60 
PE3459-XX Any Same-Day Shipment / Call for Pricing PE3003-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


58 All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA MALE RIGHT ANGLE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3821-12 12" $33.60 $31.25 $28.90 $26.88 
PE3821-24 24" 37.30 34.69 32.08 29.84 
PE3821-36 36" 40.85 37.99 35.13 32.68 
PE3821-48 48" 44.45 41.34 38.23 35.56 
PE3821-60 60" 48.10 44.73 41.37 38.48 
PE3821-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34195-12 127 $37.60 $34.97 $32.34 $30.08 
PE34195-24 24" 41.25 38.36 35.48 33.00 
PE34195-36 36" 44.90 41.76 38.61 35.92 
PE34195-48 48" 48.50 45.11 41.71 38.80 
PE34195-69 60" 52.10 48.45 44.81 41.68 
PE34195-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3483-12 128 $37.60 $34.97 $32.34 $30.08 
PE3483-24 24" 41.25 38.36 35.48 33.00 
PE3483-36 36" 44.90 41.76 38.61 35.92 
PE3483-48 . 4g" 48.50 45.11 41.71 38.80 
PE3483-60 : 60" 52.10 48.45 44.81 41.68 
PE3483-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3230-12 12° $65.45 $60.87 $56.29 $52.36 
PE3230-24 24" 69.05 64.22 59.38 55.24 
PE3230-36 36" 72.60 67.52 62.44 58.08 
PE3230-48 48" 76.30 - 70.96 65.62 61.04 
PE3230-60 60" 79.90 74.31 68.71 63.92 
PE3230-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3393-12 12" $73.40 $68.26 $63.12 $58.72 
PE3393-24 24" 77.00 71.61 66.22 61.60 
PE3393-36 36" 80.70 75.05 69.40 64.56 
PE3393-48 48" ‘84.25 78.35 72.46 67.40 
PE3393-60 60" 87.85 81.70 75.55 70.28 
PE3393-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
- PE34197-12 12" $73.40 $68.26 $63.12 $58.72 
PE34197-24 24" 77.00 71.61 66.22 61.60 
PE34197-36 36" 80.70 75.05 69.40 64.56 
PE34197-48 48" 84.25 78.35 72.46 67.40 
PE34197-60 60" 87.85 81.70 75.55 70.28 
PE34197-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-020SR (.020” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34204-12 12" $136.20 $126.67 $117.13 $108.96 
PE34204-24 24" 143.45 133.41 123.37 114.76 
PE34204-36 36" 150.70 140.15 129.60 120.56 
PE34204-48 48" 157.90 146.85 135.79 126.32 
PE34204-60 60" 165.15 153.59 142.03 132.12 
PE34204-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3822-12 igo $34.95 $32.50 $30.06 $27.96 
PE3822-24 24" 38.55 35.85 33.15 30.84 
PE3822-36 36" 42.20 39.25 36.29 33.76 
PE3822-48 48" 45.75 42.55 39.35 36.60 
PE3822-60 60" 49.35 45.90 42.44 39.48 
PE3822-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34199-12 128 $38.90 $36.18 $33.45 $31.12 
PE34199-24 24" 42.60 39.62 36.64 34.08 
PE34199-36 36" 46.15 42.92 39.69 36.92 
PE34199-48 48" 49.80 46.31 42.83 39.84 
PE34199-60 60" 53.45 49.71 45.97 42.76 
PE34199-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3958-12 i2? $38.90 $36.18 $33.45 $31:12 
PE3958-24 24" 42.60 39.62 36.64 34.08 
PE3958-36 36" 46.15 42.92 39.69 36.92 
PE3958-48 48" 49.80 46.31 42.83 39.84 
PE3958-60 60" 53.45 49.71 45.97 42.76 
PE3958-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34220-12 12" $136.20 $126.67 $117.13 $108.96 
PE34220-24 24" 143.45 133.41 123.37 114.76 
PE34220-36 36" 150.70 140.15 129.60 120.56 
PE34220-48 48" 157.90 146.85 135.79 126.32 
PE34220-60 60" 165.15 153.59 142.03 132.12 
PE34220-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34200-12 12" $149.45 $138.99 $128.53 $119.56 
PE34200-24 24" 156.65 145.68 134.72 125.32 
PE34200-36 36" 163.95 152.47 141.00 131.16 
PE34200-48 48" 171.15 159.17 147.19 136.92 
PE34200-60 60" 178.40 165.91 153.42 142.72 
PE34200-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34202-12 12" $149.45 $138.99 $128.53 $119.56 
PE34202-24 24" 156.65 145.68 134.72 125.32 
PE34202-36 36" 163.95 152.47 141.00 131.16 
PE34202-48 48" 171.15 159.17 147.19 136.92 
PE34202-60 60" 178.40 165.91 153.42 142.72 
PE34202-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length __ 1-24 25-49 50-99 100 + 
PE34206-12 12" $107.90 $100.35 $92.79 $86.32 
PE34206-24 24" 111.50 103.70 95.89 89.20 
PE34206-36 36" 115.10 107.04 98.99 92.08 
PE34206-48 48" 118.80 110.48 102.17 95.04 
PE34206-60 60" 122.35 113.79 105.22 97.88 
PE34206-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3655-12 12" $45.30 $42.13 $38.96 $36.24 
PE3655-24 24" 45.65 42.45 39.26 36.52 
PE3655-36 36" 46.10 42.87 39.65 36.88 
PE3655-48 48" 46.55 43.29 40.03 37.24 
PE3655-60 60" 46.95 43.66 40.38 37.56 
PE3655-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3380-12 12" $63.80 $59.33 $54.87 $51.04 
PE3380-24 24" 64.30 59.80 55.30 51.44 
PE3380-36 36" 64.65 60.12 55.60 51.72 
PE3380-48 48" 65.10 60.54 55.99 52.08 
PE3380-60 60" 65.45 60.87 56.29 52.36 
PE3380-XX Any Same-Day Shipment / Call for Pricing 

93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3444-12 12" $63.80 $59.33 $54.87 $51.04 
PE3444-24 24" 64.30 59.80 55.30 51.44 
PE3444-36 36" 64.65 60.12 55.60 51.72 
PE3444-48 48" 65.10 60.54 55.99 52.08 
PE3444-60 60" 65.45 60.87 56.29 52.36 
PE3444-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3514-12 12" $49.05 $45.62 $42.18 $39.24 
PE3514-24 24" 51.70 48.08 44.46 41.36 
PE3514-36 36" 54.35 50.55 46.74 43.48 
PE3514-48 48" 57.00 53.01 49.02 45.60 
PE3514-60 60" 59.65 55.47 51.30 47.72 
PE3514-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length _ 1-24 25-49 50-99 100 + 
PE3775-12 12" $45.30 $42.13 $38.96 $36.24 
PE3775-24 24" 45.65 42.45 39.26 36.52 
PE3775-36 36" 46.10 42.87 39.65 36.88 
PE3775-48 48" 46.55 43.29 40.03 37.24 
PE3775-60 60" 46.95 43.66 40.38 37.56 
PE3775-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3876-12 12? $62.80 $58.40 $54.01 $50.24 
PE3876-24 24" 63.75 59.29 54.83 51.00 
PE3876-36 36" 64.70 60.17 55.64 51.76 
PE3876-48 48" 65.70 61.10 56.50 52.56 
PE3876-60 60" 66.65 61.98 57.32 B2s32 
PE3876-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3858-12 12" $45.55 $42.36 $39.17 $36.44 
PE3858-24 24" 46.55 43.29 40.03 37.24 
PE3858-36 36" 47.50 44.18 40.85 38.00 
PE3858-48 48" 48.50 45.11 41.71 38.80 
PE3858-60 60" 49.35 45.90 42.44 39.48 
PE3858-XX Any Same-Day Shipment / Call for Pricing 


95 OHM, RG180B/U COAX ( 
' Model No. Length 1-24 25-49 50-99 100 

PE3141-12 12? $47.00 $43.71 $40.42 $37 . 6( 
PE3141-24 24" 48.25 44.87 41.50 38.6 
PE3141-36 36" 49.35 45.90 42.44 39.48 
PE3141-48 48" 50.60 47.06 43.52 40.4 
PE3141-60 60" 51.80 48.17 44.55 41.44 
PE3141-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG188A/U COAX . 
Model No. Length 1-24 25-49 50-99 100.4 
PE3511-12 12" $45.55 $42.36 $39.17 $36.44 
PE3511-24 24" 46.55 43.29 40.03 37.24 
PE3511-36 36" 47.50 44.18 40.85 38.00) 
PE3511-48 48" 48.50 45.11 41.71 38.80 
PE3511-60 60" 49.35 45.90 42.44 39.48 
PE3511-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3347-12 12" $48.95 $45.52 $42.10 $39.16 
PE3347-24 24" 51.30 47.71 44.12 41.04 
PE3347-36 36" 53.80 50.03 46.27 43.04 
PE3347-48 48" 56.15 52.22 48.29 44.92 
PE3347-60 60" 58.55 54.45 50.35 46.84 
PE3347-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3428-12 12" $45.70 $42.50 $39.30 $36.56 
PE3428-24 24" 47.05 43.76 40.46 37.64 

PE3428-36 36" 48.45 45.06 41.67 38.76 
PE3428-48 48" 49.75 46.27 42.79 39.80. 
PE3428-60 60" 51.00 47.43 43.86 40.80. 
PE3428-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 

PE3515-12 12" $45.55 $42.36 $39.17 $36.44 

PE3515-24 24" 46.55 43.29 40.03 37.24) 
PE3515-36 36" 47.50 44.18 40.85 38.00, 
PE3515-48 48" 48.50 45.11 41.71 38.80) 
PE3515-60 60" 49.35 45.90 42.44 39.48 

PE3515-XX Any 


Same-Day Shipment / Call for Pricing | 
| 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED | 


Model No. Length 1-24 25-49 50-99 100 + 
PE3987-12 12" $48.95 $45.52 $42.10 $39.16 
PE3987-24 24" 51.30 47.71 44.12 41.04 
PE3987-36 36" 53.80 50.03 46.27 43.04 
PE3987-48 48" 56.15 52.22 48.29 44.92 
PE3987-60 60" 58.55 54.45 50.35 46.84 
PE3987-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 +. 
PE3713-12 12" $49.05 $45.62 $42.18 $39.24 
PE3713-24 24" 51.70 48.08 44.46 41.36 
PE3713-36 36" 54.35 50.55 46.74 43.48 
PE3713-48 48" 57.00 53.01 49.02 45.60 
PE3713-60 60" 59.65 55.47 51.30 47.72 
PE3713-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


50 OHM, RG402/U (.141” BARE COPPER) 


50 OHM, RG405/U (.085” BARE COPPER) 


| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3819-12 12" $49.45 $45.99 $42.53 $39.56 PE3820-12 123 $50.85 $47.29 $43.73 $40.68 
| PE3819-24 24" 53.15 49.43 45.71 42.52 PE3820-24 24" 54.45 50.64 46.83 43.56 
' PE3819-36 36" 56.70 52.73 48.76 45.36 PE3820-36 36" 58.10 54.03 49.97 46.48 
 PE3819-48 48" 60.35 56.13 51.90 48.28 PE3820-48 48" 61.65 57.33 53.02 49.32 
| PE3819-60 60" 64.00 59.52 55.04 51.20 PE3820-60 60" 65.30 60.73 56.16 52.24 
| PE3819-XX Any Same-Day Shipment / Call for Pricing PE3820-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34208-12 12" $52.20 $48.55 $44.89 $41.76 PE34213-12 127 $54.85 $51.01 $47.17 $43.88 
| PE34208-24 24" 55.80 51.89 47.99 44.64 PE34213-24 24" 58.45 54.36 50.27 46.76 
PE34208-36 36" 59.40 55.24 51.08 47.52 PE34213-36 36" 62.00 57.66 53.32 49.60 
| PE34208-48 48" 63.05 58.64 54.22 50.44 PE34213-48 48" 65.70 61.10 56.50 52.56 
PE34208-60 60" 66.65 61.98 57.32 53.32 PE34213-60 60" 69.30 64.45 59.60 55.44 
PE34208-XX Any Same-Day Shipment / Call for Pricing PE34213-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


| Model No. ———iLength=——“§$= (#sa1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3417-12 iz $52.20 $48.55 $44.89 $41.76 PE3646-12 127 $54.85 $51.01 $47.17 $43.88 
| PE3417-24 24" 55.80 51.89 47.99 44.64 PE3646-24 24" 58.45 54.36 50.27 46.76 
| PE3417-36 36" 59.40 55.24 51.08 47.52 PE3646-36 36" 62.00 57.66 53.32 49.60 
| PE3417-48 48" 63.05 58.64 54.22 50.44 PE3646-48 48" 65.70 61.10 56.50 52.56 
| PE3417-60 60" 66.65 61.98 57.32 53.32 PE3646-60 60" 69.30 64.45 59.60 55.44 
| PE3417-XX Any Same-Day Shipment / Call for Pricing PE3646-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3147-12 12" $81.35 $75.66 $69.96 $65.08 PE34223-12 127 $159.55 $148.38 $137.21 $127.64 
| PE3147-24 24" 85.00 79.05 73.10 68.00 PE34223-24 24" 166.60 154.94 143.28 133.28 
| PE3147-36 36" 88.60 82.40 76.20 70.88 PE34223-36 36" 173.65 161.49 149.34 138.92 
| PE3147-48 48" 92.20 85.75 79.29 73.76 PE34223-48 48" 180.80 168.14 155.49 144.64 
PE3147-60 60" 95.90 89.19 82.47 76.72 PE34223-60 60" 187.85 174.70 161.55 150.28 
| PE3147-XX Any Same-Day Shipment / Call for Pricing PE34223-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


_ Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3259-12 12F $89.30 $83.05 $76.80 $71.44 PE34215-12 12? $186.35 $173.31 $160.26 $149.08 
| PE3259-24 24" 92.90 86.40 79.89 74.32 PE34215-24 24" 194.10 180.51 166.93 155.28 
| PE3259-36 36" 96.60 89.84 83.08 77.28 PE34215-36 36" 201.70 187.58 173.46 161.36 
| PE3259-48 48" 100.15 93.14 86.13 80.12 PE34215-48 48" 209.30 194.65 180.00 167.44 
PE3259-60 60" 103.80 96.53 89.27 83.04 PE34215-60 60" 216.90 201.72 186.53 173.52 
| PE3259-XX Any Same-Day Shipment / Call for Pricing PE34215-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34209-12 12" $89.30 $83.05 $76.80 $71.44 PE34217-12 12" $186.35 $173.31 $160.26 $149.08 
| PE34209-24 24" 92.90 86.40 79.89 74.32 PE34217-24 24" 194.10 180.51 166.93 155.28 
_ PE34209-36 36" 96.60 89.84 83.08 77.28 PE34217-36 36" 201.70 187.58 173.46 161.36 
| PE34209-48 48" 100.15 93.14 86.13 80.12 PE34217-48 48" 209.30 194.65 180.00 167.44 
| PE34209-60 60" 103.80 96.53 89.27 83.04 PE34217-60 60" 216.90 201.72 186.53 173.52 
| PE34209-XX Any Same-Day Shipment / Call for Pricing PE34217-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34211-12 12" $162.75 $151.36 $139.97 $130.20 PE34219-12 12" $134.45 $125.04 $115.63 $107.56 
| PE34211-24 24" 169.95 158.05 146.16 135.96 PE34219-24 24" 138.00 128.34 118.68 110.40 
- PE34211-36 36" 177.10 164.70 152.31 141.68 PE34219-36 36" 141.70 131.78 121.86 113.36 
| PE34211-48 48" 184.40 171.49 158.58 147.52 PE34219-48 48" 145.30 135.13 124.96 116.24 
- PE34211-60 60" 191.60 178.19 164.78 153.28 PE34219-60 60" 148.85 138.43 128.01 119.08 
_PE34211-XX Any Same-Day Shipment / Call for Pricing PE34219-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Free Ground Freight 
|| Same-Day Shipping 


All Products Available Online! www.pasternack.com 61 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


SMA MALE TO SMA FEMALE 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + ' Model No. Length 1-24 25-49 50-99 100 + 
PE3093-12 i2Ze $49.35 $45.90 $42.44 $39.48 PE3102-12 12 $42.95 $39.94 $36.94 $34.36 
PE3093-24 24" 50.20 46.69 43.17 40.16 PE3102-24 24" 43.85 40.78 37071 35.08 
PE3093-36 36" 50.85 47.29 43.73 40.68 PE3102-36 36" 44.90 41.76 38.61 35.92, 
PE3093-48 48" 51.55 47.94 44.33 41.24 PE3102-48 48" 45.75 42.55 39.35 36.60 
PE3093-60 60" 52.35 48.69 45.02 41.88 PE3102-60 60" 46.80 43.52 40.25 37.44 
ae PE3093-XX Any Same-Day Shipment / Call for Pricing PE3102-XX Any Same-Day Shipment / Call for Pricing 
is 
ro) Ly 50 OHM, RG58C/U COAX 50 OHM, RG188A/U COAX 
35 Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
aa §=6PE3078-12 12" $42.65 $39.66 $36.68 $34.12 PE3706-12 12" $42.95 $39.94 $36.94 $34.36 
© PE3078-24 24" 43.10 40.08 37.07 34.48 PE3706-24 24" 43.85 40.78 37.71 35.08 
A) PE3078-36 36" 43.45 40.41 37.37 34.76 PE3706-36 36" 44.90 41.76 38.61 35.92 
PE3078-48 48" 43.85 40.78 37.71 35.08 PE3706-48 48" 45.75 42.55 39.35 36.60 
PE3078-60 60" 44.25 41.15 38.06 35.40 PE3706-60 60" 46.80 43.52 40.25 37.44 
PE3078-XX Any Same-Day Shipment / Call for Pricing PE3706-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3333-12 12" $57.20 $53.20 $49.19 $45.76 PE3697-12 12" $43.15 $40.13 $37.11 $34.52 
PE3333-24 24" 57.65 53.61 49.58 46.12 PE3697-24 24" 44.40 41.29 38.18 35.52 
PE3333-36 36" 58.05 53.99 49.92 46.44 PE3697-36 36" 45.70 42.50 39.30 36.56. 
PE3333-48 48" 58.40 54.31 50.22 46.72 PE3697-48 48" 47.05 43.76 40.46 37.64 
PE3333-60 60" 58.90 54.78 50.65 47.12 PE3697-60 60" 48.45 45.06 41.67 38.76 
PE3333-XX Any Same-Day Shipment / Call for Pricing PE3697-XX Any Same-Day Shipment / Call for Pricing. 
93 OHM, RG62A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3405-12 12" $57.20 $53.20 $49.19 $45.76 PE3832-12 12" $42.95 $39.94 $36.94 $34.36. 
PE3405-24 24" 57.65 53.61 49.58 46.12 PE3832-24 24" 43.85 40.78 ry eras 35.08 
PE3405-36 36" 58.05 53.99 49.92 46.44 PE3832-36 36" 44.90 41.76 38.61 35.92. 
PE3405-48 48" 58.40 54.31 50.22 46.72 PE3832-48 48" 45.75 42.55 39.35 36.60 
PE3405-60 60" 58.90" 54.78 50.65 47.12 PE3832-60 60" 46.80 43.52 40.25 37.44. 
PE3405-XX Any Same-Day Shipment / Call for Pricing PE3832-XX Any Same-Day Shipment / Call for Pricing | 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3611-12 12" $46.35 $43.11 $39.86 $37.08 PE3171-12 12? $46.25 $43.01 $39.78 $37.00 
PE3611-24 24" 49.05 45.62 42.18 39.24 PE3171-24 24" 48.70 45.29 41.88 38.96 
PE3611-36 36" 51.70 48.08 44.46 41.36 PE3171-36 36" 51.05 47.48 43.90 40.84. 
PE3611-48 48" 54.35 50.55 46.74 43.48 PE3171-48 48" 53.55 49.80 46.05 42.84 
PE3611-60 60" 57.00 53.01 49.02 45.60 PE3171-60 60" 55.90 51.99 48.07 44.72 
PE3611-XX Any Same-Day Shipment / Call for Pricing PE3171-XX Any Same-Day Shipment / Call for Pricing 
) 
50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3715-12 12" $42.60 $39.62 $36.64 $34.08 PE3864-12 12? $46.35 $43.11 $39.86 $37.08 
PE3715-24 24" 42.85 39.85 36.85 34.28 PE3864-24 24" 49.05 45.62 42.18 39.24 
PE3715-36 36" 43.15 40.13 Vag i 34.52 PE3864-36 36" 51.70 48.08 44.46 41.36 
PE3715-48 48" 43.35 40.32 37.28 34.68 PE3864-48 48" 54.35 50.55 46.74 43.48 
PE3715-60 60" 43.60 40.55 37.50 34.88 PE3864-60 60" 57.00 53.01 49.02 45.60 
PE3715-XX Any Same-Day Shipment / Call for Pricing PE3864-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3056-12 12" $58.85 $54.73 $50.61 $47.08 PE3160-12 12" $60.15 $55.94 $51.73 $48.12 
PE3056-24 24" 59.75 55.57 51.39 47.80 PE3160-24 24" 63.75 59.29 54.83 51.00 
PE3056-36 36" 60.80 56.54 52.29 48.64 PE3160-36 36" 67.30 62.59 57.88 © 53.84 
PE3056-48 48" 61.65 57735 53.02 49.32 PE3160-48 48" 71.00 66.03 61.06 56.80 
PE3056-60 60" 62.70 58.31 53.92 50.16 PE3160-60 60" 74.60 69.38 64.16 59.68 
PE3056-XX Any Same-Day Shipment / Call for Pricing PE3160-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
Ree EET Eee 


62 All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA FEMALE 


ES ae 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3823-12 12” $29.65 $27.57 $25.50 $23.72 
PE3823-24 24" 33.25 30.92 28.60 26.60 
PE3823-36 36" 36.85 34.27 31.69 29.48 
PE3823-48 48" 40.45 37.62 34.79 32.36 
PE3823-60 60" 44.05 40.97 37 .88 35.24 
PE3823-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34235-12 12" $33.60 $31.25 $28.90 $26.88 
PE34235-24 24" 37.30 34.69 32.08 29.84 
PE34235-36 36" 40.85 37.99 35.13 32.68 
PE34235-48 : 48" 44.45 41.34 38.23 35.56 
PE34235-60 60" 48.10 44.73 41.37 38.48 
PE34235-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3443-12 127 $33.60 $31.25 $28.90 $26.88 
PE3443-24 24" 37.30 34.69 32.08 29.84 
PE3443-36 36" 40.85 37.99 35.13 32.68 
PE3443-48 lad tg 44.45 41.34 38.23 35.56 
PE3443-60 60" 48.10 44.73 41.37 38.48 
PE3443-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3188-12 12" $52.20 $48.55 $44.89 $41.76 
PE3188-24 24" 55.80 51.89 47.99 44.64 
PE3188-36 36" 59.40 55.24 51.08 47.52 
PE3188-48 48" 63.05 58.64 54.22 50.44 
PE3188-60 60" 66.65 61.98 57 .32 53.32 
PE3188-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3253-12 12" $54.85 $51.01 $47.17 $43.88 
PE3253-24 24" 58.45 54.36 50.27 46.76 
PE3253-36 36" 62.00 57.66 53.32 49.60 
| PE3253-48 48" 65.70 61.10 56.50 52.56 
PE3253-60 60" 69.30 64.45 59.60 55.44 
| PE3253-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34228-12 12% $54.85 $51.01 $47.17 $43.88 
PE34228-24 24" 58.45 54.36 50.27 46.76 
_ PE34228-36 36" 62.00 57 .66 53.32 49.60 
PE34228-48 48" 65.70 61.10 56.50 52.56 
PE34228-60 60" 69.30 64.45 59.60 55.44 
PE34228-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-020SR (.020” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34224-12 12" $116.25 $108.11 $99.98 $93.00 
PE34224-24 24" 123.60 114.95 106.30 98.88 
PE34224-36 36" 130.80 121.64 112.49 104.64 
PE34224-48 48" 138.00 128.34 118.68 110.40 
PE34224-60 60" 145.30 135.13 124.96 116.24 
PE34224-XX Any Same-Day Shipment / Call for Pricing 


Same-Day Shipping 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3824-12 12" $31.00 $28.83 $26.66 $24.80 
PE3824-24 24" 34.60 32.18 29.76 27.68 
PE3824-36 36" 38.20 Sse 32.85 30.56 
PE3824-48 48" 41.80 38.87 35.95 33.44 
PE3824-60 60" 45.40 42.22 39.04 36.32 
PE3824-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34237-12 ize $34.95 $32.50 $30.06 $27.96 
PE34237-24 24" 38.55 35.85 33.15 30.84 
PE34237-36 36" 42.20 39.25 36.29 33.76 
PE34237-48 48" 45.75 42.55 39.35 36.60 
PE34237-60 60" 49.35 45.90 42.44 39.48 
PE34237-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3651-12 12? $34.95 $32.50 $30.06 $27.96 
PE3651-24 24" 38.55 35.85 33.15 30.84 
PE3651-36 36" 42.20 39.25 36.29 33.76 
PE3651-48 48" 45.75 42.55 39.35 36.60 
PE3651-60 60" 49.35 45.90 42.44 39.48 
PE3651-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE33896-12 12% $122.95 $114.34 $105.74 $98.36 
PE33896-24 24" 130.15 121.04 111.93 104.12 
PE33896-36 36" 37-35 127.74 118.12 109.88 
PE33896-48 48" 144.65 134.52 124.40 115.72 
PE33896-60 60" 151.90 141.27 130.63 121.52 
PE33896-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34230-12 12" $129.60 $120.53 $111.46 $103.68 
PE34230-24 24" 136.80 127.22 117.65 109.44 
PE34230-36 36" 144.00 133.92 123.84 115.20 
PE34230-48 48" 151.25 140.66 130.08 121.00 
PE34230-60 60" 158.50 147.41 136.31 126.80 
PE34230-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34233-12 12" $129.60 $120.53 $111.46 $103.68 
PE34233-24 24" 136.80 127.22 117.65 109.44 
PE34233-36 36" 144.00 133.92 123.84 115.20 
PE34233-48 48" 151.25 140.66 130.08 121.00 
PE34233-60 60" 158.50 147.41 136.31 126.80 
PE34233-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34226-12 125 $94.55 $87.93 $81.31 $75.64 
PE34226-24 24" 98.25 91.37 84.50 78.60 
PE34226-36 36" 101.85 94.72 87.59 81.48 
PE34226-48 48" 105.40 98.02 90.64 84.32 
PE34226-60 60" 109.05 101.42 93.78 87.24 
PE34226-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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SMA MALE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 


953.9 OHM, RGS5B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3940-12 ZF $52.10 $48.45 $44.81 $41.68 
PE3940-24 24" 52.80 49.10 45.41 42.24 
PE3940-36 36" 53.55 49.80 46.05 42.84 
PE3940-48 48" 54.25 50.45 46.66 43.40 
PE3940-60 60" 54.95 51.10 47.26 43.96 
PE3940-XX Any Same-Day Shipment / Call for Pricing 
Ty 50 OHM, RG58C/U COAX 
\—m Model No. Length 1-24 25-49 50-99 100 + 
fa-¥e §=6PE3956-12 12% $45.30 $42.13 $38.96 $36.24 
PE3956-24 24" 45.65 42.45 39.26 36.52 
PE3956-36 36" 46.10 42.87 39.65 36.88 
PE3956-48 48" 46.55 43.29 40.03 37.24 
PE3956-60 60" 46.95 43.66 . 40.38 37.56 
PE3956-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3871-12 a2 $63.80 $59.33 $54.87 $51.04 
PE3871-24 24" 64.30 59.80 55.30 51.44 
PE3871-36 36" 64.65 60.12 55.60 51.72 
PE3871-48 48" 65.10 60.54 55.99 52.08 
PE3871-60 60" 65.45 60.87 56.29 52.36 
PE3871-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3806-12 12" $63.80 $59.33 $54.87 $51.04 
PE3806-24 24" 64.30 59.80 55.30 51.44 
PE3806-36 36%) pe 64.65 60.12 55.60 51.72 
PE3806-48 48" 65.10 60.54 55.99 52.08 
PE3806-60 60" 65.45 60.87 56.29 52.36 
PE3806-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX | 
‘ Model No. Length 1-24 25-49 50-99 100 + 

PE3967-12 12" $45.55 $42.36 $39.17 $36.44 
PE3967-24 24" 46.55 43.29 40.03 37.24, 
PE3967-36 36" 47.50 44.18 40.85 38.00) 
PE3967-48 48" 48.50 45.11 41.71 38.80 
PE3967-60 60" 49.35 45.90 42.44 39.48 
PE3967-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG188A/U COAX 
Model No. _Length 1-24 25-49 50-99 100 + 
PE3051-12 12" $45.55 $42.36 $39.17 $36.44 
PE3051-24 24" 46.55 43.29 40.03 37.24 
PE3051-36 36" 47.50 44.18 40.85 38.00 
PE3051-48 48" 48.50 45.11 41.71 38.80 
PE3051-60 60" 49.35 45.90 42.44 39.48 
PE3051-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 

Model No. Length 1-24 25-49 50-99 100 + 
PE3553-12 122 $45.70 $42.50 $39.30 $36.56. 
PE3553-24 24" 47.05 43.76 40.46 37.64 
PE3553-36 36" 48.45 45.06 41.67 38.76. 
PE3553-48 48" 49.75  . 46.27 42.79 39.80. 
PE3553-60 60" 51.00 47.43 43.86 40.80 
PE3553-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3835-12 12°. $45.55 $42.36 $39.17 $36.44 
PE3835-24 24" 46.55 43.29 40.03 37.24 
PE3835-36 36" 47.50 44.18 40.85 38.00 
PE3835-48 48" 48.50 45.11 41.71 38.80 
PE3835-60 60" 49.35 45.90 42.44 39.48 
PE3835-XX Any 


Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 90 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3494-12 122 $49.05 $45.62 $42.18 $39.24 PE3973-12 12" $48.95 $45.52 $42.10 $39.16 
PE3494-24 24" 51.70 48.08 44.46 41.36 PE3973-24 24" 51.30 47.71 44.12 41.04 
PE3494-36 36" 54.35 50.55 46.74 43.48 PE3973-36 36" 53.80 50.03 46.27 43.04 
PE3494-48 48" 57.00 53.01 49.02 45.60 PE3973-48 48" 56.15 52.22 48.29 44.92 
PE3494-60 60" 59.65 55.47 51.30 47.72 PE3973-60 60" 58.55 54.45 50.35 46.84 
PE3494-XX Any Same-Day Shipment / Call for Pricing PE3973-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3184-12 12h $45.20 $42.04 $38.87 $36.16 PE3924-12 12" $49.05 $45.62 $42.18 $39.24 
PE3184-24 24" 45.45 42.27 39.09 36.36 PE3924-24 24" 51.70 48.08 44.46 41.36 
PE3184-36 36" 45.70 42.50 39.30 36.56 PE3924-36 36" 54.35 50.55 46.74 43.48 
PE3184-48 48" 46.00 42.78 39.56 36.80 PE3924-48 48" 57.00 53.01 49.02 45.60 
PE3184-60 60" 46.25 43.01 39.78 37.00 PE3924-60 60" 59.65 55.47 51.30 47.72 
PE3184-XX Any Same-Day Shipment / Call for Pricing PE3924-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3959-12 12" $62.80 $58.40 $54.01 $50.24 PE3799-12 12" $64.15 $59.66 $55.17 $51.32 
PE3959-24 24" 63.75 59.29 54.83 51.00 PE3799-24 24" 67.80 63.05 58.31 54.24 
PE3959-36 36" 64.70 60.17 55.64 51.76 PE3799-36 36" 71.40 66.40 61.40 57.12 
PE3959-48 48" 65.70 61.10 56.50 52.56 PE3799-48 48" 75.00 69.75 64.50 60.00 
PE3959-60 60" 66.65 61.98 57.32 53.32 PE3799-60 60" 78.60 73.10 67.60 62.88 
PE3959-XX Any Same-Day Shipment / Call for Pricing PE3799-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 


64 ~—= All Products Available Online! www.pasternack.com 
Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Model No. Length 
PE3825-12 12" 
PE3825-24 24" 
PE3825-36 36" 
PE3825-48 48" 
PE3825-60 60" 
PE3825-XX Any 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 


50 OHM, RG402/U (.141” BARE COPPER) 


1-24 25-49 50-99 100 + 
$37.60 $34.97 $32.34 $30.08 
41.25 38.36 35.48 33.00 
44.90 41.76 38.61 35.92 
48.50 45.11 41.71 38.80 
52.10 48.45 44.81 41.68 


Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34252-12 12" $40.25 $37.43 $34.62 $32.20 
PE34252-24 24" 43.85 40.78 37.71 35.08 
PE34252-36 36" 47.50 44.18 40.85 38.00 
PE34252-48 48" 51.05 47.48 43.90 40.84 
PE34252-60 60" 54.65 50.82 47.00 43.72 
PE34252-XX Any Same-Day Shipment / Call for Pricing 


Model No. 
PE3826-12 
PE3826-24 
PE3826-36 
PE3826-48 
PE3826-60 
PE3826-XX 


50 OHM, RG405/U (.085” BARE COPPER) 


Length 1-24 25-49 50-99 100 + 
12" $38.90 $36.18 $33.45 $31.12 
24" 42.60 39.62 36.64 34.08 
36" 46.15 42.92 39.69 36.92 
48" 49.80 46.31 42.83 39.84 
60" 53.45 49.71 45.97 42.76 
Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34254-12 128 $41.60 $38.69 $35.78 $33.28 
PE34254-24 24" 45.20 42.04 38.87 36.16 
PE34254-36 36" 48.80 45.38 41.97 39.04 
PE34254-48 48" 52.50 48.83 45.15 42.00 
PE34254-60 60" 56.05 52.13 48.20 44.84 
PE34254-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100+ 
PE3468-12 12" $40.25 $37.43 $34.62 $32.20 
PE3468-24 24" 43.85 40.78 37.71 35.08 
PE3468-36 36" 47.50 44.18 40.85 38.00 
PE3468-48 ~ =6«AST 51.05 47.48 43.90 40.84 
PE3468-60 60" 54.65 50.82 47.00 43.72 
PE3468-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3531-12 12" $60.15 $55.94 $51.73 $48.12 
PE3531-24 24" 63.75 59.29 54.83 51.00 
PE3531-36 36" 67.30 62.59 57.88 53.84 
PE3531-48 48" 71.00 66.03 61.06 56.80 
PE3531-60 60" 74.60 69.38 64.16 59.68 
PE3531-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3382-12 128 $64.15 $59.66 $55.17 $51.32 
PE3382-24 24" 67.80 63.05 58.31 54.24 
| PE3382-36 36" 71.40 66.40 61.40 By i12 
| PE3382-48 48" 75.00 69.75 64.50 60.00 
PE3382-60 60" 78.60 73.10 67.60 62.88 
PE3382-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


| Model No. Length 1-24 25-49 50-99 100 + 
PE34245-12 12" $64.15 $59.66 $55.17 $51.32 
PE34245-24 24" 67.80 63.05 58.31 54.24 
PE34245-36 36" 71.40 66.40 61.40 57.12 
PE34245-48 48" 75.00 69.75 64.50 60.00 
PE34245-60 60" 78.60 73.10 67.60 62.88 
PE34245-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-020SR (.020” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34241-12 12" $129.60 $120.53 $111.46 $103.68 
PE34241-24 24" 136.80 127.22 117.65 109.44 
PE34241-36 36" 144.00 133.92 123.84 115.20 
PE34241-48 48" 151.25 140.66 130.08 121.00 
PE34241-60 60" 158.50 147.41 136.31 126.80 
PE34241-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3961-12 123 $41.60 $38.69 $35.78 $33.28 
PE3961-24 24" 45.20 42.04 38.87 36.16 
PE3961-36 36" 48.80 45.38 41.97 39.04 
PE3961-48 48" 52.50 48.83 45.15 42.00 
PE3961-60 60" 56.05 52.13 48.20 44.84 
PE3961-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34256-12 127 $136.20 $126.67 $117.13 $108.96 
PE34256-24 24" 143.45 133.41 123.37 114.76 
PE34256-36 36" 150.70 140.15 129.60 120.56 
PE34256-48 48" 157.90 146.85 135.79 126.32 
PE34256-60 60" 165.15 153.59 142.03 132.12 
PE34256-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34247-12 12" $142.85 $132.85 $122.85 $114.28 
PE34247-24 24" 150.05 139.55 129.04 120.04 
PE34247-36 36" 157.30 146.29 135.28 125.84 
PE34247-48 48" 164.55 153.03 141.51 131.64 
PE34247-60 60" 171.70 159.68 147.66 137.36 
PE34247-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34249-12 125 $142.85 $132.85 $122.85 $114.28 
PE34249-24 24" 150.05 139.55 129.04 120.04 
PE34249-36 36" 157.30 146.29 135.28 125.84 
PE34249-48 48" 164.55 153.03 141.51 131.64 
PE34249-60 60" 171.70 159.68 147 .66 137.36 
PE34249-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34243-12 125 $107.90 $100.35 $92.79 $86.32 
PE34243-24 24" 111.50 103.70 95.89 89.20 
PE34243-36 36" 115.10 107.04 98.99 92.08 
PE34243-48 48" 118.80 110.48 102.17 95.04 
PE34243-60 60" 122.35 113.79 105.22 97.88 
PE34243-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Phone: 949-261-1920 Fax: 949-261-7451 
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SMA MALE RIGHT ANGLE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3156-12 12" $45.30 $42.13 $38.96 $36.24 
PE3156-24 24" 45.65 42.45 39.26 36.52 
PE3156-36 36" 46.10 42.87 39.65 36.88 
PE3156-48 48" 46.55 43.29 40.03 37.24 
PE3156-60 60" 46.95 43.66 40.38 37.56 
PE3156-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34160-12 120 $63.80 $59.33 $54.87 $51.04 
PE34160-24 24" 64.30 59.80 55.30 51.44 
PE34160-36 36" 64.65 60.12 55.60 51.72 
PE34160-48 48" 65.10 60.54 55.99 52.08 
PE34160-60 60" 65.45 60.87 56.29 52.36 
PE34160-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3759-12 12" $49.05 $45.62 $42.18 $39.24 
PE3759-24 24" 51.70 48.08 44.46 41.36 
PE3759-36 36" 54.35 50.55 46.74 43.48 
PE3759-48 48" 57.00 53.01 49.02 45.60 
PE3759-60 60" 59.65 55.47 51.30 47.72 
PE3759-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3149-12 12% $45.20 $42.04 $38.87 $36.16 
PE3149-24 24" 45.45 42.27 39.09 36.36 
PE3149-36 36" 45.70 42.50 39.30 36.56 
PE3149-48 48" 46.00 42.78 39.56 36.80 
PE3149-60 60" 46.25 43.01 39.78 37.00 
PE3149-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3152-12 12" $62.80 $58.40 $54.01 $50.24 
PE3152-24 24" 63.75 59.29 54.83 51.00 
PE3152-36 36" 64.70 60.17 55.64 51.76 
PE3152-48 48" 65.70 61.10 56.50 52.56 
PE3152-60 60" 66.65 61.98 57.32 53.32 
PE3152-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 
PE34135-12 128 $45.55 $42.36 $39.17 $36.44 
PE34135-24 24" 46.55 43.29 40.03 37.24 
PE34135-36 36" 47.50 44.18 40.85 38.00 
PE34135-48 48" 48.50 45.11 41.71 38.80 
PE34135-60 60" 49.40 45.94 42.48 39.52 
PE34135-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3050-12 12% $45.55 $42.36 $39.17 $36.44 
PE3050-24 24" 46.55 43.29 40.03 37.24 
PE3050-36 36" 47.50 44.18 40.85 38.00 
PE3050-48 48" 48.50 45.11 41.71 38.80 
PE3050-60 60" 49.35 45.90 42.44 39.48 
PE3050-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


! 


| 


‘Model No. Length 1-24 25-49 50-99 100 + 
PE34179-12 12" $48.95 $45.52 $42.10 $39.16 
PE34179-24 24" 51.30 47.71 44.12 41.04 
PE34179-36 36" 53.80 50.03 46.27 43.04 
PE34179-48 48" 56.15 52.22 48.29 44.92 
PE34179-60 60" 58.55 54.45 50.35 46.84 
PE34179-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34141-12 12" $62.80 $58.40 $54.01 $50.24 
PE34141-24 24" 63.75 . 59.29 54.83 51.00 
PE34141-36 36" 64.70 60.17 55.64 51.76 
PE34141-48 48" 65.70 61.10 56.50 52.56 
PE34141-60 60" 66.65 61.98 S382 53.32 
PE34141-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3800-12 12" $45.70 $42.50 $39.30 $36.56 
PE3800-24 24" 47.05 43.76 40.46 37.64 
PE3800-36 36" 48.45 45.06 41.67 38.76 
PE3800-48 48" 49.75 46.27 42.79 39.80 
PE3800-60 60" 51.00 47.43 43.86 40.80 
PE3800-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3836-12 12" $45.55 $42.36 $39.17 $36.44 
PE3836-24 24" 46.55 43.29 40.03 37.24 
PE3836-36 36" 47.50 44.18 40.85 38.00 
PE3836-48 48" 48.50 45.11 41.71 38.80 
PE3836-60 60" 49.35 45.90 42.44 39.48 
PE3836-XX Any Same-Day Shipment / Call for Pricing 


Model No. Length 1-24 25-49 - 50-99 100 + 
PE34061-12 12g $48.95 $45.52 $42.10 $39.16 
PE34061-24 24" 51.30 47.71 44,12 41.04 
PE34061-36 36" 53.80 50.03 46.27 43.04 
PE34061-48 48" 56.15 52.22 48.29 44.92 
PE34061-60 60" 58.55 54.45 50.35 46.84 
PE34061-XX Any Same-Day Shipment / Call for Pricing) 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34192-12 12" $49.05 $45.62 $42.18 $39.24 
PE34192-24 24" 51.70 48.08 44.46 41.36 
PE34192-36 36" 54.35 50.55 46.74 43.48 
PE34192-48 48" 57.00 53.01 49.02 45.60 
PE34192-60 60" 59.65 55.47 51.30 47.72 
PE34192-XX Any Same-Day Shipment / Call for Pricing) 


50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33749-12 12" $81.35 $75.66 $69.96 $65.08 
PE33749-24 24" 85.00 79.05 73.10 68.00 
PE33749-36 36" 88.60 82.40 76.20 70.88 
PE33749-48 48" 92.20 85.75 79.29 73.76 
PE33749-60 60" 95.90 89.19 82.47 76.72 
PE33749-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


66 All Products Available Online! www.pasternack.com _ Free Ground Freighi 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE RIGHT ANGLE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3679-12 12" $49.45 $45.99 $42.53 $39.56 
PE3679-24 24" 53.15 49.43 45.71 42.52 
PE3679-36 36" 56.70 52.73 48.76 45.36 
PE3679-48 48" 60.35 56.13 51.90 48.28 
PE3679-60 60" 64.00 59.52 55.04 51.20 
PE3679-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34297-12 128 $52.20 $48.55 $44.89 $41.76 
PE34297-24 24" 55.80 51.89 47.99 44.64 
PE34297-36 36" 59.40 55.24 51.08 47.52 
PE34297-48 48" 63.05 58.64 54.22 50.44 
PE34297-66 60" 66.65 61.98 57.32 53.32 
PE34297-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34299-12 12° $52.20 $48.55 $44.89 $41.76 
PE34299-24 24" 55.80 51.89 47.99 44.64 
 PE34299-36 36" 59.40 55.24 51.08 47.52 
| PE34299-48 + ABe 63.05 58.64 54.22 50.44 
PE34299-60 ’ 60" 63.85 59.38 54.91 51.08 
PE34299-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


| Model No. Length 1-24 25-49 50-99 100 + 
PE34303-12 12" $81.35 $75.66 $69.96 $65.08 
PE34303-24 24" 85.00 79.05 73.10 68.00 
PE34303-36 36" 88.60 82.40 76.20 70.88 
PE34303-48 48" 92.20 85.75 79.29 73.76 
PE34303-60 60" 95.90 89.19 82.47 76.72 
PE34303-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34305-12 128 $89.30 $83.05 $76.80 $71.44 
PE34305-24 24" 92.90 86.40 79.89 74.32 
PE34305-36 36" 96.60 89.84 83.08 77.28 
PE34305-48 48" 100.15 93.14 86.13 80.12 
PE34305-60 60" 103.80 96.53 89.27 83.04 
_ PE34305-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34307-12 12" $89.30 $83.05 $76.80 $71.44 
| PE34307-24 24" 92.90 86.40 79.89 74.32 
| PE34307-36 36" 96.60 89.84 83.08 77.28 
| PE34307-48 48" 100.15 93.14 86.13 80.12 
PE34307-60 60" 103.80 96.53 89.27 83.04 
PE34307-XX Any Same-Day Shipment / Call for Pricing 


aaa 
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50 OHM, PE-020SR (.020” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34309-12 12? $162.75 $151.36 $139.97 $130.20 
PE34309-24 24" 169.95 158.05 146.16 135.96 
PE34309-36 36" 177.10 164.70 152.31 141.68 
PE34309-48 48" 184.40 171.49 158.58 147.52 
PE34309-60 60" 191.60 178.19 164.78 153.28 
PE34309-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3925-12 12" $46.35 $43.11 $39.86 $37.08 
PE3925-24 24" 54.45 50.64 46.83 43.56 
PE3925-36 36" 58.10 54.03 49.97 46.48 
PE3925-48 48" 61.65 57.33 53.02 49.32 
PE3925-60 60" 65.30 60.73 56.16 52.24 
PE3925-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34311-12 127 $54.85 $51.01 $47.17 $43.88 
PE34311-24 24" 58.45 54.36 50.27 46.76 
PE34311-36 36" 62.00 57.66 53.32 49.60 
PE34311-48 48" 65.70 61.10 56.50 52.56 
PE34311-60 60" 69.30 64.45 59.60 55.44 
PE34311-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34313-12 125 $54.85 $51.01 $47.17 $43.88 
PE34313-24 24" 58.45 54.36 50.27 46.76 
PE34313-36 36" 62.00 57.66 53.32 49.60 
PE34313-48 48" 65.70 61.10 56.50 52.56 
PE34313-60 60" 69.30 64.45 59.60 55.44 
PE34313-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34315-12 127 $162.75 $151.36 $139.97 $130.20 
PE34315-24 24" 169.95 158.05 146.16 135.96 
PE34315-36 36" 177.10 164.70 152.31 141.68 
PE34315-48 48" 184.40 171.49 158.58 147.52 
PE34315-60 60" 191.60 178.19 164.78 153.28 
PE34315-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34317-12 128 $176.00 $163.68 $151.36 $140.80 
PE34317-24 24" 183.30 170.47 157.64 146.64 
PE34317-36 36" 190.50 177.17 163.83 152.40 
PE34317-48 48" 197.70 183.86 170.02 158.16 
PE34317-60 60" 204.85 190.51 176.17 163.88 
PE34317-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34319-12 125 $176.00 $163.68 $151.36 $140.80 
PE34319-24 24" 183.30 170.47 157.64 146.64 
PE34319-36 36" 190.50 177.17 163.83 152.40 
PE34319-48 48" 197.70 183.86 170.02 158.16 
PE34319-60 60" 204.85 190.51 176.17 163.88 
PE34319-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34321-12 12k $134.45 $125.04 $115.63 $107.56 
PE34321-24 24" 138.00 128.34 118.68 110.40 
PE34321-36 36" 141.70 131.78 121.86 113.36 
PE34321-48 48" 145.30 135,13 124.96 116.24 
PE34321-60 60" 148.85 138.43 128.01 119.08 
PE34321-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


‘Free Ground Freight jl Products Available Online! www.pasternack.com 


Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA FEMALE TO SMA FEMALE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3931-12 12%, $30.75 $28.60 $26.45 $24.60 
PE3931-24 24" 34.35 31.95 29.54 27.48 
PE3931-36 36" 38.00 35.34 32.68 30.40 
PE3931-48 48" 41.60 38.69 35.78 33.28 
PE3931-60 60" 45.20 42.04 38.87 36.16 
PE3931-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34836-12 12" $34.70 $32.27 $29.84 $27.76 
PE34836-24 24" 38.30 35.62 32.94 30.64 
PE34836-36 36" 41.90 38.97 36.03 33.52 
PE34836-48 48” 45.55 42.36 39.17 36.44 
PE34836-60 60" 49.15 45.71 42.27 39.32 
PE34836-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. __Length 1-24 25-49 50-99 100 + 
PE33964-12 12° $34.70 $32.27 $29.84 $27.76 
PE33964-24 24" 38.30 35.62 32.94 30.64 
PE33964-36 36" 41.90 38.97 36.03 33.52 
PE33964-48 48" 45.55 42.36 39.17 36.44 
PE33964-60 60" 49.15 45.71 42.27 39.32 
PE33964-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3758-12 12" $54.85 $51.01 $47.17 $43.88 
PE3758-24 24" 58.45 54.36 50.27 46.76 
PE3758-36 36" 62.00 57.66 53.32 49.60 
PE3758-48 48" 65.70 61.10 56.50 52.56 
PE3758-60 60" 69.30 64.45 59.60 55.44 
PE3758-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34835-12 12% $57.55 $53.52 $49.49 $46.04 
PE34835-24 24" 61.10 56.82 52.55 48.88 
PE34835-36 36" 64.70 60.17 55.64 51.76 
PE34835-48 48" 68.40 63.61 58.82 54.72 
PE34835-60 60" 71.95 66.91 61.88 57.56 
PE34835-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34833-12 12 $57.55 $53.52 $49.49 $46.04 
PE34833-24 24" 61.10 56.82 52.55 48.88 
PE34833-36 36" 64.70 60.17 55.64 51.76 
PE34833-48 48" 68.49 63.61 58.82 54.72 
PE34833-60 60" 71.95 66.91 61.88 57.56 
PE34833-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-020SR (.020” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34917-12 12" $124.20 $115.51 $106.81 $99.36 
PE34917-24 24" 131.40 122.20 113.00 105.12 
PE34917-36 36" 138.55 128.85 119.15 110.84 
PE34917-48 48" 145.85 135.64 125.43 116.68 
PE34917-60 60" 153.05 142.34 131.62 122.44 
PE34917-XX Any Same-Day Shipment / Call for Pricing 


een nn nnn nnn nnn nnn eens 
**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


50 OHM, RG405/U (.085” BARE COPPER) | 


Model No. Length 1-24 25-49 50-99 100 4 
PE3109-12 12" $32.00 $29.76 $27.52 $25.60. 
PE3109-24 24" 35.60 33.11 30.62 28.48 
PE3109-36 36" 39.15 36.41 33.67 31.32 
PE3109-48 48" 42.80 39.80 36.81 34.24 
PE3109-60 60" 46.35 43.11 39.86 37.08 
PE3109-XxX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34834-12 12" $35.95 $33.43 $30.92 $28.76 
PE34834-24 24" 39.50 36.74 33.97 31.60 
PE34834-36 36" 43.20 40.18 37.15 34.56 
PE34834-48 48" 46.80 43.52 40.25 37.44 
PE34834-60 60" 50.40 46.87 43.34 40.32 
PE34834-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34292-12 12" $35.95 $33.43 $30.92 $28.76 
PE34292-24 24" 39.50 36.74 33.97 31.60. 
PE34292-36 36" 43.20 40.18 37.15 34.56 
PE34292-48 48" 46.80 43.52 40.25 37.44 
PE34292-60 60" 50.40 46.87 43.34 40.32 
PE34292-XX Any Same-Day Shipment / Call for Pricing, 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. ___ Length 1-24 25-49 50-99 100 + 
PE3521-12 12" $136.20 $126.67 $117.13 $108.96. 
PE3521-24 24" 143.45 133.41 123.37 eae 
PE3521-36 36" 150.70 140.15 129.60 120.56. 
PE3521-48 48" 157.90 146.85 135.79 126.32) 
PE3521-60 60" 165.15 153.59 142.03 132.12) 
PE3521-XX Any 


Same-Day Shipment / Call for Pricing — 
i 
50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


4 
| 
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Model No. Length 1-24 25-49 50-99 100 +. 
PE3524-12 12? $142.25 $132.29 $122.34 $113.80 
PE3524-24 24" 149.45 138.99 128.53 119.56. 


PE3524-36 36" 156.65 145.68 134.72 125.332 | 
PE3524-48 48" 163.95 152.47 141.00 131.16 
PE3524-60 60" 171.15 159.17 147.19 136.92 
PE3524-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3534-12 i2* $142.25 $132.29 $122.34 $113.80 
PE3534-24 24" 149.45 138.99 128.53 119.56 | 
PE3534-36 36" 156.65 145.68 134.72 125.32 
PE3534-48 48" 163.95 152.47 141.00 131.16) 
PE3534-60 60" 171.15 159.17 147.19 136.92 
PE3534-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length —-s.1-24 ~~ 25-49 50-99 100 + 
PE34405-12 12" $101.85 $94.72 $87.59 $81.48 
PE34405-24 24" 105.40 98.02 90.64 84.32 
PE34405-36 36" 109.05 101.42 93.78 87.24 
PE34405-48 48" 112.65 104.76 96.88 90.12 
PE34405-60 60" 116.25 108.11 99.98 93.00 
PE34405-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


__SMA FEMALE BULKHEAD TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 266 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33518-12 12" $41.60 $38.69 $35.78 $33.28 
PE33518-24 24" 45.20 42.04 38.87 36.16 
PE33518-36 36" 48.80 45.38 41.97 39.04 
PE33518-48 48" 52.50 48.83 45.15 42.00 
| PE33518-60 60" 56.05 52.13 48.20 44.84 
PE33518-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
| Model_No. Length 1-24 25-49 50-99 100 + 


PE3903-12 12% $44.20 $41.11 $38.01 $35.36 
PE3903-24 24" 47.90 44.55 41.19 38.32 
PE3903-36 36" 51.45 47.85 44.25 41.16 
PE3903-48 48" 55.10 51.24 47.39 44.08 
PE3903-60 60" 58.75 54.64 50.53 47.00 
PE3903-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


| Model No. Length 1-24 25-49 50-99 100+ 
PE33864-12 126 $44.20 $41.11 $38.01 $35.36 
PE33864-24 24" 47.90 44.55 41.19 38.32 
PE33864-36 , 365 51.45 47.85 44.25 41.16 
| PE33864-48 ; 48" 55.10 51.24 47.39 44.08 
| PE33864-60 60" 58.75 54.64 50.53 47.00 
| PE33864-XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, PE-047SR (.047” BARE COPPER) 


| Model No. Length 1-24 25-49 50-99 100 + 
PE33789-12 125 $74.10 $68.91 $63.73 $59.28 
| PE33789-24 24" 77.70 72.26 66.82 62.16 
| PE33789-36 36" 81.35 75.66 69.96 65.08 
| PE33789-48 48" 85.00 79.05 73.10 68.00 
| PE33789-60 60" 88.60 82.40 76.20 70.88 
| PE33789-XX Any Same-Day Shipment / Call for Pricing 


} 
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50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
| PE3929-12 iz $79.70 $74.12 $68.54 $63.76 
| PE3929-24 24" 83.30 77.47 71.64 66.64 
| PE3929-36 36" 86.90 80.82 74.73 69.52 
| PE3929-48 48" 90.55 84.21 77.87 72.44 
| PE3929-60 60" 94.15 87.56 80.97 75.32 
| PE3929-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


| Model No. Length 1-24 25-49 50-99 100 + 
| PE34709-12 12? $79.70 $74.12 $68.54 $63.76 
| PE34709-24 24" 83.30 77.47 71.64 66.64 
| PE34709-36 36" 86.90 80.82 74.73 69.52 
| PE34709-48 48" 90.55 84.21 77.87 72.44 
| PE34709-60 60" 94.15 87.56 80.97 75.32 

PE34709-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-020SR (.020” BARE COPPER) 

| Model No. Length 1-24 25-49 50-99 100 + 
|| PE3932-12 12" $136.20 $126.67 $117.13 $108.96 
}| PE3932-24 24" 143.45 133.41 123.37 114.76 
| PE3932-36 36" 150.70 140.15 129.60 120.56 
! PE3932-48 48" 157.90 146.85 135.79 126.32 
) PE3932-60 60" 165.15 153.59 142.03 132.12 
‘| PE3932-Xx Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33176-12 128 $43.95 $40.87 $37.80 $35.16 
PE33176-24 24" 47.60 44.27 40.94 38.08 
PE33176-36 36" 51.15 47.57 43.99 40.92 
PE33176-48 48" 54.85 51.01 47.17 43.88 
PE33176-60 60" 58.45 54.36 50.27 46.76 
PE33176-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34071-12 12" $48.00 $44.64 $41.28 $38.40 
PE34071-24 24" 51.55 47.94 44.33 41.24 
PE34071-36 36" 55.25 51.38 47.52 44.20 
PE34071-48 48" 58.85 54.73 50.61 47.08 
PE34071-60 60" 62.40 58.03 53.66 49.92 
PE34071-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34070-12 12% $48.00 $44.64 $41.28 $38.40 
PE34070-24 24" 51.55 47.94 44.33 41.24 
PE34070-36 36" 55.25 51.38 47.52 44.20 
PE34070-48 48" 58.85 54.73 50.61 47 .08 
PE34070-60 60" 62.40 58.03 53.66 49.92 
PE34070-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3634-12 12* $148.25 $137.87 $127.50 $118.60 
PE3634-24 24" 155.45 144.57 133.69 124.36 
PE3634-36 36" 162.75 151.36 139.97 130.20 
PE3634-48 48" 169.95 158.05 146.16 135.96 
PE3634-60 60" 177.10 164.70 152.31 141.68 
PE3634-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3764-12 12" $160.30 $149.08 $137.86 $128.24 
PE3764-24 24" 167.60 155.87 144.14 134.08 
PE3764-36 36" 174.80 162.56 150.33 139.84 
PE3764-48 48" 181.95 169.21 156.48 145.56 
PE3764-60 60" 189.25 176.00 162.76 151.40 
PE3764-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3794-12 12" $160.30 $149.08 $137.86 $128.24 
PE3794-24 24" 167.60 155.87 144.14 134.08 
PE3794-36 36" 174.80 162.56 150.33 139.84 
PE3794-48 48" 181.95 169.21 156.48 145.56 
PE3794-60 60" 189.25 176.00 162.76 151.40 
PE3794-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3520-12 12" $122.35 $113.79 $105.22 $97.88 
PE3520-24 24" 125.95 1i7.t3 108.32 100.76 
PE3520-36 36" 129.60 120.53 111.46 103.68 
PE3520-48 48" 133.15 123.83 114.51 106.52 
PE3520-60 60" 136.80 127.22 117.65 109.44 
PE3520-XX Any Same-Day Shipment / Call for Pricing 
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| **ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


| Free Ground Freight All Products Available Online! www.pasternack.com 


|| Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES | 
SMA FEMALE 2 HOLE PANEL MOUNT TO SMA FEMALE 2 HOLE PANEL MOUNT | 


USE MOUNTING HOLE C01 ON PAGE 266 


| 
90 OHM, RG402/U (.141” BARE COPPER) 90 OHM, PE-SR402FL (.141” RE-SHAPEABLE) . 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3525-12 12% $41.60 $38.69 $35.78 $33.28 PE35108-12 12" $44.20 $41.11 $38.01 $35.36. 
PE3525-24 24" 45.20 42.04 38.87 36.16 PE35108-24 24" 47.90 44.55 41.19 38.32 
PE3525-36 36" 48.80 45.38 41.97 39.04 PE35108-36 36" 51.45 47.85 44.25 41.16. 
PE3525-48 48" 52.50 48.83 45.15 42.00 PE35108-48 48" 55.10 51.24 47.39 44.08 | 
PE3525-60 60" 56.05 52.13 48.20 44.84 PE35108-60 60" 58.75 54.64 50.53 47.00 
> PE3525-XX Any Same-Day Shipment / Call for Pricing PE35108-XX Any Same-Day Shipment / Call for Pricing f 
w o 90 OHM, RG405/U (.085” BARE COPPER) 90 OHM, PE-SR405FL (.085” RE-SHAPEABLE) | 
s SH Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
roe =H PE33191-12 12" $43.95 $40.87 $37.80 $35.16 PE35114-12 12" $48.00 $44.64 $41.28 $38.40 
Ai =PE33191-24 24" 47.60 44.27 40.94 38.08 PE35114-24 24" 51.55 47.94 44.33 41.24 
cb PE33191-36 36" 51.15 47.57 43.99 40.92 PE35114-36 36" 55.25 51.38 47.52 44.20 
“” PE33191-48 48" 54.85 51.01 47.17 43.88 PE35114-48 48" 58.85 54.73 50.61 47.08 
PE33191-60 60" 58.45 54.36 50.27 46.76 PE35114-60 60" 62.40 58.03 53.66 49.92 
PE33191-XX Any Same-Day Shipment / Call for Pricing PE35114-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 90 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 © 50-99 100 + 
PE35064-12 ids $74.10 $68.91 $63.73 $59.28 PE35154-12 2s $79.70 $74.12 $68.54 $63.76. 
PE35064-24 24" 77.70 72.26 66.82 62.16 PE35154-24 24" 83.30 77.47 71.64 66.64 
PE35064-36 36" 81.35 75.66 69.96 65.08 PE35154-36 36" 86.90 80.82 74.73 69.52 
PE35064-48 48" 85.00 79.05 73.10 68.00 PE35154-48 48" 90.55 84.21 77.87 72.44 | 
PE35064-60 60" 88.60 82.40 76.20 70.88 PE35154-60 60" 94.15 87.56 80.97 75.32 | 
PE35064-XX Any Same-Day Shipment / Call for Pricing PE35154-XX Any Same-Day Shipment / Call for Pricing | 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


SMA FEMALE 4 HOLE PANEL MOUNT TO SMA FEMALE 4 HOLE PANEL MOUNT 


USE MOUNTING HOLE A01 ON PAGE 266 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 +. 
PE33502-12 i trae $47.60 $44.27 $40.94 $38.08 PE35110-12 12" $50.30 $46.78 $43.26 $40.24 
PE33502-24 24" Lp he Ib 47.57 43.99 40.92 PE35110-24 24" 53.90 50.13 46.35 43.12 
PE33502-36 36" 54.85 51.01 47.17 43.88 PE35110-36 36" 57.59 53.52 49.49 46.04 
PE33502-48 48" 58.45 54.36 50.27 46.76 PE35110-48 48" 61.10 56.82 52,55 48.88 | 
PE33502-60 60" 62.00 57.66 53552 49.60 PE35110-60 60" 64.70 60.17 55.64 51.76 | 
PE33502-XX Any Same-Day Shipment / Call for Pricing PE35110-XX Any Same-Day Shipment / Call for Pricing — 

50 OHM, RG405/U (.085” BARE COPPER) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + | 
PE3223-12 12" $50.05 $46.55 $43.04 $40.04 PE35116-12 12" $54.00 $50.22 $46.44 $43.20 | 
PE3223-24 24" 53.65 49.89 46.14 42.92 PE35116-24 24" 57.65 53.61 49.58 46.12 
PE3223-36 36" 57.25 53.24 49.24 45.80 PE35116-36 36" 61.20 56.92 52.63 48.96 
PE3223-48 48" 60.90 56.64 52.37 48.72 PE35116-48 48" 64.85 60.31 55.077 51.88 
PE3223-60 60" 64.50 59.99 55.47 51.60 PE35116-60 60" 68.50 63.71 58.91 54.80 
PE3223-XX Any Same-Day Shipment / Call for Pricing PE35116-XX Any Same-Day Shipment / Call for Pricing 

90 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35118-12 12? $83.75 $77.89 $72.03 $67.00 PE35112-12 12" $89.30 $83.05 $76.80 $71.44 
PE35118-24 24" 87.35 81.24 75.12 69.88 PE35112-24 24" 92.90 86.40 79.89 74.32 
PE35118-36 36" 91.00 84.63 78.26 72.80 PE35112-36 36" 96.60 89.84 83.08 77.28 
PE35118-48 48" 94.55 87.93 81.31 75.64 PE35112-48 48" 100.15 93.14 86.13 80.12 
PE35118-60 60" 98.25 91.37 84.50 78.60 PE35112-60 60" 103.80 96.53 89.27 83.04 
PE35118-XX Any Same-Day Shipment / Call for Pricing PE35112-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


70 All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


mA 
S509 


DO 
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75 OHM TNC MALE TO 
75 OHM TNC MALE 


| 75 OHM, RG6A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
| PE35348-12 i2* $31.30 $29.11 $26.92 $25.04 
| PE35348-24 24" 32.30 30.04 27.78 25.84 
PE35348-36 36" 33.25 30.92 28.60 26.60 
PE35348-48 48" 34.20 31.81 29.41 27.36 
PE35348-60 60" 35.20 32.74 30.27 28.16 
| PE35348-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG11A/U COAX 
| Model No. Length 1-24 25-49 50-99 100 + 
|| PE35352-12 12” $34.95 $32.50 $30.06 $27.96 
PE35352-24 24" 35.95 33.43 30.92 28.76 
PE35352-36 36" 36.85 34.27 31.69 29.48 
PE35352-48 48" 37.90 25,25 32.59 30.32 
PE35352-60 60" 38.80 36.08 + Hy 31.04 
| PE35352-XX Any Same-Day Shipment / Call for Pricing 
i 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
| PE35356-12 12 $28.90 $26.88 $24.85 $23.12 
| PE35356-24 24" 29.35 27.30 25.24 23.48 
| PE35356-36 36" 29.70 27.62 25.54 23.76 
| PE35356-48 48" 30.20 28.09 25.97 24.16 
|| PE35356-60 60" 30.55 28.41 26.27 24.44 
| PE35356-XX Any Same-Day Shipment / Call for Pricing 
| 
| 
} 75 OHM, RG179B/U COAX 
1] 
| Model No Length 1-24 25-49 50-99 100 + 
| PE35360-12 126 $28.90 $26.88 $24.85 $23.12 
| PE35360-24 24" 29.90 27.81 25.71 23.92 
PE35360-36 36" 30.90 28.74 26.57 24.72 
| PE35360-48 48" 31.80 29.57 27.35 25.44 
|| PE35360-60 60" 32.80 30.50 28.21 26.24 
| PE35360-XX Any Same-Day Shipment / Call for Pricing 
a . 
i! 
| 
75 OHM, RG187A/U COAX 
| Model No. Length 1-24 25-49 50-99 100 + 
_ PE35364-12 12" $28.90 $26.88 $24.85 $23.12 
| PE35364-24 24" 29.90 27.81 253 72 23.92 
| PE35364-36 36" 30.90 28.74 26.57 24.72 
) +PE35364-48 48" 31.80 29.57 27.35 25.44 
i PE35364-60 60" 32.80 30.50 28.21 26.24 
| PE35364-XX Any Same-Day Shipment / Call for Pricing 
He 
iy 
75 OHM, RG216/U COAX 
i Model No. Length 1-24 25-49 50-99 100 + 
PE35368-12 125 $34.95 $32.50 $30.06 $27.96 
PE35368-24 24" 35.95 33.43 30.92 28.76 
PE35368-36 36" 36.85 34.27 31.69 29.48 
»| PE35368-48 48" 37.90 35.25 32.59 30.32 
1} PE35368-60 60" 38.80 36.08 33.37 31.04 
PE35368-XX Any Same-Day Shipment / Call for Pricing 
a 
s 


l Free Ground Freight 
y Same-Day Shipping 


75 OHM TNC MALE TO 
75 OHM BNC MALE 


75 OHM, RGG6GA/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35350-12 iz? $30.15 $28.04 $25.93 $24.12 
PE35350-24 24" 31.10 28.92 26.75 24.88 
PE35350-36 36" 32.10 29.85 27.61 25.68 
PE35350-48 48" 33.00 30.69 28.38 26.40 
PE35350-60 60" 33.95 31.57 29.20 27.16 
PE35350-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG11A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35354-12 12? $33.75 $31.39 $29.03 $27.00 
PE35354-24 24" 34.70 32.27 29.84 27.76 
PE35354-36 51 The 35.70 33.20 30.70 28.56 
PE35354-48 48" 36.60 34.04 31.48 29.28 
PE35354-60 60" 37.60 34.97 32.34 30.08 
PE35354-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35358-12 iz? $27.70 $25.76 $23.82 $22.16 
PE35358-24 24" 28.15 26.18 24.21 22.52 
PE35358-36 36" 28.50 26.51 24.51 22.80 
PE35358-48 48" 28.95 26.92 24.90 23.16 
PE35358-60 60" 29.35 27.30 25.24 23.48 
PE35358-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35362-12 12" $27.70 $25.76 $23.82 $22.16 
PE35362-24 24" 28.65 26.64 24.64 22.92 
PE35362-36 36" 29.65 27.57 25.50 23.72 
PE35362-48 48" 30.60 28.46 26.32 24.48 
PE35362-60 60" 31.60 29.39 27.18 25.28 
PE35362-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35366-12 te $27.70 $25.76 $23.82 $22.16 
PE35366-24 24" 28.65 26.64 24.64 22.92 
PE35366-36 36" 29.65 27.57 25.50 23.72 
PE35366-48 48" 30.60 28.46 26.32 24.48 
PE35366-60 60" 31.60 29.39 27.18 25.28 
PE35366-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG216/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35370-12 125 $33.75 $31.39 $29.03 $27.00 
PE35370-24 24" 34.70 32.27 29.84 27.76 
PE35370-36 36" 35.70 33.20 30.70 28.56 
PE35370-48 48" 36.60 34.04 31.48 29.28 
PE35370-60 60" 37.60 34.97 32.34 30.08 
PE35370-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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USE MOUNTING HOLE G01 ON PAGE 266 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34169-12 12" $52.10 $48.45 $44.81 $41.68 
PE34169-24 24" 52.80 49.10 45.41 42.24 
PE34169-36 36" 53.55 49.80 46.05 42.84 
PE34169-48 48" 54.25 50.45 46.66 43.40 
PE34169-60 60" 54.95 51.10 47.26 43.96 
PE34169-XX Any Same-Day Shipment / Call for Pricing 
“iy 50 OHM, RG58C/U COAX 
=m Model No. Length 1-24 25-49 50-99 100 + 
‘s-3 =PE3013-12 ie” $45.30 $42.13 $38.96 $36.24 
PE3013-24 24" 45.65 42.45 39.26 36.52 
PE3013-36 36" 46.10 42.87 39.65 36.88 
PE3013-48 48" 46.55 43.29 40.03 37.24 
PE3013-60 60" 46.95 43.66 40.38 37.56 
PE3013-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3345-12 Wa $49.05 $45.62 $42.18 $39.24 
PE3345-24 24" 51.70 48.08 44.46 41.36 
PE3345-36 36" 54.35 50.55 46.74 43.48 
PE3345-48 48" 57.00 53.01 49.02 45.60 
PE3345-60 60" 59.65 55.47 51.30 47.72 
PE3345-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34171-12 120 $45.20 $42.04 $38.87 $36.16 
PE34171-24 24" 45.45 42.27 39.09 36.36 
PE34171-36 36" 45.70 42.50 39.30 36.56 
PE34171-48 48" 46.00 42.78 39.56 36.80 
PE34171-60 60" 46.25 43.01 39.78 37.00 
PE34171-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34174-12 12" $62.80 $58.40 $54.01 $50.24 
PE34174-24 24" 63.75 59.29 54.83 51.00 
PE34174-36 36" 64.70 60.17 55.64 51.76 
PE34174-48 48" 65.70 61.10 56.50 52.56 
PE34174-60 60" 66.65 61.98 57.32 53.32 
PE34174-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34176-12 12" $45.55 $42.36 $39.17 $36.44 
PE34176-24 24" 46.55 43.29 40.03 37.24 
PE34176-36 36" 47.50 44.18 40.85 38.00 
PE34176-48 48" 48.50 45.11 41.71 38.80 
PE34176-60 60" 49.35 45.90 42.44 39.48 
PE34176-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34185-12 1 Fae $57.60 $53.57 $49.54 $46.08 
PE34185-24 24" 58.50 54.41 50.31 46.80 
PE34185-36 36" 59.55 55.38 51.21 47.64 
PE34185-48 48" 60.60 56.36 52.12 48.48 
PE34185-60 60" 61.55 57.24 52.93 49.24 
PE34185-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33481-12 12% $61.45 $57.15 $52.85 $49.16 
PE33481-24 24" 65.10 60.54 55.99 52.08 
PE33481-36 36" 68.70 63.89 59.08 54.96 
PE33481-48 48" 72.25 67.19 62.14 57.80 
PE33481-60 60" 75.90 70.59 65.27 60.72 
PE33481-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3193-12 12" $45.70 $42.50 $39.30 $36.56 
PE3193-24 24" 47.05 43.76 40.46 37.64 
PE3193-36 36" 48.45 45.06 41.67 38.76 
PE3193-48 48" 49.75 46.27 42.79 39.80 
PE3193-60 60" 51.00 47.43 43.86 40.80 
PE3193-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33555-12 12" $45.55 $42.36 $39.17 $36.44 
PE33555-24 24" 46.55 43.29 40.03 37.24 
PE33555-36 36" 47.50 44.18 40.85 38.00 
PE33555-48 48" 48.50 45.11 41.71 38.80 
PE33555-60 60" 49.35 45.90 42.44 39.48 
PE33555-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33929-12 12" $48.95 $45.52 $42.10 $39.16 
PE33929-24 24" 51.30 47.71 44.12 41.04 
PE33929-36 36" 53.80 50.03 46.27 43.04 
PE33929-48 48" 56.15 52.22 48.29 44.92 
PE33929-60 60" 58.55 54.45 50.35 46.84 
PE33929-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34183-12 12" $67.90 $63.15 $58.39 $54.32 
PE34183-24 24" 76.30 70.96 65.62 61.04 
PE34183-36 36" 84.75 78.82 72.89 67.80 
PE34183-48 48" 93.20 86.68 80.15 74.56 
PE34183-60 60" 101.60 94.49 87.38 81.28 
PE34183-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33117-12 12” $49.05 $45.62 $42.18 $39.24 
PE33117-24 24" 51.70 48.08 44.46 41.36 
PE33117-36 36" 54.35 50.55 46.74 43.48 
PE33117-48 48" 57.00 53.01 49.02 45.60 
PE33117-60 60" 59.65 55.47 51.30 47.72 
PE33117-XX Any Same-Day Shipment / Call for Pricing 


30 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE34178-12 HF dal $64.15 $59.66 $55.17 $51.32 
PE34178-24 24" 67.80 63.05 58.31 54.24 
PE34178-36 36" 71.40 66.40 61.40 57.12 
PE34178-48 48" 75.00 69.75 64.50 60.00 
PE34178-60 60" 78.60 73.10 67.60 62.88 
PE34178-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


SMA MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 266 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3769-12 12? $81.35 $75.66 $69.96 $65.08 
PE3769-24 24" 85.00 79.05 73.10 68.00 
PE3769-36 36" 88.60 82.40 76.20 70.88 
PE3769-48 48" 92.20 85.75 79.29 73.76 
PE3769-60 60" 95.90 89.19 82.47 76.72 
PE3769-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34143-12 12° $85.35 $79.38 $73.40 $68.28 
PE34143-24 24" 88.95 82.72 76.50 71.16 
PE34143-36 36" 92.55 86.07 79.59 74.04 
PE34143-48 48" 96.20 89.47 82.73 76.96 
PE34143-60 60" 99.75 92.77 85.79: 79.80 
PE34143-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33996-12 12" $85.35 $79.38 $73.40 $68.28 
PE33996-24 24" 88.95 82.72 76.50 71.16 
PE33996-36 36" 92.55 86.07 79.59 74.04 
PE33996-48 48" 96.20 89.47 82.73 76.96 
PE33996-60 60" 99.75 92.77 85.79 79.80 
PE33996-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34148-12 12" $94.55 $87 .93 $81.31 $75.64 
PE34148-24 24" 98.25 91.37 84.50 78.60 
PE34148-36 36" 101.85 94.72 87.59 81.48 
PE34148-48 48" 105.40 98.02 90.64 84.32 
PE34148-60 60" 109.05 101.42 93.78 87.24 
PE34148-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34151-12 a2" $101.30 $94.21 $87.12 $81.04 
PE34151-24 24" 104.85 97.51 90.17 83.88 
PE34151-36 36" 108.50 100.91 93.31 86.80 
PE34151-48 48" 112.10 104.25 96.41 89.68 
 PE34151-60 60" 115.65 107.55 99.46 92.52 
PE34151-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 
PE34153-12 12" 
PE34153-24 24" 
PE34153-36 36" 
PE34153-48 48" 
PE34153-60 60" 
PE34153-XX Any 


1-24 25-49 50-99 100 + 


$101.30 $94.21 $87.12 $81.04 
104.85 97.51 90.17 83.88 


108.50 100.91 93.31 86.80 
112.10 104.25 96.41 89.68 
115.65 107.55 99.46 92.52 


Same-Day Shipment / Call for Pricing 


Model No. 
PE3367-12 
PE3367-24 
PE3367-36 
PE3367-48 
PE3367-60 
PE3367-XX 


50 OHM, RG405/U (.085” BARE COPPER) 


Length 
127 
24" 
36" 
48" 
60" 

Any 


1-24 25-49 50-99 100 + 
$82.65 $76.86 $71.08 $66.12 
86.30 80.26 74.22 69.04 
89.85 83.56 77.27 71.88 
93.55 87.00 80.45 74.84 
97.20 90.40 83.59 77.76 
Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


$69.36 


Model No. Length 1-24 25-49 50-99 100 + 
PE34155-12 12° $86.70 $80.63 $74.56 

PE34155-24 24" 90.30 83.98 77.66 72.24 
PE34155-36 36" 93.90 87.33 80.75 75.12 
PE34155-48 48" 97.50 90.68 83.85 78.00 
PE34155-60 60" 101.10 94.02 86.95 80.88 
PE34155-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33844-12 12" $86.70 $80.63 $74.56 $69.36 
PE33844-24 24" 90.30 83.98 77.66 72.24 
PE33844-36 36" 93.90 87 .33 80.75 75.12 
PE33844-48 438" 97.50 90.68 83.85 78.00 
PE33844-60 60" 101.10 94.02 86.95 80.88 
PE33844-XX Any 


Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 
PE34157-12 12" 
PE34157-24 24" 
PE34157-36 36" 
PE34157-48 48" 
PE34157-60 60" 
PE34157-XX Any 


1-24 25-49 50-99 100+ 
$83.15 $77 .33 $71.51 $66.52 
90.40 84.07 77.74 72.32 
97.65 90.81 83.98 78.12 
104.85 97.51 90.17 83.88 
112.10 104.25 96.41 89.68 
Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. 

PE34159-12 
PE34159-24 
PE34159-36 
PE34159-48 
PE34159-60 
PE34159-XX 


Length 1-24 25-49 50-99 100 + 
te" $89.75 $83.47 $77.19 $71.80 
24" 97.00 90.21 83.42 77.60 
36" 104.30 97.00 89.70 83.44 
48" 111.50 103.70 95.89 89.20 
60" 118.80 110.48 102.17 95.04 
Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. 

PE34163-12 
PE34163-24 
PE34163-36 
PE34163-48 
PE34163-60 
PE34163-XX 


Length 
12 " 
24" 
36" 
48" 
60" 

Any 


1-24 25-49 50-99 100 + 
$89.75 $83.47 $77.19 $71.80 
97.00 90.21 83.42 77.60 
104.30 97.00 89.70 83.44 
111.50 103.70 95.89 89.20 
118.80 110.48 102.17 95.04 
Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3323-12 12° $86.20 $80.17 $74.13 $68.96 PE3422-12 12" $86.20 $80.17 $74.13 $68.96 
PE3323-24 24" 87.20 81.10 74.99 69.76 PE3422-24 24" 89.75 83.47 77.19 71.80 
PE3323-36 36" 88.20 82.03 75.85 70.56 PE3422-36 36" 93.40 86.86 80.32 74.72 
PE3323-48 48" 89.15 82.91 76.67 71.32 PE3422-48 48" 97.00 90.21 83.42 77.60 
PE3323-60 60" 90.25 83.93 77.62 72.20 PE3422-60 60" 100.60 93.56 86.52 80.48 
> PE3323-XX Any Same-Day Shipment / Call for Pricing PE3422-XX Any Same-Day Shipment / Call for Pricing 
” 
w 
os) S? 53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
= —m Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
ie «=PE3654-12 IZ” $29.15 $27.11 $25.07 $23.32 PE3519-12 12° $31.80 $29.57 $27.35 $25.44 
© PE3654-24 24" 29.90 27.81 25.74 23.92 PE3519-24 24" 33.15 30.83 28.51 26.52 
” PE3654-36 36" 30.60 28.46 26.32 24.48 PE3519-36 36" 34.50 32.09 29.67 27.60 
PE3654-48 48" 31.30 29.11 26.92 25.04 PE3519-48 48" 35.80 33.29 30.79 28.64 
PE3654-60 60” 32.10 29.85 27.61 25.68 PE3519-60 60" 37.15 34.55 31.95 29.72 
PE3654-XX Any Same-Day Shipment / Call for Pricing PE3519-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3662-12 i2- $31.80 $29.57 $27.35 $25.44 PE3234-12 12? $35.80 $33.29 $30.79 $28.64 
PE3662-24 24" 32.25 29.99 27.74 25.80 PE3234-24 24" 36.75 34.18 31.61 29.40 
PE3662-36 36" 32.65 30.36 28.08 26.12 PE3234-36 36" 37.75 35.11 32.47 30.20 
PE3662-48 48" 33.05 30.74 28.42 26.44 PE3234-48 48" 38.65 35.94 33.24 30.92 
PE3662-60 60" 33.45 aL. 15 28.77 26.76 PE3234-60 60" 39.70 36.92 34.14 31.76 
PE3662-XX Any Same-Day Shipment / Call for Pricing PE3234-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3568-12 12" $31.80 $29.57 $27.35 $25.44 PE3957-12 12°. $41.10 $38.22 $35.35 $32.88 
PE3568-24 24" 34.50 32.09 29.67 27.60 PE3957-24 24" 43.50 40.46 37.41 34.80 
PE3568-36 36" 37.15 34.55 31.95 29.72 PE3957-36 36" 45.85 42.64 39.43 36.68 
PE3568-48 48" 39.80 37.01 34.23 31.84 PE3957-48 48" 48.35 44.97 41.58 38.68 
PE3568-60 60" 42.45 39.48 36.51 33.96 PE3957-60 60" 50.75 47.20 43.65 40.60 
PE3568-XX Any Same-Day Shipment / Call for Pricing PE3957-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3291-12 iz? $35.80 $33.29 $30.79 $28.64 PE3302-12 12" $86.20 $80.17 $74.13 $68.96 
PE3291-24 24" 36.10 33.57 31.05 28.88 PE3302-24 24" 94.55 87.93 81.31 75.64 
PE3291-36 36" 36.35 33.81 31.26 29.08 PE3302-36 36" 103.05 95.84 88.62 82.44 
PE3291-48 48" 36.60 34.04 31.48 29.28 PE3302-48 48" 111.50 103.70 95.89 89.20 
PE3291-60 60" 36.80 34.22 31.65 29.44 PE3302-60 60" 119.85 111.46 103.07 95.88 
PE3291-XX Any Same-Day Shipment / Call for Pricing PE3302-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3321-12 122 $47.70 $44.36 $41.02 $38.16 PE3614-12 12" $31.80 $29.57 $27.35 $25.44 
PE3321-24 24" 48.70 45.29 41.88 38.96 PE3614-24 24" 34.50 32.09 29.67 27.60 
PE3321-36 36" 49.65 46.17 42.70 39.72 PE3614-36 36" 37.15 34.55 31.95 29.72 
PE3321-48 48" 50.60 47.06 43.52 40.48 PE3614-48 48" 39.80 37.01 34.23 31.84 
PE3321-60 60" 5r.55 47.94 44.33 41.24 PE3614-60 60" 42.45 39.48 36.51 33.96 
PE3321-XX Any Same-Day Shipment / Call for Pricing PE3614-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3911-12 12" $35.80 $33.29 $30.79 $28.64 PE3318-12 128 $53.00 $49.29 $45.58 $42.40 
PE3911-24 24" 36.75 34.18 31.61 29.40 PE3318-24 24" 56.60 52.64 48.68 45.28 
PE3911-36 36" 67.75 35.11 32.47 30.20 PE3318-36 36" 60.25 56.03 51.82 48.20 
PE3911-48 48" 38.65 35.94 33.24 30.92 PE3318-48 48" 63.85 59.38 54.91 51.08 
PE3911-60 60" 39.70 36.92 34.14 31.76 PE3318-60 60" 67.45 62.73 58.01 53.96 
PE3911~-XX Any Same-Day Shipment / Call for Pricing PE3318-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


74 ~_ All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3887-12 12" $45.55 $42.36 $39.17 $36.44 
PE3887-24 24" 49.15 45.71 42.27 39.32 
PE3887-36 36" 52.80 49.10 45.41 42.24 
PE3887-48 48" 56.35 52.41 48.46 45.08 
PE3887-60 60" 60.00 55.80 51.60 48.00 
PE3887-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34265-12 12" $50.85 $47.29 $43.73 $40.68 
PE34265-24 24" 54.45 50.64 46.83 43.56 
PE34265-36 36" 58.10 54.03 49.97 46.48 
PE34265-48 48" 61.65 57.33 53.02 49.32 
PE34265-60 60" 65.30 60.73 56.16 52.24 
PE34265-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. ____Length 1-24 25-49 50-99 100 + 
PE3448-12 iz $50.85 $47.29 $43.73 $40.68 
PE3448-24 24" 54.45 50.64 46.83 43.56 
PE3448-36 36" 58.10 54.03 49.97 46.48 
PE3448-48 48" 61.65 57.33 53.02 49.32 
PE3448-60 60" 65.30 60.73 56.16 52.24 
PE3448-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99- 100 + 


PE34257-12 12" $54.85 $51.01 $47.17 $43.88 
PE34257-24 24" 58.45 54.36 50.27 46.76 
PE34257-36 36" 62.00 57.66 53.32 49.60 
PE34257-48 48" 65.70 61.10 56.50 52.56 
PE34257-60 60" 69.30 64.45 59.60 55.44 
PE34257-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34261-12 12h $61.45 $57.15 $52.85 $49.16 
-PE34261-24 24" 65.10 60.54 55.99 52.08 
PE34261-36 36" 68.70 63.89 59.08 54.96 
PE34261-48 48" 72.25 67.19 62.14 57.80 
PE34261-60 60" 75.90 70.59 65.27 60.72 
PE34261-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34268-12 12" $61.45 $57.15 $52.85 $49.16 
PE34268-24 24" 65.10 60.54 55.99 52.08 
PE34268-36 36" 68.70 63.89 59.08 54.96 
PE34268-48 48" 72.25 67.19 62.14 57.80 
PE34268-60 60" 75.90 70.59 65.27 60.72 
PE34268-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3828-12 ize $46.90 $43.62 $40.33 $37.52 
PE3828-24 24" 50.50 46.97 43.43 40.40 
PE3828-36 36" 54.10 50.31 46.53 43.28 
PE3828-48 48" 57.75 53.71 49.67 46.20 
PE3828-60 60" 61.35 57.06 52.76 49.08 
PE3828-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34270-12 125 $52.20 $48.55 $44.89 $41.76 
PE34270-24 24" 55.80 51.89 47.99 44.64 
PE34270-36 36" 59.40 55.24 51.08 47.52 
PE34270-48 48" 63.05 58.64 54.22 50.44 
PE34270-60 60" 66.65 61.98 57.32 53.32 
PE34270-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3657-12 12" $52.20 $48.55 $44.89 $41.76 
PE3657-24 24" 55.80 51.89 47.99 44.64 
PE3657-36 36" 59.40 55.24 51.08 47.52 
PE3657-48 48" 63.05 58.64 54.22 50.44 
PE3657-60 60" 66.65 61.98 Side 53.32 
PE3657-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE33001-12 12" $69.90 $65.01 $60.11 $55.92 
PE33001-24 24" 77.15 Tas & 66.35 61.72 
PE33001-36 36" 84.35 78.45 72.54 67.48 
PE33001-48 48" 91.60 85.19 78.78 73.28 
PE33001-60 60" 98.80 91.88 84.97 79.04 
PE33001-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34259-12 ize $76.55 $71.19 $65.83 $61.24 
PE34259-24 24" 83.75 77.89 72.03 67.00 
PE34259-36 36" 91.00 84.63 78.26 72.80 
PE34259-48 48" 98.25 91.37 84.50 78.60 
PE34259-60 60" 105.40 98.02 90.64 84.32 
PE34259-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34263-12 12" $76.55 $71.19 $65.83 $61.24 
PE34263-24 24" 83.75 77.89 72.03 67.00 
PE34263-36 36" 91.00 84.63 78.26 72.80 
PE34263-48 48" 98.25 91.37 84.50 78.60 
PE34263-60 60" 105.40 98.02 90.64 84.32 
PE34263-XX Any Same-Day Shipment / Call for Pricing 


91489 


> 
7 
” 
a) 
=| 
—s 
oO 
7) 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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N MALE TO N MALE 


92 OHM, RGBA/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3570-12 Zs fay $32.09 $29.67 $27.60 
PE3570-24 24" 35.45 32.97 30.49 28.36 
PE3570-36 36" 36.50 33.95 31.39 29.20 
PE3570-48 48" 37.50 34.88 32.25 30.00 
PE3570-60 60" 38.50 35.81 33.11 30.80 
PE3570-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 
Model No. Length 50-99 100 + 
PE3441-12 Sg ny] En $20.51 $19.08 
PE3441-24 24" 24.25 22.55 20.86 19.40 
PE3441-36 36" 24.75 23.02 21.29 19.80 
PE3441-48 48" 25.10 23.34 21.59 20.08 
PE3441-60 60" 25.55 23.76 21.97 20.44 
PE3441-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED _ 


Model No. Length 50-99 
PE3455-12 Ler aks TNT $27.35 rier 
PE3455-24 24" 34.50 32.09 29.67 27.60 
PE3455-36 36" 37.15 34.55 31.95 29.72 
PE3455-48 48" 39.80 37.01 34.23 31.84 
PE3455-60 60" 42.45 39.48 36.51 33.96 
PE3455-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U_ COAX 
Model No. Length 50-99 100 + 
PE33527-12 2” a hen $45.58 $42.40 
PE33527-24 24" 54.00 50.22 46.44 43.20 
PE33527-36 36" 54.95 51.10 47.26 43.96 
PE33527-48 48" 55.90 51.99 48.07 44.72 
PE33527-60 60" 56.85 52.87 48.89 45.48 
PE33527-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U | COAX 
Model No. Length 50-99 100 + 
PE33525-12 12" a ET: $30.79 $28.64 
PE33525-24 24" 36.75 34.18 31.61 29.40 
PE33525-36 36" 37.75 35.11 32.47 30.20 
PE33525-48 48" 38.65 35.94 33.24 30.92 
PE33525-60 60" 39.70 36.92 34.14 31.76 
PE33525-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3496-12 12" ngs $32.09 $29.67 $27.60 
PE3496-24 24" 35.45 32.97 30.49 28.36 
PE3496-36 36" 36.50 33.95 31.39 29.20 
PE3496-48 48" 37.50 34.88 32.25 30.00 
PE3496-60 60" 38.50 35.81 33.11 30.80 
PE3496-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE3062-12 12? 
PE3062-24 24" 
PE3062-36 36" 
PE3062-48 48" 
PE3062-60 60" 
PE3062-XX Any 


76 


eri eo ie $30.72 
42.10 39.15 36.21 33.68 
45.65 42.45 39.26 36.52 
49.25 45.80 42.36 39.40 
52.90 49.20 45.49 42.32 
Same-Day Shipment / Call for Pricing 
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50 OHM, RG217/U COAX, DOUBLE SHIELDED 


Length _ 
PE3997- - ea rar sane Sates $59.40 
PE3997-24 24" 76.70 71.33 65.96 61.36 
PE3997-36 36" 79.05 74.58 67.98 63.24 
PE3997-48 48" 81.50 75.80 70.09 65.20 
PE3997-60 60" 83.90 78.03 72.15 67.12 
PE3997-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 
Model No. Length 50-99 100 + 
PE33236-12 125 ribs sais $97.35 $90.56 
PE33236-24 24" 116.10 107.97 99.85 92.88 
PE33236-36 36" 117.15 108.95 100.75 93.72 
PE33236-48 48" 119.30 110.95 102.60 95.44 
PE33236-60 60" 125.40 116.62 107.84 100.32 
PE33236-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + 
PE3447-12 12" its $28.97 $26.79 $24.92 
PE3447-24 24" 32.50 30.23 27.95 26.00 
PE3447-36 36" 33.80 31.43 29.07 27.04 
PE3447-48 48" 35.10 32.64 30.19 28.08 
PE3447-60 60" 36.45 33.90 31,35 29.16 
PE3447-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3487-12 iz” ae $33.29 $30.79 $28.64 
PE3487-24 24" 36.75 34.18 31.61 29.40 
PE3487-36 36" 37.75 35.11 32.47 30.20 
PE3487-48 48" 38.65 35.94 33.24 30.92 
PE3487-60 60" 39.70 36.92 34.14 31.76 
PE3487-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3607-12 12" $39.80 $37.01 $34.23 $31.84 
PE3607-24 24" 48.25 44.87 41.50 38.60 
PE3607-36 36" 56.60 52.64 48.68 45.28 
PE3607-48 48" 65.10 60.54 55.99 52.08 
PE3607-60 60" 73.50 68.36 63.21 58.80 
PE3607-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, /RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + 
PE3653-12 12" eat ae $26.23 $24.40 
PE3653-24 24" 33.15 30.83 28.51 26.52 
PE3653-36 36" 35.80 33.29 30.79 28.64 
PE3653-48 48" 38.40 35373 33.02 30.72 
PE3653-60 60" 41.10 38.22 35:35 32.88 
PE3653-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-B3199, VERY LOW Loss COAX 
Model No. length 50-99 100 + 
PE3279-12 2? te a $38.79 $36.08 
PE3279-24 24" 46.00 42.78 39.56 36.80 
PE3279-36 36" 47.00 43.71 40.42 37.60 
PE3279-48 48" 48.00 44.64 41.28 38.40 
PE3279-60 60" 48.95 45.52 42.10 39.16 
PE3279-XX Any Same-Day Shipment / Call for Pricing 


Neen nnn nner errr esse rer SSS 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3827-12 12" $52.20 $48.55 $44.89 $41.76 
PE3827-24 24" 55.80 51.89 47.99 44.64 
PE3827-36 36" 59.40 55.24 51.08 47.52 
PE3827-48 48" 63.05 58.64 54.22 50.44 
PE3827-60 60" 66.65 61.98 57.32 53.32 
PE3827-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34138-12 12" $54.85 $51.01 $47.17 $43.88 
PE34138-24 24" 58.45 54.36 50.27 46.76 
PE34138-36 36" 62.00 57.66 53.32 49.60 
PE34138-48 48" 65.70 61.10 56.50 52.56 
PE34138-60 60" 69.30 64.45 59.60 55.44 
PE34138-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. ' Length 1-24 25-49 50-99 100 + 
PE3472-12 a7” $54.85 $51.01 $47.17 $43.88 
PE3472-24 24" 58.45 54.36 50.27 46.76 
PE3472-36 36" 62.00 57.66 53.32 49.60 
PE3472-48 48" 65.70 61.10 56.50 52.56 
PE3472-60 60" 69.30 64.45 59.60 55.44 
PE3472-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99- 100 + 
PE34142-12 12” $68.10 $63.33 $58.57 $54.48 
PE34142-24 24" 71.70 66.68 61.66 57.36 
PE34142-36 36" 75.40 70.12 64.84 60.32 
PE34142-48 48" 78.95 73.42 67.90 63.16 
PE34142-60 60" 82.55 76.77 70.99 66.04 
PE34142-XX Any 


Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


| Model No. Length 1-24 25-49 50-99 100 + 
PE34144-12 12" $74.70 $69.47 $64.24 $59.76 
-PE34144-24 24" 78.35 72.87 67.38 62.68 
PE34144-36 36" 81.95 76.21 70.48 65.56 
PE34144-48 48" 85.60 79.61 73.62 68.48 
PE34144-60 60" 89.15 82.91 76.67 71.32 
PE34144-xX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34146-12 12" $74.70 $69.47 $64.24 $59.76 
PE34146-24 24" 78.35 72.87 67.38 62.68 
PE34146-36 36" 81.95 76.21 70.48 65.56 
PE34146-48 48" 85.60 79.61 73.62 68.48 
PE34146-60 60" 89.15 82.91 76.67 71.32 
PE34146-XX Any Same-Day Shipment / Call for Pricing 


N MALE TO N MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3920-12 12" $54.85 $51.01 $47.17 $43.88 
PE3920-24 24" 58.45 54.36 50.27 46.76 
PE3920-36 36" 62.00 57.66 53.32 49.60 
PE3920-48 48" 65.70 61.10 56.50 52.56 
PE3920-60 60" 69.30 64.45 59.60 55.44 
PE3920-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34140-12 LZ? $57.55 $53.52 $49.49 $46.04 
PE34140-24 24" 61.10 56.82 52.55 48.88 
PE34140-36 36" 64.70 60.17 55.64 51.76 
PE34140-48 48" 68.40 63.61 58.82 54.72 
PE34140-60 60" 71.95 66.91 61.88 57.56 
PE34140-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3963-12 Le: $57.55 $53.52 $49.49 $46.04 
PE3963-24 24" 61.10 56.82 02.59 48.88 
PE3963-36 36" 64.70 60.17 55.64 51.76 
PE3963-48 48" 68.40 63.61 58.82 54.72 
PE3963-60 60" 71.95 66.91 61.88 57.56 
PE3963-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3782-12 i2* $69.90 $65.01 $60.11 $55.92 
PE3782-24 24" 77.15 qis75 66.35 61.72 
PE3782-36 36" 84.35 78.45 72.54 67.48 
PE3782-48 48" 91.60 85.19 78.78 73.28 
PE3782-60 60" 98.80 91.88 84.97 79.04 
PE3782-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3995-12 iZt $76.55 $71.19 $65.83 $61.24 
PE3995-24 24" 83.75 77.89 72.03 67.00 
PE3995-36 36" 91.00 84.63 78.26 72.80 
PE3995-48 48" 98.25 91.37 84.50 78.60 
PE3995-60 60" 105.40 98.02 90.64 84.32 
PE3995-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34149-12 12" $76.55 $71.19 $65.83 $61.24 
PE34149-24 24" 83.75 77.89 72.03 67.00 
PE34149-36 36" 91.00 84.63 78.26 72.80 
PE34149-48 48" 98.25 91.37 84.50 78.60 
PE34149-60 60" 105.40 98.02 90.64 84.32 


PE34149-XX Any 


Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3699-12 12" $57.00 $53.01 $49.02 $45.60 
PE3699-24 24" 58.05 53.99 49.92 46.44 
PE3699-36 36" 59.05 54.92 50.78 47.24 
PE3699-48 48" 60.05 55.85 51.64 48.04 
PE3699-60 60" 61.05 56.78 52.50 48.84 
PE3699-XX Any Same-Day Shipment / Call for Pricing 

© 50 OHM, RG58C/U COAX 
=m Model No. Length 1-24 25-49 50-99 100 + 
fo-I PE3143-12 Te $46.35 $43.11 $39.86 $37.08 
PE3143-24 24" 46.85 43.57 40.29 37.48 
PE3143-36 36" 47.25 43.94 40.64 37.80 
PE3143-48 48" 47.65 44.31 40.98 38.12 
PE3143-60 60" 48.05 44.69 41.32 38.44 
PE3143-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3726-12 2 $46.35 $43.11 $39.86 $37.08 
PE3726-24 24" 49.05 45.62 42.18 39.24 
PE3726-36 36" 51.70 48.08 44.46 41.36 
PE3726-48 48" 54.35 50.55 46.74 43.48 
PE3726-60 60" 57.00 53.01 49.02 45.60 
PE3726-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34205-12 12" $53.00 $49.29 $45.58 $42.40 
PE34205-24 24" 53.30 49.57 45.84 42.64 
PE34205-36 36" 53.60 49.85 46.10 42.88 
PE34205-48 48" 53.85 50.08 46.31 43.08 
PE34205-60 60" 54.10 50.31 46.53 43.28 
PE34205-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34212-12 a2” $53.00 $49.29 $45.58 $42.40 
PE34212-24 24" 54.00 50.22 46.44 43.20 
PE34212-36 36" 54.95 51.10 47.26 43.96 
PE34212-48 48" 55.90 51.99 48.07 44.72 
PE34212-60 60" 56.85 52.87 48.89 45.48 
PE34212-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3797-12 12" $57.00 $53.01 $49.02 $45.60 
PE3797-24 24" 58.05 53.99 49.92 46.44 
PE3797-36 36" 59.05 54.92 50.78 47.24 
PE3797-48 48" 60.05 55.85 51.64 48.04 
PE3797-60 60" 61.05 56.78 52.50 48.84 
PE3797-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE3071-12 12" 
PE3071-24 24" 
PE3071-36 36" 
PE3071-48 48" 
PE3071-60 60" 
PE3071-XX Any 


1-24 25-49 50-99 100 + 
$57.00 $53.01 $49.02 $45.60 
60.65 56.40 52.16 48.52 
64.30 59.80 55.30 51.44 
67.90 63.15 58.39 54.32 
71.50 66.50 61.49 57.20 
Same-Day Shipment / Call for Pricing 


90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE3168-12 120 
PE3168-24 24" 
PE3168-36 36" 
PE3168-48 48" 
PE3168-60 60" 
PE3168-XX Any 


1-24 25-49 50-99 100 + 
$46.35 $43.11 $39.86 $37.08 
47.70 44.36 41.02 38.16) 
49.05 45.62 42.18 39.24 
50.40 46.87 43.34 40.32 
51.70 48.08 44.46 41.36 
Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 

PE34203-12 he. $66.30 $61.66 $57.02 $53.04 

PE34203-24 24" 90.40 84.07 77.74 72.32 

PE34203-36 36" 114.45 106.44 98.43 91.56 

PE34203-48 48" 138.55 128.85 119.15 110.84 

PE34203-60 60" 162.75 151.36 139.97 130.20 

PE34203-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 

Model No. Length 1-24 25-49 «50-99 100 + 
PE34210-12 12" $53.00 $49.29 $45.58 $42.40. 
PE34210-24 24" 54.00 50.22 46.44 43.20 
PE34210-36 36" 54.95 _ 51.10 47.26 43.96. 
PE34210-48 48" 55.90 51.99 48.07 44.72. 
PE34210-60 60" 56.85 52.87 48.89 45.48 
PE34210-XX Any 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 
PE34207-12 12" 
PE34207-24 24" 
PE34207-36 36" 
PE34207-48 48" 
PE34207-60 60" 
PE34207-XX Any 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE3255-12 2” 
PE3255-24 24" 
PE3255-36 36" 
PE3255-48 48" 
PE3255-60 60" 
PE3255-XX Any 


1-24 25-49 50-99 100 + 
$55.70 $51.80 $47.90 $44.56 
58.10 54.03 49.97 46.48 
60.55 56.31 52.07 48.44 
62.95 58.54 54.14 50.36. 
65.30 60.73 56.16 52.24 | 
Same-Day Shipment / Call for Pricing | 


1-24 25-49 50-99 100 + | 


$57.00 $53.01 $49.02 $45.60 | 
65.45 60.87 56.29 52.36 
73.90 68.73 63.55 59.12 | 
82.30 76.54 70.78 65.84 © 
90.80 84.44 78.09 72.64 } 
Same-Day Shipment / Call for Pricing | 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


1-24 25-49 50-99 100 + 


Model No. Length 
PE33321-12 12 
PE33321-24 24" 
PE33321-36 36" 
PE33321-48 48" 
PE33321-60 60" 
PE33321-XX Any 


$46.35 $43.11 $39.86 $37.08 
49.05 45.62 42.18 39.24 
51.70 48.08 44.46 41.36 
54.35 50.55 46.74 43.48 
57.00 53.01 49.02 45.60 
Same-Day Shipment / Call for Pricing | 


90 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + | 
PE3962-12 12" $50.40 $46.87 $43.34 $40.32 
PE3962-24 24" 51.30 47.71 44.12 41.04 
PE3962-36 36" 52.35 48.69 45.02 41.88 
PE3962-48 48" 53.30 49.57 45.84 42.64 
PE3962-60 60" 54.25 50.45 46.66 43.40 | 
PE3962-XX Any Same-Day Shipment / Call for Pricing | 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33974-12 iat $66.30 $61.66 $57.02 $53.04 
PE33974-24 24" 67.25 62.54 57.84 53.80 
PE33974-36 36" 68.35 63.57 58.78 54.68 
PE33974-48 48" 69.35 64.50 59.64 55.48 
PE33974-60 60" 70.35 65.43 60.50 56.28 
| PE33974-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3698-12 12? $53.00 $49.29 $45.58 $42.40 
PE3698-24 24" 53.50 49.76 46.01 42.80 
| PE3698-36 36" 53.85 50.08 46.31 43.08 
PE3698-48 48" 54.25 50.45 46.66 43.40 
PE3698-60 60" 54.60 50.78 46.96 43.68 
PE3698-XX Any 


Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3693-12 12" $53.00 $49.29 $45.58 $42.40 
PE3693-24 24" 55.70 51.80 47.90 44.56 
PE3693-36 yn o0e 58.35 54.27 50.18 46.68 
PE3693-48 ; 48" 61.00 56.73 52.46 48.80 
PE3693-60 60" 63.65 59.19 54.74 50.92 
| PE3693-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
| PE34231-12 128 $61.00 $56.73 $52.46 $48.80 
| PE34231-24 24" 61.25 56.96 52.68 49.00 
PE34231-36 36" 61.50 57.20 52.89 49.20 
PE34231-48 48" 61.70 57.38 53.06 49.36 
PE34231-60 60" 61.95 57.01 53.28 49.56 
PE34231-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34238-12 12" $61.00 $56.73 $52.46 $48.80 
PE34238-24 24" 61.90 57.57 53.23 49.52 
PE34238-36 36" 62.95 58.54 54.14 50.36 
PE34238-48 48" 63.85 59.38 54.91 51.08 
PE34238-60 60" 64.85 60.31 55.77 51.88 
PE34238-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3272-12 TZe $66.30 $61.66 $57.02 $53.04 
PE3272-24 24" 67.25 62.54 57.84 53.80 
PE3272-36 36" 68.35 63.57 58.78 54.68 
PE3272-48 48" 69.35 64.50 59.64 55.48 
PE3272-60 60" 70.35 65.43 60.50 56.28 
PE3272-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3781-12 128 $66.30 $61.66 $57.02 $53.04 
PE3781-24 24" 69.90 65.01 60.11 55.92 
PE3781-36 36" 73.50 68.36 63.21 58.80 
PE3781-48 48" 77.15 TTS 66.35 61.72 
PE3781-60 60" 80.80 75.14 69.49 64.64 
PE3781-XX Any Same-Day Shipment / Call for Pricing 


: __,_N MALE RIGHT ANGLE TO N MALE RIGHT ANGLE 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3882-12 12% $53.00 $49.29 $45.58 $42.40 
PE3882-24 24" 54.35 50.55 46.74 43.48 
PE3882-36 36" 55.70 51.80 47.90 44.56 
PE3882-48 48" 57.00 53.01 49.02 45.60 
PE3882-60 60" 58.35 54.27 50.18 46.68 
PE3882-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34222-12 12f $79.55 $73.98 $68.41 $63.64 
PE34222-24 24" 103.65 96.39 89.14 82.92 
PE34222-36 36" 127.75 118.81 109.87 102.20 
PE34222-48 48" 151.90 141.27 130.63 121.52 
PE34222-60 60" 176.00 163.68 151.36 140.80 
PE34222-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34236-12 12% $61.00 $56.73 $52.46 $48.80 
PE34236-24 24" 61.90 57.57 53.23 49.52 
PE34236-36 36" 62.95 58.54 54.14 50.36 
PE34236-48 48" 63.85 59.38 54.91 51.08 
PE34236-60 60" 64.85 60.31 55.77 51.88 
PE34236-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34234-12 128 $63.65 $59.19 $54.74 $50.92 
PE34234-24 24" 66.10 61.47 56.85 52.88 
PE34234-36 36" 68.50 63.71 58.91 54.80 
PE34234-48 48" 70.85 65.89 60.93 56.68 
PE34234-60 60" 73.30 68.17 63.04 58.64 
PE34234-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3268-12 12? $66.30 $61.66 $57.02 $53.04 
PE3268-24 24" 74.70 69.47 64.24 59.76 
PE3268-36 36" 83.15 77.33 71.51 66.52 
PE3268-48 48" 91.60 85.19 78.78 73.28 
PE3268-60 60" 100.00 93.00 86.00 80.00 
PE3268-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3412-12 12" $53.00 $49.29 $45.58 $42.40 
PE3412-24 24" 55.70 51.80 47.90 44.56 
PE3412-36 36" 58.35 54.27 50.18 46.68 
PE3412-48 48" 61.00 56.73 52.46 48.80 
PE3412-60 60" 63.65 59.19 54.74 50.92 
PE3412-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33168-12 12" $57.00 $53.01 $49.02 $45.60 
PE33168-24 24" 58.00 53.94 49.88 46.40 
PE33168-36 36" 58.95 54.82 50.70 47.16 
PE33168-48 48" 59.85 55.66 51.47 47.88 
PE33168-60 60" 60.90 56.64 52.37 48.72 
PE33168-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3714-12 12" $29.15 $27.11 $25.07 $23.32 
PE3714-24 24" 29.55 27.48 25.41 23.64 
PE3714-36 36" 30.00 27.90 25.80 24.00 
PE3714-48 48" 30.40 28.27 26.14 24.32 
PE3714-60 60" 30.85 28.69 26.53 24.68 
PE3714-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3996-12 12" $29.15 $27.11 $25.07 $23.32 
PE3996-24 24" 31.80 29.57 27.35 25.44 
PE3996-36 36" 34.50 32.09 29.67 27.60 
PE3996-48 48" 37.15 34.55 31.95 29.72 
PE3996-60 60" 39.80 37.01 34.23 31.84 
PE3996-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34283-12 i2e $43.75 $40.69 $37.63 $35.00 
PE34283-24 24" 44.75 41.62 38.49 35.80 
PE34283-36 36" 45.65 42.45 39.26 36.52 
PE34283-48 48" 46.70 43.43 40.16 37.36 
PE34283-60 60" 47.60 44.27 40.94 38.08 
PE34283-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3232-12 12? $41.10 $38.22 $35.35 $32.88 
PE3232-24 24" 42.15 39.20 36.25 33.72 
PE3232-36 36" 43.15 40.13 37.11 34.52 
PE3232-48 48" 44.10 41.01 37.93 35.28 
PE3232-60 60" 45.15 41.99 38.83 36.12 
PE3232-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3650-12 12" $43.75 $40.69 $37 .63 $35.00 
PE3650-24 24" 47.40 44.08 40.76 37.92 
PE3650-36 36" 50.95 47.38 43.82 40.76 
PE3650-48 48" 54.55 50.73 46.91 43.64 
PE3650-60 60" 58.20 54.13 50.05 46.56 
PE3650-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG217/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34274-12 12" $79.55 $73.98 $68.41 $63.64 
PE34274-24 24" 81.95 76.21 70.48 65.56 
PE34274-36 36" 84.35 78.45 72.54 67.48 
PE34274-48 48" 86.80 80.72 74.65 69.44 
PE34274-60 60" 89.15 82.91 76.67 71.32 
PE34274-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34276-12 122 $106.10 $98.67 $91.25 $84.88 
PE34276-24 24" 112.10 104.25 96.41 89.68 
PE34276-36 36" 118.05 109.79 101.52 94.44 
PE34276-48 48" 124.20 115.51 106.81 99.36 
PE34276-60 60" 130.15 121.04 111.93 104.12 
PE34276-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 
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90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length _ 1-24 25-49 50-99 100 + 
PE3667-12 12" $29.15 $27.11 $25.07 $23.32 
PE3667-24 24" 30.50 28.37 26.23 24.40. 
PE3667-36 36" 31.80 29.57 27335 25.44 
PE3667-48 48" 33.15 30.83 28.51 26.52 
PE3667-60 60" 34.50 32.09 29.67 27.60 
PE3667-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33728-12 12" $53.00 $49.29 $45.58 $42.40 
PE33728-24 24" 77.15 71.75 66.35 61.72 
PE33728-36 36" 101.30 94.21 87.12 81.04 
PE33728-48 48" 125.40 116.62 107.84 100.32 
PE33728-60 60" 149.45 138.99 128.53 119.56. 
PE33728-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3986-12 12" $43.75 $40.69 $37.63 $35.00. 
PE3986-24 24" 44.75 41.62 38.49 35.80 
PE3986-36 36" 45.65 42.45 39.26 36.52 
PE3986-48 48" 46.70 43.43 40.16 37.36 
PE3986-60 60" 47.60 44.27 40.94 38.08 | 
PE3986-XX Any Same-Day Shipment / Call for Pricing | 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


t 


Model No. Length 1-24 25-49 50-99 100 + 
PE34281-12 12° $47.70 $44.36 $41.02 $38.16 
PE34281-24 24" 50.20 46.69 43.17 40.16 
PE34281-36 36" 52.60 48.92 45.24 42.08 
PE34281-48 48" 54.95 51.10 47.26 43.96 
PE34281-60 60" 57.45 53.43 49.41 45.96 
PE34281-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3977-12 izP $43.75 $40.69 $37.63 $35.00 | 
PE3977-24 24" 52.20 48.55 44.89 41.76 
PE3977-36 36" 60.65 56.40 52.16 48.52 
PE3977-48 48" 69.05 64.22 59.38 55.24 
PE3977-60 60" 77.45 72.03 66.61 61.96 
PE3977-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3617-12 125 $29.15 $27.11 $25.07 $23.32. 


PE3617-24 24" 31.80 29.57 27.35 25.44 
PE3617-36 36" 34.50 32.09 29.67 27.60 
PE3617-48 48" 37.15 34.55 31.95 29:72 | 
PE3617-60 60" 39.80 37.01 34.23 31.84 
PE3617-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33011-12 129 $43.75 $40.69 $37.63 $35.00 
PE33011-24 24" 44.75 41.62 38.49 35.80 
PE33011-36 36" 45.65 42.45 39.26 36.52 
PE33011-48 48" 46.70 43.43 40.16 37.36 
PE33011-60 60" 47.60 44.27 40.94 38.08 
PE33011-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


: SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
N MALE TO N FEMALE 


| 50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3829-12 12" $60.15 $55.94 $51.73 $48.12 PE3921-12 12" $64.15 $59.66 $55.17 $51.32 
PE3829-24 24" 63.75 59.29 54.83 51.00 PE3921-24 24" 67.80 63.05 58.31 54.24 
PE3829-36 36" 67.30 62.59 57.88 53.84 PE3921-36 36" 71.40 66.40 61.40 57.12 
PE3829-48 48" 71.00 66.03 61.06 56.80 PE3921-48 48" 75.00 69.75 64.50 60.00 
PE3829-60 60" 74.60 69.38 64.16 59.68 PE3921-60 60" 78.60 73.10 67.60 62.88 
| PE3829-XX Any Same-Day Shipment / Call for Pricing PE3921-XX Any Same-Day Shipment / Call for Pricing tN 
w 
| = Ty 
i-3 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) =a 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100+ Fy 
PE34289-12 12" $64.15 $59.66 $55.17 $51.32 PE34285-12 12" $68.10 $63.33 $58.57 $54.48 Be 
PE34289-24 24" 67.80 63.05 58.31 54.24 PE34285-24 24" 71.70 66.68 61.66 57.36 
PE34289-36 36" 71.40 66.40 61.40 57.12 PE34285-36 36" 75.40 70.12 64.84 60.32 
PE34289-48 48" 75.00 69.75 64.50 60.00 PE34285-48 48" 78.95 73.42 67.90 63.16 
PE34289-60 60" 78.60 73.10 67.60 62.88 PE34285-60 60" 82.55 76.77 70.99 66.04 
PE34289-XX Any Same-Day Shipment / Call for Pricing PE34285-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
| Model No. ~__ Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3485-12 12” $64.15 $59.66 $55.17 $51.32 PE3965-12 12" $68.10 $63.33 $58.57 $54.48 
| PE3485-24 24" 67.80 63.05 58.31 54.24 PE3965-24 24" 71.70 66.68 61.66 57.36 
PE3485-36 36" 71.40 66.40 61.40 57.12 PE3965-36 36" 75.40 70.12 64.84 60.32 
| PE3485-48 48" 75.00 69.75 64.50 60.00 PE3965-48 48" 78.95 73.42 67.90 63.16 
| PE3485-60 60" 78.60 73.10 67.60 62.88 PE3965-60 60" 82.55 76.77 70.99 66.04 
) PE3485-XX Any Same-Day Shipment / Call for Pricing PE3965-XX Any Same-Day Shipment / Call for Pricing 
(a 50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
| Model No. Length 1-24 25-49 50-99 - 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34287-12 den $88.00 $81.84 $75.68 $70.40 PE3979-12 12" $76.55 $71.19 $65.83 $61.24 
| PE34287-24 24" 91.60 85.19 78.78 73.28 PE3979-24 24" 83.75 77.89 72.03 67.00 
PE34287-36 : 36" 95.15 88.49 81.83 76.12 PE3979-36 36" 91.00 84.63 78.26 72.80 
PE34287-48 48" 98.80 91.88 84.97 79.04 PE3979-48 48" 98.25 91.37 84.50 78.60 
| PE34287-60 60" 102.50 95.33 88.15 82.00 PE3979-60 60" 105.40 98.02 90.64 84.32 
PE34287-XX Any Same-Day Shipment / Call for Pricing PE3979-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34296-12 dz” $94.55 $87 .93 $81.31 $75.64 PE3988-12 ite $83.15 $77.33 $71.51 $66.52 
| PE34296-24 24" 98.25 91.37 84.50 78.60 PE3988-24 24" 90.40 84.07 77.74 J2eae 
| PE34296-36 36" 101.85 94.72 87.59 81.48 PE3988-36 36" 97.65 90.81 83.98 78.12 
PE34296-48 48" 105.40 98.02 90.64 84.32 PE3988-48 48" 104.85 97.51 90.17 83.88 
_ PE34296-60 60" 109.05 101.42 93.78 87.24 PE3988-60 60" 112.10 104.25 96.41 89.68 
_ PE34296-XX Any Same-Day Shipment / Call for Pricing PE3988-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34291-12 ; 12% $94.55 $87 .93 $81.31 $75.64 PE34293-12 L22 $83.15 $77.33 $71.51 $66.52 
PE34291-24 24" 98.25 91.37 84.50 78.60 PE34293-24 24" 90.40 84.07 77.74 72.32 
PE34291-36 36" 101.85 94.72 87.59 81.48 PE34293-36 36" 97.65 90.81 83.98 78.12 
PE34291-48 48" 105.40 98.02 90.64 84.32 PE34293-48 48" 104.85 97.51 90.17 83.88 
PE34291-60 60" 109.05 101.42 93.78 87.24 PE34293-60 60" 112.10 104.25 96.41 89.68 
/ PE34291-XX Any Same-Day Shipment / Call for Pricing PE34293-XX Any Same-Day Shipment / Call for Pricing 


| **ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


i 
|Free Ground Freight jl Products Available Online! www.pasternack.com 81 
‘Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


> 
w 
a 
© 
3 
=, 
oD 
7) 


“e's es 


eectetetetetetete 


N MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 266 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3966-12 len $54.35 $50.55 $46.74 $43.48 
PE3966-24 24" 55.40 51.52 47.64 44.32 
PE3966-36 36" 56.35 52.41 48.46 45.08 
PE3966-48 48" 57.45 53.43 49.41 45.96 
PE3966-60 60" 58.40 54.31 50.22 46.72 
PE3966-XX Any Same-Day Shipment / Call for Pricing 

Ky 50 OHM, RG58C/U COAX 
—s Model No. Length 1-24 25-49 50-99 100 + 
fo-3 =PE3320-12 12" $45.10 $41.94 $38.79 $36.08 
PE3320-24 24" 45.45 42.27 39.09 36.36 
PE3320-36 36" 45.85 42.64 39.43 36.68 
PE3320-48 48" 46.25 43.01 39.78 37.00 
PE3320-60 60" 46.75 43.48 40.21 37.40 
PE3320-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3034-12 12" $45.10 $41.94 $38.79 $36.08 
PE3034-24 24" 47.70 44.36 41.02 38.16 
PE3034-36 36" 50.40 46.87 43.34 40.32 
PE3034-48 48" 53.00 49.29 45.58 42.40 
PE3034-60 60" 55.70 51.80 47.90 44.56 
PE3034-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34201-12 ve $59.65 $55.47 $51.30 $47.72 
PE34201-24 24" 60.65 56.40 52.16 48.52 
PE34201-36 36" 61.55 57.24 52.93 49.24 
PE34201-48 48" 62.60 58.22 53.84 50.08 
PE34201-60 60" 63.50 59.06 54.61 50.80 
PE34201-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34181-12 Wes $54.35 $50.55 $46.74 $43.48 
PE34181-24 24" 55.35 51.48 47.60 44.28 
PE34181-36 36" 56.25 52.31 48.38 45.00 
PE34181-48 48" 57.25 53.24 49.24 45.80 
PE34181-60 60" 58.20 54.13 50.05 46.56 
PE34181-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33543-12 12" $54.35 $50.55 $46.74 $43.48 
PE33543-24 24" 55.40 51.52 47.64 44.32 
PE33543-36 36" 56.35 52.41 48.46 45.08 
PE33543-48 48" 57.45 53.43 49.41 45.96 
PE33543-60 60" 58.40 54.31 50.22 46.72 
PE33543-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3217-12 122 $54.35 $50.55 $46.74 $43.48 
PE3217-24 24" 58.00 53.94 49.88 46.40 
PE3217-36 36" 61.55 57.24 52.93 49.24 
PE3217-48 48" 65.20 60.64 56.07 52.16 
PE3217-60 60" 68.80 63.98 59.17 55.04 
PE3217-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3686-12 12" $45.10 $41.94 $38.79 $36.08 
PE3686-24 24" 46.35 43.11 39.86 37.08 
PE3686-36 36" 47.70 44.36 41.02 38.16 
PE3686-48 48" 49.05 45.62 42.18 39.24 
PE3686-60 60" 50.40 46.87 43.34 40.3% 
PE3686-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34194-12 12" $66.30 $61.66 $57.02 $53.04 
PE34194-24 24" 90.40 84.07 77.74 72.32 
PE34194-36 36" 114.45 106.44 98.43 91.56 
PE34194-48 48" 138.55 128.85 119.15 110.84 
PE34194-60 60" 162.75 151.36 139.97 130.20 
PE34194-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33534-12 12" $54.35 $50.55 $46.74 $43.48 
PE33534-24 24" 55.35 51.48 47.60 44.28 
PE33534-36 36" 56.25 52.31 48.38 45.00 
PE33534-48 48" 57.25 53.24 49.24 45.80 
PE33534-60 60" 58.20 54.13 50.05 46.56 
PE33534-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED : 


Model No. Length 1-24 25-49 50-99 100 + 
PE34198-12 az" $54.35 $50.55 $46.74 $43.48 
PE34198-24 24" 56.70 52.73 48.76 45.36 
PE34198-36 36" 59.20 55.06 50.91 47.36 
PE34198-48 48" 61.55 57.24 52.93 49.24 
PE34198-60 60" 64.00 59.52 55.04 51.20 
PE34198-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33530-12 12” $54.35 $50.55 $46.74 $43.48 
PE33530-24 24" 62.80 58.40 54.01 50.24 
PE33530-36 36" 71.30 66.31 61.32 57.04 
PE33530-48 48" 79.70 74.12 68.54 63.76 
PE33530-60 60" 88.10 81.93 75.77 70.48 
PE33530-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3227-12 12" $45.10 $41.94 $38.79 $36.08 
PE3227-24 24" 47.70 44.36 41.02 38.16 
PE3227-36 36" 50.40 46.87 43.34 40.32 
PE3227-48 48" 53.00 49.29 45.58 42.40 
PE3227-60 60" 55.70 51.80 47.90 44.56 
PE3227-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE34196-12 12" $47.70 $44.36 $41.02 $38.16 
PE34196-24 24" 48.70 45.29 41.88 38.96 
PE34196-36 36" 49.65 46.17 42.70 39.72 
PE34196-48 48" 50.60 47.06 43.52 40.48 
PE34196-60 60" 51.55 47.94 44.33 41.24 
PE34196-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


N MALE TO N FEMALE BULKHEAD 


. USE MOUNTING HOLE GO1 ON PAGE 266 
50 OHM, RG402/U (.141” BARE COPPER) 


_ Model No. Length 1-24 25-49 50-99 100 + 
" PE3830-12 12h $81.35 $75.66 $69.96 $65.08 
» PE3830-24 24" 85.00 79.05 73.10 68.00 
| PE3830-36 36" 88.60 82.40 76.20 70.88 
| PE3830-48 48" 92.20 85.75 79.29 73.76 
| PE3830-60 60" 95.90 89.19 82.47 76.72 
PE3830-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


| Model No. Length 1-24 25-49 50-99 100 + 
| PE34158-12 12" $85.35 $79.38 $73.40 $68.28 
| PE34158-24 24" 88.95 82.72 76.50 71.16 
| PE34158-36 36" 92.55 86.07 79.59 74.04 
| PE34158-48 48" 96.20 89.47 82.73 76.96 
| PE34158-60 60" 99.75 92.77 85.79 . 79.80 
| PE34158-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


| Model No. Length 1-24 25-49 50-99 100 + 
| PE3488-12 12F $85.35 $79.38 $73.40 $68.28 
| PE3488-24 24" 88.95 82.72 76.50 71.16 
| PE3488-36 36" 92.55 86.07 79.59 74.04 
| PE3488-48 48" 96.20 89.47 82.73 76.96 
|| PE3488-60 60" 99.75 92.77 85.79 79.80 
| PE3488-Xx Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 
/ Model No. Length 1-24 25-49 50-99 - 100 + 
PE34152-12 IzF. $94.55 $87.93 $81.31 $75.64 
| PE34152-24 24" 98.25 91.37 84.50 78.60 
- PE34152-36 36" 101.85 94.72 87.59 81.48 
_ PE34152-48 48" 105.40 98.02 90.64 84.32 
| PE34152-60 60" 109.05 101.42 93.78 87.24 
Any Same-Day Shipment / Call for Pricing 


| PE34152-XX 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
| PE34154-12 ae $101.30 $94.21 $87.12 $81.04 
PE34154-24 24" 104.85 97.51 90.17 83.88 
| PE34154-36 36" 108.50 100.91 93.31 86.80 
PE34154-48 48" 112.10 104.25 96.41 89.68 
' PE34154-60 60" 115.65 107.55 99.46 92.52 


| PE34154-XX 


Any 


Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


| Model No. Length 1-24 25-49 50-99 100 + 
) PE34156-12 ie $101.30 $94.21 $87.12 $81.04 
PE34156-24 24" 104.85 97.51 90.17 83.88 
PE34156-36 36" 108.50 100.91 93.31 86.80 
PE34156-48 48" 112.10 104.25 96.41 89.68 
PE34156-60 60" 115.65 107.55 99.46 92.52 
PE34156-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3922-12 12° $82.65 $76.86 $71.08 $66.12 
PE3922-24 24" 86.30 80.26 74.22 69.04 
PE3922-36 36" 89.85 83.56 77.27 71.88 
PE3922-48 48" 93.55 87.00 80.45 74.84 
PE3922-60 60" 97.20 90.40 83.59 77.76 
PE3922-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. 

PE34161-12 
PE34161-24 
PE34161-36 
PE34161-48 
PE34161-60 
PE34161-XX 


Length 1-24 25-49 50-99 100 + 
12" $86.70 $80.63 $74.56 $69.36 
24" 90.30 83.98 77.66 72.24 
36" 93.90 87.33 80.75 75.12 
48" 97.50 90.68 83.85 78.00 
60" 101.10 94.02 86.95 80.88 
Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3971-12 a2zt $86.70 $80.63 $74.56 $69.36 
PE3971-24 24" 90.30 83.98 77.66 72.24 
PE3971-36 36" 93.90 87.33 80.75 75.12 
PE3971-48 48" 97.50 90.68 83.85 78.00 
PE3971-60 60" 101.10 94.02 86.95 80.88 
PE3971-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3983-12 128 $83.15 $77.33 $71.51 $66.52 
PE3983-24 24" 90.40 84.07 77.74 72.32 
PE3983-36 36" 97.65 90.81 83.98 78.12 
PE3983-48 48" 104.85 97.51 90.17 83.88 
PE3983-60 60" 112.10 104.25 96.41 89.68 
PE3983-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 
PE3993-12 ize 
PE3993-24 24" 
PE3993-36 36" 
PE3993-48 48" 
PE3993-60 60" 
PE3993-XX Any 


1-24 25-49 50-99 100 + 
$89.75 $83.47 $77.19 $71.80 
97.00 90.21 83.42 77.60 
104.30 97.00 89.70 83.44 
111.50 103.70 95.89 89.20 
118.80 110.48 102.17 95.04 


Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34150-12 12" $89.75 $83.47 $77.19 $71.80 
PE34150-24 24" 97.00 90.21 83.42 77.60 
PE34150-36 36" 104.30 97.00 89.70 83.44 
PE34150-48 48" 111.50 103.70 95.89 89.20 
PE34150-60 60" 118.80 110.48 102.17 95.04 
PE34150-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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100 + 
$47.16 
48.76 
50.36 
51.96 
53.56 
54.36 
60.76 


100 + 
$48.76 
51.96 
55.16 
58.36 
61.56 
64.76 
76.76 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 
PE38448-12 12" $58.95 $54.82 $50.70 
PE38448-24 24" 60.95 56.68 52.42 
PE38448-36 36" 62.95 58.54 54.14 
PE38448-48 48" 64.95 60.40 55.86 
PE38448-60 60" 66.95 62.26 57.58 
PE38448-72 72s, 67.95 63.19 58.44 
PE38448-120 120" 75.95 70.63 65.32 
PE38448-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-T195 

Model No. Length 1-24 25-49 50-99 
PE38449-12 dz $60.95 $56.68 $52.42 
PE38449-24 24" 64.95 60.40 55.86 

fey PE38449-36 36" 68.95 64.12 59.30 

ry 4=PE38449-48 48" 72.95 67.84 62.74 

f= ©PE38449-60 60" 76.95 71.56 66.18 

yy 4PE38449-72 Te 80.95 75.28 69.62 
PE38449-120 120" 95.95 89.23 82.52 
PE38449-XX Any Same-Day Shipment / Call for Pricing 


50-99 


$33.50 
34.36 
36.08 
37.80 
39.52 
41.24 
47.26 


100 + 
$31.16 
31.96 
33.56 
35.16 
36.76 
38.36 
43.96 


Same-Day Shipment / Call for Pricing 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 
PE38452-12 sen $38.95 $36.22 
PE38452-24 24" 39.95 37.15 
PE38452-36 36" 41.95 39.01 
PE38452-48 48" 43.95 40.87 
PE38452-60 60" 45.95 42.73 
PE38452-72 72" 47.95 44.59 
PE38452-120 120" 54.95 51.10 
PE38452-XX Any 

50 OHM, PE-T195 

Model No. Length 1-24 25-49 
PE38453-12 v2" $40.95 $38.08 
PE38453-24 24" 43.95 40.87 
PE38453-36 36" 47.95 44.59 
PE38453-48 48" 51.95 48.31 
PE38453-60 60" 55.95 52.03 
PE38453-72 72" 59.95 55.75 
PE38453-120 120" 74.95 69.70 
PE38453-XX Any 


50-99 
$35.22 
37.80 
41.24 
44.68 
48.12 
51.56 
64.46 


100 + 
$32.76 
35.16 
38.36 
41.56 
44.76 
47.96 
59.96 


Same-Day Shipment / Call for Pricing 


50 OHM, RG58C/U COAX 


QN MALE 


Model No. Length 1-24 25-49 50-99 100 + 
PE38456-12 12" $39.95 $37.15 $34.36 $31.96 
PE38456-24 24" 41.95 39.01 36.08 33.56 
PE38456-36 36" 43.95 40.87 37.80 35.16 
PE38456-48 48" 45.95 42.73 39.52 36.76 
PE38456-60 60" 46.95 43.66 40.38 37.56 
PE38456-72 je. 48.95 45.52 42.10 39.16 
PE38456-120 120" 56.95 52.96 48.98 45.56 
PE38456-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-T195 
Model No. Length 1-24 25-49 50-99 100 + 
PE38457-12 128 $41.95 $39.01 $36.08 $33.56 
PE38457-24 24" 45.95 42.73 39.52 36.76 
PE38457-36 36" 49.95 46.45 42.96 39.96 
PE38457-48 48" 53.95 50.17 46.40 43.16 
PE38457-60 60" 56.95 52.96 48.98 45.56 
PE38457-72 725 60.95 56.68 52.42 48.76 
PE38457-120 120" 76.95 71.56 66.18 61.56 


PE38457-XX 
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Any 


Same-Day Shipment / Call for Pricing 


QN MALE TO QN MALE 


SSRI ES ORES AINE AAAS AER SS US REA ERNIE AED CII SIA ESN HEARS eR AOS SE SAID a ARDUG  PAESEEE SE MS. HIRBE INS N ANRC m4 Son Soe 


Model No. 

PE38446-12 
PE38446-24 
PE38446-36 


, PE38446-48 


PE38446-60 
PE38446-72 
PE38446-120 
PE38446-XX 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE38447-12 ler $64.95 $60.40 $55.86 $51.96 
PE38447-24 24" 71.95 66.91 61.88 57.56 
PE38447-36 36" 78.95 73.42 67.90 63.16 
PE38447-48 48" 85.95 79.93 73.92 68.76 
PE38447-60 60" 92.95 86.44 79.94 74.36 
PE38447-72 72" 107.95 100.39 92.84 86.36 
PE38447-120 120" 128.95 119.92 110.90 103.16 | 
PE38447-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE38450-12 12" $53.95 $50.17 $46.40 $43.16 
PE38450-24 24" 57.95 53.89 49.84 46.36 
PE38450-36 36" 61.95 57.61 53.28 49.56 
PE38450-48 48" 66.95 62.26 57.58 53.56 
PE38450-60 60" 70.95 65.98 61.02 56.76 
PE38450-72 72" 74.95 69.70 64.46 59.96 
PE38450-120 120" 91.95 85.51 . 79.08 73.56 
PE38450-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE38451-12 12? $43.95 $40.87 $37.80 $35.16 
PE38451-24 24" 50.95 47.38 43.82 40.76 
PE38451-36 36" 57.95 53.89 49.84 46.36 
PE38451-48 48" 64.95 60.40 55.86 51.96 
PE38451-60 60" 72.95 67.84 62.74 58.36 
PE38451-72 72" 79.95 74.35 68.76 63.96 
PE38451-120 120" 108.95 101.32 93.70 87.16 
PE38451-XX Any Same-Day Shipment / Call for Pricing | 


50 OHM, RG213/U COAX | 
Length 1-24 25-49 50-99 100 + 
ies $81.95 $76.21 $70.48 $65.56 
24" 85.95 79.93 73.92 68.76 
36" 89.95 83.65 77.36 71.96} 
48" 94.95 88.30 81.66 75.96 
60" 98.95 92.02 85.10 79.16 
ve. 102.95 95.74 88.54 82.36 
120" 119.95 111.55 103.16 95.96. 
Any Same-Day Shipment / Call for Pricing | 


TO N FEMALE 


50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + | 
PE38454-12 12" $50.95 $47.38 $43.82 $40.76 
PE38454-24 24" 54.95 51.10 47.26 43.96 
PE38454-36 36" 58.95 54.82 50.70 47.16 
PE38454-48 48" 63.95 59.47 55.00 51.16 
PE38454-60 60" 67.95 63.19 58.44 54.36 
PE38454-72 ite 71.95 66.91 61.88 57.56 
PE38454-120 120" 89.95 83.65 77.36 71.96 
PE38454-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE38455-12 128 $44.95 $41.80 $38.66 $35.96 
PE38455-24 24" 52.95 49.24 45.54 42.36 
PE38455-36 36" 59.95 55.75 51.56 47.96 
PE38455-48 48" 66.95 62.26 57.58 53.56 
PE38455-60 60" 73.95 68.77 63.60 59.16 
PE38455-72 72" 80.95 75.28 69.62 64.76 
PE38455-120 120" 109.95 102.25 94.56 87.96 
PE38455-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


i 


i aE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE38485-12 a2” $62.95 $58.54 $54.14 $50.36 
PE38485-24 24" 64.95 60.40 55.86 51.96 
PE38485-36 36" 66.95 62.26 57.58 53.56 
PE38485-48 48" 68.95 64.12 59.30 55.16 
PE38485-60 60" 69.95 65.05 60.16 55.96 
PE38485-72 72" 71.95 66.91 61.88 57.56 
PE38485-120 120" 79.95 74.35 68.76 63.96 
PE38485-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-T195 
Model No. Length 1-24 25-49 50-99 100 + 
PE38486-12 12" $64.95 $60.40 $55.86 $51.96 
PE38486-24 24" 68.95 64.12 59.30 55.16 
PE38486-36 36" 72.95 67.84 62.74 58.36 
PE38486-48 48" 76.95 71.56 66.18 61.56 
PE38486-60 60" 80.95 75.28 69.62 64.76 
PE38486-72 72 83.95 78.07 72.20 67.16 
PE38486-120 120" 99.95 92.95 85.96 79.96 
PE38486-XX Any Same-Day Shipment / Call for Pricing 


er 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE38489-12 ; l2* $41.95 $39.01 $36.08 $33.56 
PE38489-24 - 24" 43.95 40.87 37.80 35.16 
PE38489-36 36" 45.95 42.73 39.52 36.76 
PE38489-48 48" 47.95 44.59 41.24 38.36 
PE38489-60 60" 49.95 46.45 42.96 39.96 
PE38489-72 YW 51.95 48.31 44.68 41.56 
PE38489-120 120" 58.95 54.82 50.70 47.16 
PE38489-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-T195 
Model No. Length 1-24 25-49 50-99 100 + 
PE38490-12 12” $41.95 $39.01 $36.08 $33.56 
PE38490-24 24" 43.95 40.87 37.80 35.16 
PE38490-36 36" 45.95 42.73 39.52 36.76 
PE38490-48 48" 47.95 44.59 41.24 38.36 
PE38490-60 60" 49.95 46.45 42.96 39.96 
PE38490-72 rf 51.95 48.31 44.68 41.56 
PE38490-120 120" 58.95 54.82 50.70 47.16 
PE38490-XX Any Same-Day Shipment / Call for Pricing 


ce QN MALE RIGHT ANGLE TO QN MALE 


50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE38487-12 12" $83.95 $78.07 $72.20 $67.16 
PE38487-24 24" 88.95 82.72 76.50 71.16 
PE38487-36 36" 92.95 86.44 79.94 74.36 
PE38487 -48 48" 96.95 90.16 83.38 77.56 
PE38487-60 60" 100.95 93.88 86.82 80.76 
PE38487-72 5 105.95 98.53 91.12 84.76 
PE38487-120 120" 122.95 114.34 105.74 98.36 
PE38487 -XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE38488-12 a aps $67.95 $63.19 $58.44 $54.36 
PE38488-24 24" 75.95 70.63 65.32 60.76 
PE38488-36 36" 92.95 86.44 79.94 74.36 
PE38488-48 48" 99.95 92.95 85.96 79.96 
PE38488-60 60" 101.95 94.81 87.68 81.56 
PE38488-72 725 107.95 100.39 92.84 86.36 
PE38488-120 120" 136.95 127.36 117.78 109.56 
PE38488-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE38491-12 12° $55.95 $52.03 $48.12 $44.76 
PE38491-24 24" 60.95 56.68 52.42 48.76 
PE38491-36 36" 64.95 60.40 55.86 51.96 
PE38491-48 48" 68.95 64.12 59.30 55.16 
PE38491-60 60" 72.95 67.84 62.74 58.36 
PE38491-72 rtd 77.95 72.49 67.04 62.36 
PE38491-120 120" 94.95 88.30 81.66 75.96 
PE38491-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE38492-12 LZ $47.95 $44.59 $41.24 $38.36 
PE38492-24 24" 54.95 51.10 47.26 43.96 
PE38492-36 36" 61.95 57.61 53.28 49.56 
PE38492-48 48" 68.95 64.12 59.30 55.16 
PE38492-60 60" 75.95 70.63 65.32 60.76 
PE38492-72 72% 83.95 78.07 72.20 67.16 
PE38492-120 120" 111.95 104.11 96.28 89.56 
PE38492-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE38493-12 12% $43.95 $40.87 $37.80 $35.16 
- PE38493-24 24" 45.95 42.73 39.52 36.76 
PE38493-36 36" 47.95 44.59 41.24 38.36 
PE38493-48 48" 48.95 45.52 42.10 39.16 
PE38493-60 60" 50.95 47.38 43.82 40.76 
PE38493-72 san 52.95 49.24 45.54 42.36 
PE38493-120 120" 60.95 56.68 52.42 48.76 
PE38493-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-T195 
Model No. Length 1-24 25-49 50-99 100 + 
PE38494-12 12" $45.95 $42.73 $39.52 $36.76 
PE38494-24 24" 49.95 46.45 42.96 39.96 
PE38494-36 36" 53.95 50.17 46.40 43.16 
PE38494-48 48" 56.95 52.96 48.98 45.56 
PE38494-60 60" 60.95 56.68 52.42 48.76 
PE38494-72 72" 64.95 60.40 55.86 51.96 


80.95 75.28 69.62 64.76 
Same-Day Shipment / Call for Pricing 


PE38494-120 
PE38494-XX 


50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE38495-12 125 $52.95 $49.24 $45.54 $42.36 
PE38495-24 24" 57.95 53.89 49.84 46.36 
PE38495-36 36" 61.95 57.61 53.28 49.56 
PE38495-48 48" 65.95 61.33 56.72 52.76 
PE38495-60 60" 70.95 65.98 61.02 56.76 
PE38495-72 72" 74.95 69.70 64.46 59.96 
PE38495-120 120" 91.95 85.51 79.08 73.56 
PE38495-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE38496-12 12" $48.95 $45.52 $42.10 $39.16 
PE38496-24 24" 55.95 52.03 48.12 44.76 
PE38496-36 36" 63.95 59.47 55.00 51.16 
PE38496-48 48" 70.95 65.98 61.02 56.76 
PE38496-60 60" 77.95 72.49 67.04 62.36 
PE38496-72 72" 84.95 79.00 73.06 67.96 
PE38496-120 120" 113.95 105.97 98.00 91.16 


PE38496-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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N MALE RIGHT ANGLE TO N FEMALE BULKHEAD | 


Watetetetctatetatatanones 


vereretecerecer ere, 
SKE 
sestotetetatatate 


0,0, 


os USE MOUNTING HOLE GO1 ON PAGE 266 


52 OHM, RG8A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED : 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + |; 
PE34216-12 12% $66.30 $61.66 $57.02 $53.04 PE33536-12 12" $53.00 $49.29. $45.58 $42.40 | \ 
PE34216-24 24" 67.25 62.54 57.84 53.80 PE33536-24 24" 54.35 50.55 46.74 43.48 |» 
PE34216-36 36" 68.35 63.57 58.78 54.68 PE33536-36 36" 55.70 51.80 47.90 44.56 |» 
PE34216-48 48" 69.35 64.50 59.64 55.48 PE33536-48 48" 57.00 53.01 49.02 45.60 |) 
PE34216-60 60" 70.35 65.43 60.50 56.28 PE33536-60 60" 58.35 54.27 50.18 46.68 ; 
PE34216-XX Any Same-Day Shipment / Call for Pricing PE33536-XX Any Same-Day Shipment / Call for Pricing 
ne 50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
\ 
—m™ Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + |. 
is = PE3407-12 ter $53.00 $49.29 $45.58 $42.40 PE34221-12 12" $79.55 $73.98 $68.41 $63.64 , 
PE3407-24 24" 53.50 49.76 46.01 42.80 PE34221-24 24" 103.65 96.39 89.14 82.92 i}, 
PE3407-36 36" 53.85 50.08 46.31 43.08 PE34221-36 36" 127.75 118.81 109.87 102.20 |, 
PE3407-48 48" 54.25 50.45 46.66 43.40 PE34221-48 48" 151.90 141.27 130.63 121.52}, 
PE3407-60 60" 54.60 50.78 46.96 43.68 PE34221-60 60" 176.00 163.68 151.36 140.80 |, 
PE3407 -XX Any Same-Day Shipment / Call for Pricing PE34221-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 +] 
PE33021-12 12? $53.00 $49.29 $45.58 $42.40 PE34214-12 12" $61.00 $56.73 $52.46 $48.80 |, 
PE33021-24 24" 55.70 51.80 47.90 44.56 PE34214-24 24" 61.90 57.57 53.23 49.52) 
PE33021-36 36" 58.35 54.27 50.18 46.68 PE34214-36 36" 62.95 58.54 54.14 50.36 |. 
PE33021-48 48" 61.00 56.73 52.46 48.80 PE34214-48 48" 63.85 59.38 54.91 51.08 |, 
PE33021-60 60" 63.65 59.19 54.74 50.92 PE34214-60 60" 64.85 60.31 55.77 51.88 | 
PE33021-XX Any Same-Day Shipment / Call for Pricing PE34214-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + | 
PE34229-12 2" $61.00 $56.73 $52.46 $48.80 PE34227-12 12" $63.65 $59.19 $54.74 $50.92 © 
PE34229-24 24" 61.25 56.96 52.68 49.00 PE34227-24 24" 66.10 61.47 56.85 52.88 
PE34229-36 36" 61.50 57.20 52.89 49.20 PE34227-36 36" 68.50 63.71 58.91 54.80 
PE34229-48 48" 61.70 57.38 53.06 49.36 PE34227-48 48" 70.85 65.89 60.93 56.68 
PE34229-60 60" 61.95 57.61 53.28 49.56 PE34227-60 60" 73.30 68.17 63.04 58.64 
PE34229-XX Any Same-Day Shipment / Call for Pricing PE34227-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED | 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + | 
PE34218-12 125 $61.00 $56.73 $52.46 $48.80 PE33532-12 12" $66.30 $61.66 $57.02 $53.04 | 
PE34218-24 24" 61.90 57.57 53.23 49.52 PE33532-24 24" 74.70 69.47 64.24 59.76 
PE34218-36 36" 62.95 58.54 54.14 50.36 PE33532-36 36" 83.15 Wi AB | 71.51 66.52 
PE34218-48 48" 63.85 59.38 54.91 51.08 PE33532-48 48" 91.60 85.19 78.78 73.28 
PE34218-60 60" 64.85 60.31 55.77 51.88 PE33532-60 60" 100.00 93.00 86.00 80.00 — 
PE34218-XX Any Same-Day Shipment / Call for Pricing PE33532-XX Any Same-Day Shipment / Call for Pricing | 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + | 
PE33545-12 12" $66.30 $61.66 $57.02 $53.04 PE33528-12 TZ $53.00 $49.29 $45.58 $42.40 | 
PE33545-24 24" 67.25 62.54 57.84 53.80 PE33528-24 24" 55.70 51.80 47.90 44.56 | 
PE33545-36 36" 68.35 63.57 58.78 54.68 PE33528-36 36" 58.35 54.27 50.18 46.68 | 
PE33545-48 48" 69.35 64.50 59.64 55.48 PE33528-48 48" 61.00 56.73 52.46 48.80 
PE33545-60 60" 70.35 65.43 60.50 56.28 PE33528-60 60" 63.65 59.19 54.74 50.92 | 
PE33545-XX Any Same-Day Shipment / Call for Pricing PE33528-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33178-12 125 $66.30 $61.66 $57.02 $53.04 
PE33178-24 24" 69.90 65.01 60.11 55.92 
PE33178-36 36" 73.50 68.36 63.21 58.80 
PE33178-48 48" 77.15 y ARP A) 66.35 61.72 
PE33178-60 60" 80.80 75.14 69.49 64.64 
PE33178-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE34225-12 Lz $57.00 $53.01 $49.02 $45.60 
PE34225-24 24" 58.00 53.94 49.88 46.40 
PE34225-36 36" 58.95 54.82 50.70 47.16 
PE34225-48 48" 59.85 55.66 51.47 47.88 
PE34225-60 60" 60.90 56.64 52037 48.72 
PE34225-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


; 


| 


 PE3652-XX Any 


N MALE TO TNC MALE 


ee, OHM, RGBA/U COAX 


Model No 25-49 50-99 100 + 
PE33615-12 ai ae $39.48 $36.51 $33.96 
PE33615-24 24" 43.45 40.41 37.37 34.76 
PE33615-36 36" 44.40 41.29 38.18 35.52 
PE33615-48 48" 45.45 42.27 39.09 36.36 
PE33615-60 60" 46.45 43.20 39.95 37.16 
PE33615-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3661-12 12" Sue $27.11 $25.07 $23.32 
PE3661-24 ‘ 24" 29.55 27.48 25.41 23.64 
PE3661-36 36" 30.00 27.90 25.80 24.00 
PE3661-48 48" 30.40 28.27 26.14 24.32 
PE3661-60 60" 30.85 28.69 26.53 24.68 
PE3661-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 50-99 100 + 
| PE3652-12 12" ss a $27.11 $25.07 $23.32 
PE3652-24 24" 31.80 29.57 27.35 25.44 
PE3652-36 36" 34.50 32.09 29.67 27.60 
PE3652-48 48? 37.15 34.55 31.95 29.72 
PE3652-60 } 60" 39.80 37.01 34.23 31.84 
Same-Day Shipment / Call for Pricing 


50 OHM, RG1 TAN COAX 


_ Model No. Length 1-24 25-49 50-99 100 + 
PE34272-12 12? $42.45 $39.48 $36.51 $33.96 
| PE34272-24 24" 42.70 39.71 36.72 34.16 
PE34272-36 36" 43.00 39.99 36.98 34.40 
PE34272-48 48" 43.25 40.22 37.20 34.60 
PE34272-60 60" 43.50 40.46 37.41 34.80 
PE34272-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAK 


Model No. Length 50-99 100 + 
PE33455-12 12" oR rae $38.79 $36.08 
- PE33455-24 24" 46.00 42.78 39.56 36.80 
PE33455-36 36" 47.00 43.71 40.42 37.60 
PE33455-48 48" 48.00 44.64 41.28 38.40 
| PE33455-60 60" 48.95 45.52 42.10 39.16 
| PE33455-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE33457-12 12" a $40.69 $37.63 $35.00 
PE33457-24 24" 44.75 41.62 38.49 35.80 
PE33457-36 36" 45.65 42.45 39.26 36.52 
PE33457-48 48" 46.70 43.43 40.16 37.36 
PE33457-60 60" 47.60 44.27 40.94 38.08 
PE33457-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG213/U COAX 


Model No. Length 50-99 100 + 
PE3644-12 12" age Grae $36.51 $33.96 
PE3644-24 24" 43.45 40.41 37.37 34.76 
PE3644-36 36" 44.40 41.29 38.18 35.52 
PE3644-48 48" 45.45 42.27 39.09 36.36 
PE3644-60 60" 46.45 43.20 39.95 37.16 
PE3644-XX Any Same-Day Shipment / Call for Pricing 


iegegege So 
ieseetees 
$2525 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE3991-12 12" et RE $37 .63 $35.00 
PE3991-24 24" 47.40 44.08 40.76 37.92 
PE3991-36 36" 50.95 47.38 43.82 40.76 
PE3991-48 48" 54.55 50.73 46.91 43.64 
PE3991-60 60" 58.20 54.13 50.05 46.56 
PE3991-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3665-12 iz? eas apr a $23.32 
PE3665-24 24" 30.50 28.37 26.23 24.40 
PE3665-36 36" 31.80 29.57 27.35 25.44 
PE3665-48 48" 33.15 30.83 28.51 26.52 
PE3665-60 60” 34.50 32.09 29.67 27.60 
PE3665-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3989-12 12" $43.75 $40.69 $37.63 $35.00 
PE3989-24 24" 44.75 41.62 38.49 35.80 
PE3989-36 36" 45.65 42.45 39.26 36.52 
PE3989-48 48" 46.70 43.43 40.16 37.36 
PE3989-60 60" 47.60 44.27 40.94 38.08 
PE3989-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length -49 100 + 
PE34266-12 12" rae NET aa $37.08 
PE34266-24 24" 48.80 45.38 41.97 39.04 
PE34266-36 36" 51.15 47.57 43.99 40.92 
PE34266-48 48" 53.65 49.89 46.14 42.92 
PE34266-60 60" 56.05 52.13 48.20 44.84 
PE34266-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3982-12 12" $43.75 $40.69 $37.63 $35.00 
PE3982-24 24" 52.20 48.55 44.89 41.76 
PE3982-36 36" 60.65 56.40 52.16 48.52 
PE3982-48 48" 69.05 64.22 59.38 55.24 
PE3982-60 60" 77.45 72.03 66.61 61.96 
PE3982-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + 
PE3666-12 12" oe a a roe $23.32 
PE3666-24 24" 31.80 29.57 27.35 25.44 
PE3666-36 36" 34.50 32.09 29.67 27.60 
PE3666-48 48" 37.15 34.55 31.95 29.72 
PE3666-60 60" 39.80 37.01 34.23 31.84 
PE3666-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33122-12 12" $42.45 $39.48 $36.51 $33.96 
PE33122-24 24" 43.40 40.36 37.32 34.72 
PE33122-36 36" 44.35 41.25 38.14 35.48 
PE33122-48 48" 45.30 42.13 38.96 36.24 
PE33122-60 60" 46.25 43.01 39.78 37.00 
PE33122-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


| Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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MHV MALE TO MHV MALE 


92 OHM, RGBA/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3098-12 12" noes $61.66 $57.02 $53.04 
PE3098-24 24" 67.25 62.54 57.84 53.80 
PE3098-36 36" 68.35 63.57 58.78 54.68 
PE3098-48 48" 69.35 64.50 59.64 55.48 
PE3098-60 60" 70.35 65.43 60.50 56.28 
PE3098-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 
Model No. Length 50-99 100 + 
PE3516-12 12" ayes SA: $34.23 $31.84 
PE3516-24 24" 40.15 37.34 34.53 32.12 
PE3516-36 36" 40.60 37.76 34.92 32.48 
PE3516-48 48" 41.00 38.13 35.26 32.80 
PE3516-60 60" 41.45 38.55 35.65 33.16 
PE3516-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3542-12 12* aie $41.94 $38.79 $36.08 
PE3542-24 24" 45.45 42.27 39.09 36.36 
PE3542-36 36" 45.85 42.64 39.43 36.68 
PE3542-48 48" 46.25 43.01 39.78 37.00 
PE3542-60 60" 46.75 43.48 40.21 37.40 
PE3542-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3517-12 12" aks $41.94 $38.79 $36.08 
PE3517-24 24" 45.45 42.27 39.09 36.36 
PE3517-36 36" 45.85 42.64 39.43 36.68 
PE3517-48 48" 46.25 43.01 39.78 37.00 
PE3517-60 60" 46.75 43.48 40.21 37.40 
PE3517-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGTATA/U COAX 
Model No. Length 50-99 100 + 
PE34429-12 12? rors jane $37 .63 $35.00 
PE34429-24 24" 47.40 44.08 40.76 37.92 
PE34429-36 36" 50.95 47.38 43.82 40.76 
PE34429-48 48" 54.55 50.73 46.91 43.64 
PE34429-60 60" 58.20 54.13 50.05 46.56 
PE34429-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + 
PE3914-12 12" aes roar $34.23 $31.84 
PE3914-24 24" 42.45 39.48 36.51 33.96 
PE3914-36 36" 45.10 41.94 38.79 36.08 
PE3914-48 48" 47.70 44.36 41.02 38.16 
PE3914-60 60" 50.40 46.87 43.34 40.32 
PE3914-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U_ COAX 
Model No. Length 25-49 50-99 100 + 
PE34427-12 126 eae $39.48 $36.51 $33.96 
PE34427-24 24" 42.70 39.71 36.72 34.16 
PE34427-36 36" 43.00 39.99 36.98 34.40 
PE34427-48 48" 43.25 40.22 37.20 34.60 
PE34427-60 60" 43.50 40.46 37.41 34.80 
PE34427-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 


‘Model No. 25-49 50-99 100 + 
PE34431-12 oe aie $40.69 $37.63 $35.00 
PE34431-24 24" 44.75 41.62 38.49 35.80 
PE34431-36 36" 45.65 42.45 39.26 36.52 
PE34431-48 48" 46.70 43.43 40.16 37.36 
PE34431-60 60" 47.60 44.27 40.94 38.08 
PE34431-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. ength 25-49 50-99 100 + 
PE3735-12 “ae fata $61.66 $57.02 $53.04 
PE3735-24 24" 69.90 65.01 60.11 55.92 
PE3735-36 36" 73.50 68.36 63.21 58.80 
PE3735-48 48" 77.15 71.75 66.35 61.72 
PE3735-60 60" 80.80 75.14 69.49 64.64 
PE3735-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model N Length 25-49 
PE3694- *r 12" ee $37.01 ies ial 
PE3694-24 24" 41.10 38.22 35,35 32.88 
PE3694-36 36" 42.45 39.48 36.51 33.96 
PE3694-48 48" 43.75 40.69 37.63 35.00 
PE3694-60 60" 45.10 41.94 38.79 36.08 
PE3694-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, (RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 
PE34423-12 12" ts on $62.69 ace 
PE34423-24 24" 97.00 90.21 83.42 77.60 
PE34423-36 36" 121.15 112.67 104.19 96.92 
PE34423-48 48" 145.30 135.13 124.96 116.24 
PE34423-60 60" 169.35 157.50 145.64 135.48 
PE34423-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG31 6/U COAX — 
Model No. Length 25-49 50-99 100 + 
PE34433-12 12" ae $40.69 $37.63 $35.00 
PE34433-24 24" 44.75 41.62 38.49 35.80 
PE34433-36 36" 45.65 42.45 39.26 36.52 
PE34433-48 48" 46.70 43.43 40.16 37.36 
PE34433-60 60" 47.60 44.27 40.94 38.08 
PE34433-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, .RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + 
PE3577-12 12" ea + $61.66 $57.02 $53.04 
PE3577-24 24" 74.70 69.47 64.24 59.76 
PE3577-36 36" 83.15 77.33 71.51 66.52 
PE3577-48 48" 91.60 85.19 78.78 73.28 
PE3577-60 60" 100.00 93.00 86.00 80.00 
PE3577-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model N Length 25-49 50-99 100 + 
Se 2 12? an $37.01 $34.23 $31.84 
PE34425-24 24" 42.45 39.48 36.51 33.96 
PE34425-36 36" 45.10 41.94 38.79 36.08 
PE34425-48 48" 47.70 44.36 41.02 38.16 
PE34425-60 60" 50.40 46.87 43.34 40.32 
PE34425-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Free Ground Freight 
Same-Day Shipping 


MHV MALE TO SHV PLUG 


52 OHM, RGBA/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE3365-12 12" $92.75 $86.26 $79.77 $74.20 
PE3365-24 24" 93.85 87.28 80.71 75.08 
PE3365-36 36" 94.80 88.16 81.53 75.84 
PE3365-48 48" 95.90 89.19 82.47 76.72 
PE3365-60 60" 96.85 90.07 83.29 77.48 
PE3365-XX Any Same-Day Shipment / Call for Pricing 

| 50 OHM, RG58C/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 

| PE3950-12 123 $79.55 $73.98 $68.41 $63.64 

| PE3950-24 24" 79.95 74.35 68.76 63.96 

| PE3950-36 36" 80.45 74.82 69.19 64.36 
PE3950-48 48" 80.80 75.14 69.49 64.64 
PE3950-60 60" 81.20 75.52 69.83 64.96 
PE3950-XX Any Same-Day Shipment / Call for Pricing 

| aS OHM, RG59B/U COAX 

Mod Model No. ength 1-24 25-49 50-99 100 + 
PE3108-12 — $79.55 $73.98 $68.41 $63.64 
PE3108-24 24" 79.95 74.35 68.76 63.96 

| PE3108-36 36" 80.45 74.82 69.19 64.36 

| PE3108-48 48" 80.80 75.14 69.49 64.64 

_ PE3108-60 60" 81.20 75.52 69.83 64.96 

 PE3108-XX Any Same-Day Shipment / Call for Pricing 

| 

| 93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 

_ PE3451-12 12" $79.55 $73.98 $68.41 $63.64 
PE3451-24 24" 79.95 74.35 68.76 63.96 
PE3451-36 36" 80.45 74.82 69.19 64.36 
PE3451-48 48" 80.80 75.14 69.49 64.64 
PE3451-60 60" 81.20 75.52 69.83 64.96 
PE3451-XX Any Same-Day Shipment / Call for Pricing 

| 50 OHM, RGIGTAU COAX 
Model No. Length 50-99 100 + 
PE34413-12 12" aoe eae $70.69 $65.76 
PE34413-24 24" 85.85 79.84 73.83 68.68 

—PE34413-36 36" 89.40 83.14 76.88 71.52 
PE34413-48 48" 93.10 86.58 80.07 74.48 
PE34413-60 60" 96.70 89.93 83.16 77.36 
PE34413-XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 


PE3085-12 128 $79.55 $73.98 $68.41 $63.64 
PE3085-24 24" 82.20 76.45 70.69 65.76 
PE3085-36 36" 84.85 78.91 72.97 67.88 
PE3085-48 48" 87.50 81.38 75.25 70.00 
PE3085-60 60" 90.20 83.89 77-57 72.16 


PE3085-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE34419-12 12" oe i $68.41 $63.64 
PE34419-24 24" 79.80 74.21 68.63 63.84 
PE34419-36 36" 80.05 74.45 68.84 64.04 
PE34419-48 48" 80.40 74.77 69.14 64.32 
PE34419-60 60" 80.65 75.00 69.36 64.52 
PE34419-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG1 88A/U COAK 


Model No. Length 25-49 50-99 100 + 
PE34415-12 125 shod $75.24 $69.57 $64.72 
PE34415-24 24" 81.80 76.07 70.35 65.44 
PE34415-36 36" 82.75 76.96 TEsiy 66.20 
PE34415-48 48" 83.75 77.89 72.03 67.00 
PE34415-60 60" 84.75 78.82 72.89 67.80 
PE34415-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length -49 100 + 
PE33516-12 123 en oer ari $79.56 
PE33516-24 24" 103.05 95.84 88.62 82.44 
PE33516-36 36" 106.70 99.23 91.76 85.36 
PE33516-48 48" 110.25 102.53 94.82 88.20 
PE33516-60 60" 113.90 105.93 97.95 91.12 
PE33516-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 100 + 
PE34411-12 123 maa $73.98 wi $63.64 
PE34411-24 24" 80.90 75.24 69.57 64.72 
PE34411-36 36” 82.20 76.45 70.69 65.76 
PE34411-48 48" 83.50 77.66 71.81 66.80 
PE34411-60 60" 84.85 78.91 72.97 67.88 
PE34411-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length -49 50-99 100 + 
PE34407-12 12" ectea aie $91.25 $84.88 
PE34407-24 24" 130.15 121.04 111.93 104.12 
PE34407 -36 36" 154.30 143.50 132.70 123.44 
PE34407-48 48" 178.40 165.91 153.42 142.72 
PE34407-60 60" 202.45 188.28 174.11 161.96 
PE34407-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE34417-12 12" as an $69.57 $64.72 
PE34417-24 24" 81.80 76.07 70.35 65.44 
PE34417-36 36" 82.75 76.96 71.17 66.20 
PE34417-48 48" 83.75 77.89 72.03 67.00 
PE34417-60 60" 84.75 78.82 72.89 67.80 
PE34417-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 100 + 
PE33984-12 128 $99.45 $92.49 are $79.56 
PE33984-24 24" 107.90 100.35 92.79 86.32 
PE33984-36 36" 116.25 108.11 99.98 93.00 
PE33984-48 48" 124.75 116.02 107.29 99.80 
PE33984-60 60" 133.15 123.83 114.51 106.52 
PE33984-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE34409-12 12" saree ae 5 F $63.64 
PE34409-24 24" 82.20 76.45 70.69 65.76 
PE34409-36 36" 84.85 78.91 72.97 67.88 
PE34409-48 48" 87.50 81.38 75.25 70.00 
PE34409-60 60" 90.20 83.89 77.57 72.16 
PE34409-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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SHV PLUG TO SHV PLUG 


52 OHM, RG8A/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33068-12 12M $92.75 $86.26 $79.77 $74.20 
PE33068-24 24" 93.85 87.28 80.71 75.08 
PE33068-36 36" 94.80 88.16 81.53 75.84 
PE33068-48 48" 95.90 89.19 82.47 76.72 
PE33068-60 60" 96.85 90.07 83.29 77.48 
PE33068-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 
Model No. Length 50-99 100 + 
PE3815-12 12" ce al $68.41 $63.64 
PE3815-24 24" 79.95 74.35 68.76 63.96 
PE3815-36 36" 80.45 74.82 69.19 64.36 
PE3815-48 48" 80.80 75.14 69.49 64.64 
PE3815-60 60" 81.20 75.52 69.83 64.96 
PE3815-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3895-12 12" RE $73.98 $68.41 $63.64 
PE3895-24 24" 79.95 74.35 68.76 63.96 
PE3895-36 36" 80.45 74.82 69.19 64.36 
PE3895-48 48" 80.80 75.14 69.49 64.64 
PE3895-60 60" 81.20 75.52 69.83 64.96 
PE3895-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3857-12 12" yr $73.98 $68.41 $63.64 
PE3857-24 24" 79.95 74.35 68.76 63.96 
PE3857-36 36" 80.45 74.82 69.19 64.36 
PE3857-48 48" 80.80 75.14 69.49 64.64 
PE3857-60 60" 81.20 75.52 69.83 64.96 
PE3857-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG141A/U {COAX 
Model No. Length 50-99 100 + 
PE34428-12 Lee ae ieee $70.69 $65.76 
PE34428-24 24" 85.85 79.84 73.83 68.68 
PE34428-36 36" 89.40 83.14 76.88 71.52 
PE34428-48 48" 93.10 86.58 80.07 74.48 
PE34428-60 60" 96.70 89.93 83.16 77.36 
PE34428-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3843-12 12% ays oe “En $63.64 
PE3843-24 24" 82.20 76.45 70.69 65.76 
PE3843-36 36" 84.85 78.91 72.97 67.88 
PE3843-48 48" 87.50 81.38 75.25 70.00 
PE3843-60 60" 90.20 83.89 77.57 72.16 
PE3843-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U_ COAX 
Model No. Length 50-99 100 + 
PE33706-12 12" ag a $68.41 $63.64 
PE33706-24 24" 79.80 74.21 68.63 63.84 
PE33706-36 36" 80.05 74.45 68.84 64.04 
PE33706-48 48" 80.40 74.77 69.14 64.32 
PE33706-60 60" 80.65 75.00 69.36 64.52 
PE33706-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG188A/U | COAX 


Model No. Length 50-99 100 + 
PE34430-12 12" ane i $69.57 $64.72 
PE34430-24 24" 81.80 76.07 70.35 65.44 
PE34430-36 36" 82.75 76.96 71.17 66.20 
PE34430-48 48" 83.75 77.89 72.03 67.00 
PE34430-60 60" 84.75 78.82 72.89 67.80 
PE34430-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE3117-12 127 a aan $85.53 $79.56 
PE3117-24 24" 103.05 95.84 88.62 82.44 
PE3117-36 36" 106.70 99.23 91.76 85.36 
PE3117-48 48" 110.25 102.53 94.82 88.20 
PE3117-60 60" 113.90 105.93 97.95 91.12 
PE3117-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3992-12 12” ma oud 3 $63.64 
PE3992-24 24" 80.90 75.24 69.57 64.72 
PE3992-36 36" 82.20 76.45 70.69 65.76 
PE3992-48 48" 83.50 77.66 71.81 66.80 
PE3992-60 60" 84.85 78.91 72.97 67.88 
PE3992-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE34421-12 12" asa og $91.25 $84.88 
PE34421-24 24" 130.15 121.04 111.93 104.12 
PE34421-36 36" 154.30 143.50 132.70 123.44 
PE34421-48 48" 178.40 165.91 153.42 142.72 
PE34421-60 60" 202.45 188.28 174.11 161.96 
PE34421-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 25-49 50-99 100 + 
PE34432-12 12" aa $75.24 $69.57 $64.72 
PE34432-24 24" 81.80 76.07 70.35 65.44 
PE34432-36 36" 82.75 76.96 71.17 66.20 
PE34432-48 48" 83.75 77.89 72.03 67.00 
PE34432-60 60" 84.75 78.82 72.89 67.80 
PE34432-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, IRESOS/U COAX, DOUBLE SHIELDED 


Model No. 50-99 100 + 
PE3338-12 at = : or $85.53 $79.56 
PE3338-24 24" 107.90 100.35 92.79 86.32 
PE3338-36 36" 116.25 108.11 99.98 93.00 
PE3338-48 48" 124.75 116.02 107.29 99.80 
PE3338-60 60" 133.15 123.83 114.51 106.52 
PE3338-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE34424-12 12" faut oa $68.41 $63.64 
PE34424-24 24" 82.20 76.45 70.69 65.76 
PE34424-36 36" 84.85 78.91 72.97 67.88 
PE34424-48 48" 87.50 81.38 75i25 70.00 
PE34424-60 60" 90.20 83.89 77.57 72.16 | 
PE34424-XX Any Same-Day Shipment / Call for Pricing — 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping§ 
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| 52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33304-12 12" $66.30 $61.66 $57.02 $53.04 PE3095-12 12" $66.30 $61.66 $57.02 $53.04 

| PE33304-24 24" 67.25 62.54 57.84 53.80 PE3095-24 24" 69.90 65.01 60.11 55.92 

| PE33304-36 36" 68.35 63.57 58.78 54.68 PE3095-36 36" 73.50 68.36 63.21 58.80 

| PE33304-48 48" 69.35 64.50 59.64 55.48 PE3095-48 48" 77.15 71.75 66.35 61.72 
PE33304-60 60" 70.35 65.43 60.50 56.28 PE3095-60 60" 80.80 75.14 69.49 64.64 

- PE33304-XX Any Same-Day Shipment / Call for Pricing PE3095-XX Any Same-Day Shipment / Call for Pricing 

a3 

: 2 

50 OHM, RG5S8C/U COAX 50 OHM, RG217/U COAX, DOUBLE SHIELDED ro) ty 

| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + S 3 
PE3852-12 aE $59.65 $55.47 $51.30 $47.72 PE33370-12 le $106.10 $98.67 $91.25 $84.88 ——ay) 
PE3852-24 24" 60.05 55.85 51.64 48.04 PE33370-24 24" 108.50 100.91 93.31 86.80 i) 
PE3852-36 36" 60.55 56.31 52.07 48.44 PE33370-36 36" 110.80 103.04 95.29 88.64 fed 
| PE3852-48 48" 60.90 56.64 BZ an 48.72 PE33370-48 48" 113.30 105.37 97.44 90.64 

| PE3852-60 60" 61.30 57.01 52.72 49.04 PE33370-60 60" 115.65 107.55 99.46 92.52 
PE3852-XX Any Same-Day Shipment / Call for Pricing PE33370-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG59B/U COAX 50 OHM, RG218/U COAX 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 -+ 
PE34436-12 pas $62.30 $57.94 $53.58 $49.84 PE33583-12 12” $159.05 $147.92 $136.78 $127.24 

| PE34436-24 24" 62.75 58.36 53.97 50.20 PE33583-24 24" 165.15 153.59 142.03 132.12 

| PE34436-36 A) 63.15 58.73 54.31 50.52 PE33583-36 36" 171.15 159.17 147.19 136.92 

| PE34436-48 ¢ «487 63.55 59.10 54.65 50.84 PE33583-48 48" 177.10 164.70 152.31 141.68 

| PE34436-60 60" 63.95 59.47 55.00 51.16 PE33583-60 60" 183.30 170.47 157.64 146.64 

_ PE34436-XX Any Same-Day Shipment / Call for Pricing PE33583-XX Any Same-Day Shipment / Call for Pricing 

| 93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 

| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 

| PE34438-12 a2" $62.30 $57.94 $53.58 $49.84 PE3357-12 NF $59.65 $55.47 $51.30 $47.72 
PE34438-24 24" 62.75 58.36 53.97 50.20 PE3357-24 24" 61.00 56.73 52.46 48.80 
PE34438-36 36" 63.15 58.73 54.31 50.52 PE3357-36 36" 62.30 57.94 53.58 49.84 

| PE34438-48 48" 63.55 59.10 54.65 50.84 PE3357-48 48" 63.65 59.19 54.74 50.92 

| PE34438-60 60" 63.95. 59.47 55.00 51.16 PE3357-60 60" 64.95 60.40 55.86 51.96 

| PE34438-XX Any Same-Day Shipment / Call for Pricing PE3357-XX Any Same-Day Shipment / Call for Pricing 

! : 

; 

! 50 OHM, RG141A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 

Mode! No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 

| PE34434-12 12" $62.30 $57.94 $53.58 $49.84 PE33778-12 12% $71.60 $66.59 $61.58 $57.28 
PE34434-24 24" 65.95 61.33 56.72 52.76 PE33778-24 24" 95.75 89.05 82.35 76.60 

| PE34434-36 36" 69.60 64.73 59.86 55.68 PE33778-36 36" 119.75 111.37 102.99 95.80 

| PE34434-48 438" 73.20 68.08 62.95 58.56 PE33778-48 48" 143.85 133.78 123.71 115.08 

| PE34434-60 60" 76.80 71.42 66.05 61.44 PE33778-60 60" 168.05 156.29 144.52 134.44 
PE34434-XX Any Same-Day Shipment / Call for Pricing PE33778-XX Any Same-Day Shipment / Call for Pricing 


‘ 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
) PE3083-12 12" $59.65 $55.47 $51.30 $47.72 PE3340-12 127 $66.30 $61.66 $57.02 $53.04 
| PE3083-24 24" 62.30 57.94 53.58 49.84 PE3340-24 24" 74.70 69.47 64.24 59.76 
| PE3083-36 36" 64.95 60.40 55.86 51.96 PE3340-36 36" 83.15 TIN83 71.51 66.52 
_ PE3083-48 48" 67.60 62.87 58.14 54.08 PE3340-48 48" 91.60 85.19 78.78 73.28 

PE3083-60 60" 70.30 65.38 60.46 56.24 PE3340-60 60" 100.00 93.00 86.00 80.00 
| PE3083-XX Any Same-Day Shipment / Call for Pricing PE3340-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 

| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3038-12 12" $66.30 $61.66 $57.02 $53.04 PE33938-12 12" $59.65 $55.47 $51.30 $47.72 

PE3038-24 24" 67.25 62.54 57.84 53.80 PE33938-24 24" 62.30 57.94 53.58 49.84 
| PE3038-36 36" 68.35 63.57 58.78 54.68 PE33938-36 36" 64.95 60.40 55.86 51.96 

PE3038-48 48" 69.35 64.50 59.64 55.48 PE33938-48 48" 67.60 62.87 58.14 54.08 
| PE3038-60 60” 70.35 65.43 60.50 56.28 PE33938-60 60" 70.30 65.38 60.46 56.24 
* PE3038~-XX Any Same-Day Shipment / Call for Pricing PE33938-XX Any Same-Day Shipment / Call for Pricing 


| 


‘Free Ground Freight — Aj Products Available Online! www.pasternack.com 91 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMB PLUG TO SMB PLUG 
i it’ i | 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33650-12 127 $34.50 $32.09 $29.67 $27.60 
PE33650-24 24" 34.85 32.41 29.97 27.88 
PE33650-36 36" 35.30 32.83 30.36 28.24 
PE33650-48 48" 35.70 33.20 30.70 28.56 
PE33650-60 60" 36.15 33.62 31.09 28.92 
PE33650-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33652-12 127 $34.50 $32.09 $29.67 $27.60 
PE33652-24 24" 37.15 34.55 31.95 29.72 
PE33652-36 36" 39.80 37.01 34.23 31.84 
PE33652-48 48" 42.45 39.48 36.51 33.96 
PE33652-60 60" 45.10 41.94 38.79 36.08 
PE33652-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3853-12 ie $26.50 $24.65 $22.79 $21.20 
PE3853-24 24" 26.80 24.92 23.05 21.44 
PE3853-36 36" 27.05 25.16 23.26 21.64 
PE3853-48 48" 27.35 25.44 23.52 21.88 
PE3853-60 60" 27.60 25.67 23.74 22.08 
PE3853-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33165-12 Te $27.85 $25.90 $23.95 $22.28 
PE33165-24 24" 28.75 26.74 24.73 23.00 
PE33165-36 36" 29.80 ry hey 25.63 23.84 
PE33165-48 48" 30.75 28.60 26.45 24.60 
PE33165-60 60" 31.70 29.48 27.26 25.36 
PE33165-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3587-12 127 $26.50 $24.65 $22.79 $21.20 
PE3587-24 24" 27.50 25.58 23.65 22.00 
PE3587-36 36" 28.45 26.46 24.47 22.76 
PE3587-48 48" 29.40 27.34 25.28 23,52 
PE3587-60 60” 30.40 28.27 26.14 24.32 
PE3587-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3721-12 12" $29.15 $27.11 $25.07 $23.32 
PE3721-24 24" 31.60 29.39 27.18 25.28 
PE3721-36 36" 33.95 31.57 29.20 27.16 
PE3721-48 48" 36.40 33.85 31.30 29.12 
PE3721-60 60" 38.80 36.08 33.37 31.04 
PE3721-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3588-12 12" $27.85 $25.90 $23.95 $22.28 
PE3588-24 24" 28.75 26.74 24.73 23.00 
PE3588-36 36" 29.80 27.71 25.63 23.84 
PE3588-48 48" 30.75 28.60 26.45 24.60 
PE3588-60 60" 31.70 29.48 27.26 25.36 
PE3588-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3166-12 12" $34.50 $32.09 $29.67 $27.60 
PE3166-24 24" 35.80 33.29 30.79 28.64 
PE3166-36 36" 37.15 34.55 31.95 29.72 
PE3166-48 48" 38.40 35.71 33.02 30.72 
PE3166-60 60" 39.80 37.01 34.23 31.84 
PE3166-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3915-12 127 $26.50 $24.65 $22.79 $21.20 
PE3915-24 24" 27.50 25.58 23.65 22.00 
PE3915-36 36" 28.45 26.46 24.47 22.76 
PE3915-48 48" 29.40 27.34 25.28 23.52 
PE3915-60 60" 30.40 28.27 26.14 24.32 
PE3915-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33704-12 12s $29.15 $27.11 $25.07 $23.32 
PE33704-24 24" 31.60 29.39 27.18 25.28 
PE33704-36 36" 33.95 31.57 29.20 27.16 
PE33704-48 48" 36.40 33.85 31.30 29.12 
PE33704-60 60" 38.80 36.08 33.37 31.04 
PE33704-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34269-12 Lee $34.50 $32.09 $29.67 $27.60 
PE34269-24 24" 37.15 34.55 31.95 29.72 
PE34269-36 36" 39.80 37.01 34.23 31.84 
PE34269-48 48" 42.45 39.48 36.51 33.96 
PE34269-60 60" 45.10 41.94 38.79 36.08 
PE34269-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34488-12 128 $30.50 $28.37 $26.23 $24.40 
PE34488-24 24" 32.90 30.60 28.29 26.32 
PE34488-36 36" 35.30 32.83 30.36 28.24 
PE34488-48 48" 37.75 35.11 32.47 30.20 
PE34488-60 60" 40.10 37.29 34.49 32.08 
PE34488-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SMB PLUG TO SMB PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33666-12 12" $37.15 $34.55 $31.95 $29.72 
PE33666-24 24" 37.55 34.92 32.29 30.04 
PE33666-36 36" 37.95 35.29 32.64 30.36 
PE33666-48 48" 38.35 35.67 32.98 30.68 
PE33666-60 60" 38.70 35.99 33.28 30.96 
PE33666-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33668-12 12" $41.10 $38.22 $35.35 $32.88 
PE33668-24 24" 43.75 40.69 37.63 35.00 
PE33668-36 36" 46.35 43.11 39.86 37.08 
PE33668-48 48" 49.05 45.62 42.18 39.24 
PE33668-60 60" 51.70 48.08 44.46 41.36 
PE33668-XX Any Same-Day Shipment / Call for Pricing 


- 50 OHM, RG174A/U COAX 
Model No. - Length 1-24 25-49 50-99 100 + 
PE33175-12 12? $35.80 $33.29 $30.79 $28.64 
PE33175-24 24" 36.10 33.57 31.05 28.88 
PE33175-36 36" 36.35 33.81 31.26 29.08 
PE33175-48 48" 36.60 34.04 31.48 29.28 
PE33175-60 60" 36.80 34.22 31.65 29.44 
PE33175-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE33356-12 12" $34.50 $32.09 $29.67 $27.60 
PE33356-24 24" 35.45 32.97 30.49 28.36 
PE33356-36 36" 36.40 33.85 31.30 29.12 
PE33356-48 43" 37.40 34.78 32.16 29.92 
PE33356-60 60" 38.30 35.62 32.94 30.64 
PE33356-XX Any 


Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3592-12 12" $33.15 $30.83 $28.51 $26.52 
PE3592-24 24" 34.05 31.67 29.28 27.24 
PE3592-36 36" 35.05 32.60 30.14 28.04 
PE3592-48 48" 36.05 33.53 31.00 28.84 
PE3592-60 60" 37.05 34.46 31.86 29.64 
PE3592-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33143-12 12" $35.80 $33.29 $30.79 $28.64 
PE33143-24 24" 38.20 35.53 32.85 30.56 
-PE33143-36 36" 40.60 37.76 34.92 32.48 
-PE33143-48 48" 43.05 40.04 37.02 34.44 
PE33143-60 60" 45.40 42.22 39.04 36.32 
PE33143-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3593-12 12? $34.50 $32.09 $29.67 $27.60 
PE3593-24 24" 35.45 32.97 30.49 28.36 
PE3593-36 36" 36.40 33.85 31.30 29.12 
PE3593-48 48" 37.40 34.78 32.16 29.92 
PE3593-60 60" 38.30 35.62 32.94 30.64 


PE3593-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33670-12 127 $39.80 $37.01 $34.23 $31.84 
PE33670-24 24" 41.10 38.22 35.35 32.88 
PE33670-36 36" 42.45 39.48 36.51 33.96 
PE33670-48 48" 43.75 40.69 37.63 35.00 
PE33670-60 60" 45.10 41.94 38.79 36.08 
PE33670-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33672-12 12° $33.15 $30.83 $28.51 $26.52 
PE33672-24 24" 34.05 31.67 29.28 27.24 
PE33672-36 36" 35.05 32.60 30.14 28.04 
PE33672-48 48" 36.05 35.5 31.00 28.84 
PE33672-60 60" 37.05 34.46 31.86 29.64 
PE33672-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34485-12 12" $35.80 $33.29 $30.79 $28.64 
PE34485-24 24" 38.20 35.53 32.85 30.56 
PE34485-36 36" 40.60 37.76 34.92 32.48 
PE34485-48 48" 43.05 40.04 37.02 34.44 
PE34485-60 60" 45.40 42.22 39.04 36.32 
PE34485-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34481-12 12" $41.10 $38.22 $35.35 $32.88 
PE34481-24 24" 43.75 40.69 37.63 35.00 
PE34481-36 36" 46.35 43.11 39.86 37.08 
PE34481-48 48" 49.05 45.62 42.18 39.24 
PE34481-60 60" 51.70 48.08 44.46 41.36 
PE34481-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34490-12 12? $37.15 $34.55 $31.95 $29.72 
PE34490-24 24" 39.50 36.74 33.97 31.60 
PE34490-36 36" 41.90 38.97 36.03 33.52 
PE34490-48 48" 44.35 41.25 38.14 35.48 
PE34490-60 60" 46.80 43.52 40.25 37.44 
PE34490-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 
: 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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SMB PLUG RIGHT ANGLE TO SMB PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE33654-12 12" $37.15 $34.55 $31.95 $29.72 
PE33654-24 24" 37.55 34.92 32.29 30.04 
PE33654-36 36" 37.95 35.29 32.64 30.36 
PE33654-48 48" 38.35 35.67 32.98 30.68 
PE33654-60 60" 38.70 35.99 33.28 30.96 
PE33654-XX Any Same-Day Shipment / Call for Pricing 

a] 

= 

—y 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33656-12 12" $41.10 $38.22 $35.35 $32.88 
PE33656-24 24" 43.75 40.69 37.63 35.00 
PE33656-36 36" 46.35 43.11 39.86 37.08 
PE33656-48 48" 49.05 45.62 42.18 39.24 
PE33656-60 60" 51.70 48.08 44.46 41.36 
PE33656-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG174A/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3916-12 12" $35.80 $33.29 $30.79 $28.64 
PE3916-24 24" 36.10 33.57 31.05 28.88 
PE3916-36 36" 36.35 33.81 31.26 29.08 
PE3916-48 48" 36.60 34.04 31.48 29.28 
PE3916-60 60" 36.80 34.22 31.65 29.44 
PE3916-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33350-12 12" $37.15 $34.55 $31.95 $29.72 
PE33350-24 24" 38.10 35.43 32.77 30.48 
PE33350-36 36" 39.05 36.32 33.58 31.24 
PE33350-48 48" 40.00 37.20 34.40 32.00 
PE33350-60 60" 41.00 38.13 35.26 32.80 
PE33350-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3589-12 128 $35.80 $33.29 $30.79 $28.64 
PE3589-24 24" 36.75 34.18 31.61 29.40 
PE3589-36 36" 37.75 35.11 32.47 30.20 
PE3589-48 48" 38.65 35.94 33.24 30.92 
PE3589-60 60" 39.70 36.92 34.14 31.76 
PE3589-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34463-12 12" $38.40 $35.71 $33.02 $30.72 
PE34463-24 24" 40.85 37.99 35.13 32.68 
PE34463-36 36" 43.30 40.27 37.24 34.64 
PE34463-48 48" 45.65 42.45 39.26 36.52 
PE34463-60 60" 48.10 44.73 41.37 38.48 
PE34463-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


94 ~All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3590-12 12" $37.15 $34.55 $31.95 $29.72 
PE3590-24 24" 38.10 35.43 32.77 30.48 
PE3590-36 36" 39.05 36.32 33.58 31.24 
PE3590-48 48" 40.00 37.20 34.40 32.00 
PE3590-60 60" 41.00 38.13 35.26 32.80 
PE3590-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33121-12 12? $39.80 $37.01 $34.23 $31.84 
PE33121-24 24" 41.10 38.22 35.35 32.88 
PE33121-36 36" 42.45 39.48 36.51 33.96 
PE33121-48 48" 43.75 40.69 37.63 35.00 
PE33121-60 60" 45.10 41.94 38.79 36.08 
PE33121-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3917-12 12" $35.80 $33.29 $30.79 $28.64 
PE3917-24 24" 36.75 34.18 31.61 29.40 
PE3917-36 36" 37.75 35.11 32.47 30.20 
PE3917-48 48" 38.65 35.94 33.24 30.92 
PE3917-60 60" 39.70 36.92 34.14 31.76 
PE3917-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 +. | 
PE33476-12 12" $38.40 $35.71 $33.02 $30.72 


PE33476-24 24" 40.85 37.99 35.13 32.68 | 
PE33476-36 36" 43.30 40.27 37.24 34.64 

PE33476-48 48" 45.65 42.45 39.26 36:52 | 
PE33476-60 60" 48.10 44.73 41.37 38.48 
PE33476-XX Any Same-Day Shipment / Call for Pricing 1} 


50 OHM, RG400/U COAX, DOUBLE SHIELDED ; 


Model No. Length 1-24 25-49 50-99 100 + 


PE34461-12 12" $41.10 $38.22 $35.35 $32.88 
PE34461-24 24" 43.75 40.69 37.63 35.00 
PE34461-36 36" 46.35 43.11 39.86 37.08 
PE34461-48 48" 49.05 45.62 42.18 39.24 
PE34461-60 60" 51.70 48.08 44.46 41.36 
PE34461-XX Any Same-Day Shipment / Call for Pricing 


Pie a sa 
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50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 
Model No. Length 1-24 25-49 50-99 100 + 


PE34465-12 12" $39.80 $37.01 $34.23 $31.84 © 
PE34465-24 24" 42.20 39.25 36.29 33.76 


cumin tie ae 


{phan 


PE34465-36 36" 44.55 41.43 38.31 35.64 i 
PE34465-48 48" 47.00 43.71 40.42 37.60 th 
PE34465-60 60" 49.35 45.90 42.44 39.48 { " 
PE34465-XX Any Same-Day Shipment / Call for Pricing dy 


SMB PLUG TO SMB JACK BULKHEAD 


USE MOUNTING HOLE BO1 ON PAGE 266 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 
| Model No. Length 1-24 25-49 50-99 100 + 
| PE34493-12 12" $42.45 $39.48 $36.51 $33.96 
| PE34493-24 24" 42.85 39.85 36.85 34.28 
| PE34493-36 36" 43.25 40.22 37.20 34.60 
| PE34493-48 48" 43.65 40.59 37.54 34.92 
| PE34493-60 60" 44.00 40.92 37.84 35.20 
| PE34493-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


| Model No. Length 1-24 25-49 50-99 100 + 
| PE34495-12 12" $43.75 $40.69 $37.63 $35.00 
| PE34495-24 24" 46.35 43.11 39.86 37.08 
| PE34495-36 36" 49.05 45.62 42.18 39.24 

| PE34495-48 48" 51.70 48.08 44.46 41.36 

| PE34495-60 60" 54.35 50.55 46.74 . 43.48 

PE34495-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33674-12 12? $35.80 $33.29 $30.79 $28.64 
PE33674-24 24" 36.10 33.57 31.05 28.88 
| PE33674-36 36" 36.35 33.81 31.26 29.08 
PE33674-48 48" 36.60 34.04 31.48 29.28 
| PE33674-60 60" 36.80 34.22 31.65 29.44 
 PE33674-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 
| Model No. Length 1-24 25-49 50-99 - 100 + 
| PE33676-12 12? $37.15 $34.55 $31.95 $29.72 
PE33676-24 24" 38.10 35.43 32.77 30.48 
PE33676-36 36" 39.05 36.32 33.58 31.24 
PE33676-48 48" 40.00 37.20 34.40 32.00 
PE33676-60 60" 41.00 38.13 35.26 32.80 
PE33676-XX Any 


Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3591-12 12" $33.15 $30.83 $28.51 $26.52 
PE3591-24 24" 34.05 31.67 29.28 27.24 
PE3591-36 36" 35.05 32.60 30.14 28.04 
PE3591-48 48" 36.05 33,53 31.00 28.84 
| PE3591-60 60" 37.05 34.46 31.86 29.64 
| PE3591-XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 :100 + 


) PE34489-12 12" $35.80 $33.29 $30.79 $28.64 
| PE34489-24 24" 38.20 35.53 32.85 30.56 
PE34489-36 36" 40.60 37.76 34.92 32.48 
PE34489-48 48" 43.05 40.04 37.02 34.44 
| PE34489-60 60" 45.40 42.22 39.04 36.32 
PE34489-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3130-12 12" $37.15 $34.55 $31.95 $29.72 
PE3130-24 24" . 38.10 35.43 32.77 30.48 
PE3130-36 36" 39.05 36.32 33.58 31.24 
PE3130-48 48" 40.00 37.20 34.40 32.00 
PE3130-60 60" 41.00 38.13 35.26 32.80 
PE3130-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34497-12 12? $42.45 $39.48 $36.51 $33.96 
PE34497-24 24" 43.75 40.69 37.63 35.00 
PE34497-36 36" 45.10 41.94 38.79 36.08 
PE34497-48 48" 46.35 43.11 39.86 37.08 
PE34497-60 60" 47.70 44.36 41.02 38.16 
PE34497-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33680-12 12% $33.15 $30.83 $28.51 $26.52 
PE33680-24 24" 34.05 31.67 29.28 27.24 
PE33680-36 36" 35.05 32.60 30.14 28.04 
PE33680-48 48" 36.05 33.53 31.00 28.84 
PE33680-60 60" 37.05 34.46 31.86 29.64 
PE33680-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34487-12 12” $35.80 $33.29 $30.79 $28.64 
PE34487-24 24" 38.20 35.53 32.85 30.56 
PE34487-36 36" 40.60 37.76 34.92 32.48 
PE34487 -48 48" 43.05 40.04 37.02 34.44 
PE34487-60 60" 45.40 42.22 39.04 36.32 
PE34487 -XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34483-12 12? $43.75 $40.69 $37.63 $35.00 
PE34483-24 24" 46.35 43.11 39.86 37.08 
PE34483-36 36" 49.05 45.62 42.18 39.24 
PE34483-48 48" 51.70 48.08 44.46 41.36 
PE34483-60 60" 54.35 50.55 46.74 43.48 
PE34483-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34491-12 12° $37.15 $34.55 $31.95 $29.72 
PE34491-24 24" 39.50 36.74 33.97 31.60 
PE34491-36 36" 41.90 38.97 36.03 33.52 
PE34491-48 48" 44.35 41.25 38.14 35.48 
PE34491-60 60" 46.80 43.52 40.25 37.44 


Same-Day Shipment / Call for Pricing 


PE34491-XX Any 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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SMB PLUG RIGHT ANGLE TO SMB JACK BULKHEAD © 


USE MOUNTING HOLE B01 ON PAGE 266 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX | 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34469-12 12" $42.45 $39.48 $36.51 $33.96 PE33682-12 12" $39.80 $37.01 $34.23 $31.84 
PE34469-24 24" 42.85 39.85 36.85 34.28 PE33682-24 24" 40.75 37.90 35.05 32.60 
PE34469-36 36" 43.25 40.22 37.20 34.60 PE33682-36 36" 41.70 38.78 35.86 33.36 
PE34469-48 48" 43.65 40.59 37.54 34.92 PE33682-48 48" 42.70 39.71 36.72 34.16 
PE34469-60 60" 44.00 40.92 37.84 35.20 PE33682-60 60" 43.60 40.55 37.50 34.88 
> PE34469-XX Any Same-Day Shipment / Call for Pricing PE33682-XX Any Same-Day Shipment / Call for Pricing 
Zo 
2 5 
i= 
a 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
ry Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
dd PE34471-12 12° $43.75 $40.69 $37.63 $35.00 PE34473-12 Le? $43.75 $40.69 $37.63 $35.00 
PE34471-24 24" 46.35 43.11 39.86 37.08 PE34473-24 24" 45.10 41.94 38.79 36.08 
PE34471-36 36" 49.05 45.62 42.18 39.24 PE34473-36 36" 46.35 43.11 39.86 37.08 
PE34471-48 48" 51.70 48.08 44.46 41.36 PE34473-48 48" 47.70 44.36 41.02 38.16 
PE34471-60 60" 54.35 50.55 46.74 43.48 PE34473-60 60" 49.05 45.62 42.18 39.24 
PE34471-XX Any Same-Day Shipment / Call for Pricing PE34473-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33261-12 12? $35.80 $33.29 $30.79 $28.64 PE33675-12 12? $35.80 $33.29 $30.79 $28.64 
PE33261-24 24" 36.10 33.57 31.05 28.88 PE33675-24 24" 36.75 34.18 31.61 29.40 
PE33261-36 36" 36.35 33.81 31.26 29.08 PE33675-36 36" 37.75 35.11 32.47 30.20 
PE33261-48 48" 36.60 34.04 31.48 29.28 PE33675-48 48" 38.65 35.94 33.24 30.92 
PE33261-60 60" 36.80 34.22 31.65 29.44 PE33675-60 60" 39.70 36.92 34.14 31.76 
PE33261-XX Any Same-Day Shipment / Call for Pricing PE33675-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34467-12 12? $39.80 $37.01 $34.23 $31.84 PE33349-12 12" $38.40 $35.71 $33.02 $30.72 
PE34467-24 24" 40.75 37.90 35.05 32.60 PE33349-24 24" 40.85 37.99 35543 32.68 
PE34467-36 36" 41.70 38.78 35.86 33.36 PE33349-36 36" 43.30 40.27 37.24 34.64 
PE34467-48 48" 42.70 39.71 36.72 34.16 PE33349-48 48" 45.65 42.45 39.26 36.52 
PE34467-60 60" 43.60 40.55 37.50 34.88 PE33349-60 60" 48.10 44.73 41.37 38.48 
PE34467-XX Any Same-Day Shipment / Call for Pricing PE33349-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3594-12 12? $35.80 $33.29 $30.79 $28.64 PE34475-12 12" $43.75 $40.69 $37.63 $35.00 
PE3594-24 24" 36.75 34.18 31.61 29.40 PE34475-24 24" 46.35 43.11 39.86 37.08 
PE3594-36 36? 37.75 353k 32.47 30.20 PE34475-36 36" 49.05 45.62 42.18 39.24 
PE3594-48 48" 38.65 35.94 33.24 30.92 PE34475-48 48" 51.70 48.08 44.46 41.36 
PE3594-60 60" 39.70 36.92 34.14 31.76 PE34475-60 60" 54.35 50.55 46.74 43.48 
PE3594-XX Any Same-Day Shipment / Call for Pricing PE34475-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34477-12 125 $38.40 $35.71 $33.02 $30.72 PE34479-12 12" $39.80 $37.01 $34.23 $31.84 
PE34477-24 24" 40.85 37.99 35.13 32.68 PE34479-24 24" 42.20 39.25 36.29 33.76 
PE34477-36 36" 43.30 40.27 37.24 34.64 PE34479-36 36" 44.55 41.43 38.31 35.64 
PE34477-48 48" 45.65 42.45 39.26 36.52 PE34479-48 48" 47.00 43.71 40.42 37.60 
PE34477-60 60" 48.10 44.73 41.37 38.48 PE34479-60 60" 49.35 45.90 42.44 39.48 
PE34477-XX Any Same-Day Shipment / Call for Pricing PE34479-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


96 = All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 
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SMA MALE TO SMB PLUG 


50 OHM, RG58C/U COAX 
fodel No. Length 1-24 25-49 50-99 100 + 
?E3172-12 12% $36.05 $33.53 $31.00 $28.84 
9E3172-24 24" 36.40 33.85 31.30 29.12 
?E3172-36 36" 36.80 34.22 31.65 29.44 
PE3172-48 48" 37.25 34.64 32.04 29.80 
?E3172-60 60" 37.70 35.06 32.42 30.16 
?E3172-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


llodel_ No. Length 1-24 25-49 50-99 100 + 
E3181-12 12" $39.80 $37.01 $34.23 $31.84 
"E3181-24 24" 42.45 39.48 36.51 33.96 
%E3181-36 36" 45.10 41.94 38.79 36.08 
"E3181-48 48" 47.70 44.36 41.02 38.16 
"E3181-60 60" 50.40 46.87 43.34 . 40.32 
"E3181-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG174A/U COAX 
ilodel No. __Length 1-24 25-49 50-99 100 + 
‘PE3908-12 A2n $36.00 $33.48 $30.96 $28.80 
'PE3908-24 24" 36.20 33.67 31.13 28.96 
~E3908-36 36" 36.45 33.90 31.35 29.16 
PE3908-48 48" 36.70 34.13 31.56 29.36 
»E3908-60 60" 37.05 34.46 31.86 29.64 
PE3908-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
flodel No. Length 1-24 25-49 50-99 - 100 + 
PE3548-12 i2° $50.85 $47.29 $43.73 $40.68 
PE3548-24 24" 51.80 48.17 44.55 41.44 
PE3548-36 36" 52.80 49.10 45.41 42.24 
PE3548-48 48" 53.80 50.03 46.27 43.04 
PE3548-60 60" 54.65 50.82 47.00 43.72 
PE3548-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 «50-99-1000 + 
°E3755-12 12" $36.30 $33.76 $31.22 $29.04 
1PE3755-24 24" 37.30 34.69 32.08 29.84 
PE3755-36 36" 38.20 35.53 32.85 30.56 
9E3755-48 48" 39.15 36.41 33.67 31.32 
'PE3755-60 60" 40.10 37.29 34.49 32.08 
PE3755-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


fodel No. Length 1-24 25-49 50-99 100 + 
2£3722-12 12" $39.70 $36.92 $34.14 $31.76 
9E3722-24 24" 42.10 39.15 36.21 33.68 
9E3722-36 36" 44.45 41.34 38.23 35.56 
»E3722-48 48" 46.90 43.62 40.33 37.52 
°E3722-60 60" 49.25 45.80 42.36 39.40 
E3722-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


Model No. 

PE34448-12 
PE34448-24 
PE34448-36 
PE34448-48 
PE34448-60 
PE34448-XX 


50 OHM, RG196A/U COAX 

Length 1-24 25-49 50-99 100 + 
123 $50.85 $47.29 $43.73 $40.68 
24" 51.80 48.17 44.55 41.44 
36" 52.80 49.10 45.41 42.24 
48" 53.80 50.03 46.27 43.04 
60" 54.65 50.82 47.00 43.72 
Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3187-12 12" $36.45 $33.90 $31.35 $29.16 
PE3187-24 24" 37.80 35.15 g2752 30.24 
PE3187-36 36" 39.10 36.36 33.63 31.28 
PE3187-48 48" 40.40 37557 34.74 32.32 
PE3187-60 60" 41.75 38.83 35.91 33.40 
PE3187-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3810-12 12" $36.30 $33.76 $31.22 $29.04 
PE3810-24 24" 37.30 34.69 32.08 29.84 
PE3810-36 36” 38.20 35.53 32.85 30.56 
PE3810-48 48" 39.15 36.41 33.67 31.32 
PE3810-60 60" 40.10 37.29 34.49 32.08 
PE3810-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33657-12 Lec $39.70 $36.92 $34.14 $31.76 
PE33657-24 24" 42.10 39.15 36.21 33.68 
PE33657-36 36" 44.45 41.34 38.23 35.56 
PE33657-48 48" 46.90 43.62 40.33 37 pe 
PE33657-60 60" 49.25 45.80 42.36 39.40 
PE33657-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34452-12 lz $39.80 $37.01 $34.23 $31.84 
PE34452-24 24" 42.45 39.48 36.51 33.96 
PE34452-36 36" 45.10 41.94 38.79 36.08 
PE34452-48 48" 47.70 44.36 41.02 38.16 
PE34452-60 60" 50.40 46.87 43.34 40.32 
PE34452-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. 

PE34455-12 
PE34455-24 
PE34455-36 
PE34455-48 
PE34455-60 
PE34455-XX 


Length 1-24 25-49 50-99 100 + 
Ley. $41.00 $38.13 $35.26 $32.80 
24" 43.40 40.36 37.32 34.72 
36" 45.75 42.55 39.35 36.60 
48" 48.25 44.87 41.50 38.60 
60" 50.60 47.06 43.52 40.48 
Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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75 OHM SMB PLUG TO 75 OHM BNC MALE 


75 OHM SMC PLUG TO 75 OHM BNC MALE 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33270-12 12? $39.80 $37.01 $34.23 $31.84 PE33330-12 12" $39.80 $37.01 $34.23 $31.84 
PE33270-24 24" 40.15 37.34 34.53 32.12 PE33330-24 24" 40.15 37.34 34.53 32.12 
PE33270-36 36" 40.60 37.76 34.92 32.48 PE33330-36 36" 40.60 37.76 34.92 32.48 
PE33270-48 48" 41.00 38.13 35.26 32.80 PE33330-48 48" 41.00 38.13 35.26 32.80 
PE33270-60 60" 41.45 38.55 35.65 33.16 PE33330-60 60" 41.45 38.55 35.65 33.16 
PE33270-XX Any Same-Day Shipment / Call for Pricing PE33330-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33247-12 12 $39.80 $37.01 $34.23 $31.84 PE33586-12 125. $39.80 $37.01 $34.23 $31.84 
PE33247-24 24" 40.75 37.90 35.05 32.60 PE33586-24 24" 40.75 37.90 35.05 32.60 
PE33247-36 36" 41.70 38.78 35.86 33.36 PE33586-36 36" 41.70 38.78 35.86 33.36 
PE33247-48 48" 42.70 39.71 36.72 34.16 PE33586-48 48" 42.70 39.71 36.72 34.16 
PE33247-60 60" 43.60 40.55 37.50 34.88 PE33586-60 60" 43.60 40.55 37.50 34.88 
PE33247-XX Any Same-Day Shipment / Call for Pricing PE33586-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, PE-B8128 COAX (BELDEN 8218) 75 OHM, PE-B8128 COAX (BELDEN 8218) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33644-12 12" $39.80 $37.01 $34.23 $31.84 PE33646-12 12” $39.80 $37.01 $34.23 $31.84 
PE33644-24 24" 40.35 37.53 34.70 32.28 PE33646-24 24" 40.35 37.53 34.70 32.28 
PE33644-36 36" 41.00 38.13 35.26 32.80 PE33646-36 36" 41.00 38.13 35.26 32.80 
PE33644-48 48" 41.60 38.69 35.78 33.28 PE33646-48 48" 41.60 38.69 35.78 33.28 
PE33644-60 60" 42.20 39.25 36.29 33.76 PE33646-60 60" 42.20 “39.25 36.29 33.76 
PE33644-XX Any Same-Day Shipment / Call for Pricing PE33646-XX Any Same-Day Shipment / Call for Pricing 


 ——————————————————————— _— eee 
WARNING: ALL SMB AND SMC CONNECTORS ON THIS PAGE ARE STANDARD “75 OHM” CONNECTORS. 
THESE CONNECTORS WILL NOT MATE TO 50 OHM OR “MINI 75 OHM” CONNECTORS. 


75 OHM SMB PLUG TO 75 OHM SMB PLUG 75 OHM SMC PLUG TO 75 OHM SMC PLUG 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3041-12 12, $46.35 $43.11 $39.86 $37.08 PE3362-12 tas $46.35 $43.11 $39.86 $37.08 
PE3041-24 24" 46.85 43.57 40.29 37.48 PE3362-24 24" 46.85 43.57 40.29 37.48 
PE3041-36 36" 47.25 43.94 40.64 37.80 PE3362-36 36" 47.25 43.94 40.64 37.80 
PE3041-48 48" 47.65 44.31 40.98 38.12 PE3362-48 48" 47.65 44.31 40.98 38.12 © 
PE3041-60 60" 48.05 44.69 41.32 38.44 PE3362-60 60" 48.05 44.69 41.32 38.44 
PE3041-XX Any Same-Day Shipment / Call for Pricing PE3362-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length _ 1-24 25-49 50-99 100 + 
PE3100-12 12" $46.35 $43.11 $39.86 $37.08 PE3376-12 12" $46.35 $43.11 $39.86 $37.08 
PE3100-24 24" 47.40 44.08 40.76 37.92 PE3376-24 24" 47.40 44.08 40.76 37.92 © 
PE3100-36 36" 48.35 44.97 41.58 38.68 PE3376-36 36" 48.35 44.97 41.58 38.68 
PE3100-48 48" 49.25 45.80 42.36 39.40 PE3376-48 48" 49.25 45.80 42.36 39.40 
PE3100-60 60" 50.30 46.78 43.26 40.24 PE3376-60 60" 50.30 46.78 43.26 40.24 
PE3100-XX Any Same-Day Shipment / Call for Pricing PE3376-XX Any Same-Day Shipment / Call for Pricing — 
75 OHM, PE-B8128 COAX (BELDEN 8218) 75 OHM, PE-B8128 COAX (BELDEN 8218) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3112-12 125 $46.35 $43.11 $39.86 $37.08 PE3388-12 12" $46.35 $43.11 $39.86 $37.08 
PE3112-24 24" 47.00 43.71 40.42 37.60 PE3388-24 24" 47.00 43.71 40.42 37.60 
PE3112-36 36" 47.60 44.27 40.94 38.08 PE3388-36 36" 47.60 44.27 40.94 38.08 
PE3112-48 48" 48.25 44.87 41.50 38.60 PE3388-48 48" 48.25 44.87 41.50 38.60 
PE3112-60 60" 48.80 45.38 41.97 39.04 PE3388-60 60" 48.80 45.38 41.97 39.04 
PE3112-XX Any Same-Day Shipment / Call for Pricing PE3388-XX Any Same-Day Shipment / Call for Pricing 


Lenn cnn nnn rr SSS 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


EEE 
98 All Products Available Online! www.pasternack.com __ Free Ground Freight 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


‘ 
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MINI 75 OHM SMB PLUG TO 
MINI 75 OHM SMB PLUG 


| 75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 


| PE34681-12 12" a9 : $30.83 $28.51 $26.52 
PE34681-24 24" 33.55 31.20 28.85 26.84 
| PE34681-36 36" 33.95 31.57 29.20 27.16 
 PE34681-48 48" 34.35 31.95 29.54 27.48 
| PE34681-60 60" 34.80 32.36 29.93 27.84 
PE34681-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX 


| Model No. Length 25-49 50-99 100 + 
| PE34683-12 12" at: es $28.37 $26.23 $24.40 
/ PE34683-24 24" 31.45 29.25 27.05 25.16 
|, PE34683-36 36" 32.45 30.18 27.91 25.96 
| PE34683-48 48" 33.40 31.06 28.72 26.72 
| PE34683-60 60" 34.35 31.95 29.54 27.48 

Same-Day shipment / Call for Pricing 


| PE34683-XX Any 


75 OHM, RG187A/U COAX 


| Model No. Length 1-24 25-49 50-99 100 + 
| PE34685-12 iW dog $30.50 $28.37 $26.23 $24.40 
| PE34685-24 24" 31.45 29.25 27.05 25.16 
|| PE34685-36 36" 32.45 30.18 27.91 25.96 
| PE34685-48 48" 33.40 31.06 28.72 26.72 
| PE34685-60 60" 34.35 31.95 29.54 27.48 

Same-Day Shipment / Call for Pricing 


| PE34685-XX Any 


MINI 75 OHM SMB PLUG RIGHT ANGLE TO 
MINI 75 OHM SMB PLUG RIGHT ANGLE 


calles sn eres 


75 OHM, RGS9B/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE34692-12 128 $37.15 $34.55 $31.95 $29.72 
PE34692-24 24" 37.55 34.92 32.29 30.04 
PE34692-36 36" 37.95 35.29 32.64 30.36 
PE34692-48 48" 38.35 35.67 32.98 30.68 
PE34692-60 60" 38.70 35.99 33.28 30.96 
PE34692-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG1 79B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE34694-12 12" arf $32.09 $29.67 $27.60 
PE34694-24 24" 35.45 32.97 30.49 28.36 
PE34694-36 36" 36.40 33.85 31.30 29.12 
PE34694-48 48" 37.40 34.78 32.16 29.92 
PE34694-60 60" 38.30 35.62 32.94 30.64 
PE34694-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG187A/U COAK 
Model No. Length 25-49 50-99 100 + 
PE34696-12 120 ns * $32.09 $29.67 $27.60 
PE34696-24 24" 35.45 32.97 30.49 28.36 
PE34696-36 36" 36.40 33.85 31.30 29.12 
PE34696-48 48" 37.40 34.78 32.16 29.92 
PE34696-60 60" 38.30 35.62 32.94 30.64 
PE34696-XX Any Same-Day Shipment / Call for Pricing 


WARNING: ALL SMB CONNECTORS ON THIS PAGE ARE MINI 75 OHM SMB CONNECTORS. 
THESE CONNECTORS WILL NOT MATE TO STANDARD 75 OHM SMB CONNECTORS. 


MINI 75 OHM SMB PLUG TO 
MINI 75 OHM SMB PLUG RIGHT ANGLE 


LA OHM, RGS9B/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
| PE34687-12 i2% : $35.80 $33.29 $30.79 $28.64 
| PE34687-24 24" 36.25 Boey 31.18 29.00 
| PE34687-36 36" 36.60 34.04 31.48 29.28 

PE34687-48 48" 37.10 34.50 31.91 29.68 

PE34687-60 60" 37.45 34.83 32.21 29.96 

PE34687-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG179B/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 

PE34689-12 12" $33.15 $30.83 $28.51 $26.52 

PE34689-24 24" 34.05 31.67 29.28 27.24 
 PE34689-36 36" 35.05 32.60 30.14 28.04 
_ PE34689-48 48" 36.05 33.55 31.00 28.84 
| PE34689-60 60" 37.05 34.46 31.86 29.64 
| PE34689-XX Any Same-Day Shipment / Call for Pricing 


. 75 OHM, RG187A/U COAX 
| Model No. Length 50-99 100 + 


) PE34690-12 12" a a oo z $28.51 $26.52 
- PE34690-24 24" 34.05 31.67 29.28 27.24 
PE34690-36 36" 35.05 32.60 30.14 28.04 

| PE34690-48 48" 36.05 33.53 31.00 28.84 
) PE34690-60 60" 37.05 34.46 31.86 29.64 
Same-Day Shipment / Call for Pricing 


PE34690-XX Any 


MINI 75 OHM SMB PLUG TO 


75 OHM BNC MALE 


75 OHM, RGS9B/U COAX 


Model No. Length 25-49 50-99 100 + 
PE34701-12 12% ae 3 $33.29 $30.79 $28.64 
PE34701-24 24" 36.25 33.71 31.18 29.00 
PE34701-36 36" 36.60 34.04 31.48 29.28 
PE34701-48 48" 37.10 34.50 31.91 29.68 
PE34701-60 60" 37.45 34.83 Kya alt 29.96 
PE34701-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 
Model No. Length 24 25-49 50-99 100 + 
PE34703-12 12" ay 15 $30.83 $28.51 $26.52 
PE34703-24 24" 34.05 31.67 29.28 27.24 
PE34703-36 36” 35.05 32.60 30.14 28.04 
PE34703-48 48" 36.05 33.53 31.00 28.84 
PE34703-60 60" 37.05 34.46 31.86 29.64 
PE34703-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG187A/U COAX 
Model No. Length 25-49 50-99 100 + 
PE34705-12 12" a +f $30.83 $28.51 $26.52 
PE34705-24 24" 34.05 31.67 29.28 27.24 
PE34705-36 36" 35.05 32.60 30.14 28.04 
PE34705-48 48" 36.05 a3'eos 31.00 28.84 
PE34705-60 60" 37.05 34.46 31.86 29.64 
PE34705-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


| Free Ground Freight 


‘Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


GR874 TO GR874 


50 OHM, RGS8C/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 100 + 
PE3211-12 12" at mt a $125.43 $116.68 PE3158-12 12" seit sii i $127.24 
PE3211-24 24" 146.25 136.01 125.78 117.00 PE3158-24 24" 162.75 151.36 139.97 130.20 
PE3211-36 36" 146.70 136.43 126.16 117.36 PE3158-36 36" 166.30 154.66 143.02 133.04 
PE3211-48 48" 147.10 136.80 126.51 117.68 PE3158-48 48" 169.95 158.05 146.16 135.96 
PE3211-60 60" 147.50 137.18 126.85 118.00 PE3158-60 60" 173.55 161.40 149.25 138.84 
PE3211-XX Any Same-Day Shipment / Call for Pricing PE3158-XX Any Same-Day Shipment / Call for Pricing 

> 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Ye Model No. Cength 25-49 50-99 100 + Model No. Length 100 + 
© r\y PE3200-12 Yeh site 6s ase) $125.43 $116.68 PE3190-12 12% a 5358 ewe $116.68 
= i= ©6PE3200-24 24" 148.45 138.06 127.67 118.76 PE3190-24 24" 147.20 136.90 126.59 117.76 
= ry PE3200-36 36" 151.15 140.57 129.99 120.92 PE3190-36 36" 148.45 138.06 127.67 118.76 
oD PE3200-48 48" 153.75 142.99 132.23 123.00 PE3190-48 48" 149.80 139.31 128.83 119.84 
” PE3200-60 60" 156.45 145.50 134.55 125.16 PE3190-60 60" 151.15 140.57 129.99 120.92 
PE3200-XX Any Same-Day Shipment / Call for Pricing PE3190-XX Any Same-Day Shipment / Call for Pricing 


GR874 TO BNC MALE GR874 TO N MALE 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. 25-49 50-99 100 + 
PE3145-12 12" Wiis ere see $90.12 PE3133-12 seis isa $104.76 $96.88 $90.12 
PE3145-24 24" 116.25 108.11 99.98 93.00 PE3133-24 24" 116.25 108.11 99.98 93.00 
PE3145-36 36" 119.85 111.46 103.07 95.88 PE3133-36 36" 119.85 111.46 103.07 95.88 
PE3145-48 48" 123.60 114.95 106.30 98.88 PE3133-48 48" 123.60 114.95 106.30 98.88 
PE3145-60 60" 127.20 118.30 109.39 101.76 PE3133-60 60" 127.20 118.30 109.39 101.76 
PE3145-XX Any Same-Day Shipment / Call for Pricing PE3133-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length -49 100 + Model No. Length 100 + 
PE3182-12 Bs Serie ere seis $84.88 PE3170-12 2" ie ea ate $84.88 
PE3182-24 24" 107.40 99.88 92.36 85.92 PE3170-24 24" 107.40 99.88 92.36 85.92 
PE3182-36 36" 108.70 101.09 93.48 86.96 PE3170-36 36" 108.70 101.09 93.48 86.96 
PE3182-48 48" 110.05 102.35 94.64 88.04 PE3170-48 48" 110.05 102.35 94.64 88.04 
PE3182-60 60" 111.40 103.60 95.80 89.12 PE3170-60 60" 111.40 103.60 95.80 89.12 
PE3182-XX Any Same-Day Shipment / Call for Pricing PE3170-XX Any Same-Day Shipment / Call for Pricing 


SSMB PLUG TO SSMB PLUG SSMB PLUG RIGHT ANGLE TO 
SSMB PLUG RIGHT ANGLE 
CC —=— as | 


50 OHM, RG196A/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE3122-12 12" ais $38.22 $35.35 $32.88 PE3134-12 12" ai ua $41.02 $38.16 
PE3122-24 24" 42.10 39.15 36.21 33.68 PE3134-24 24" 48.70 45.29 41.88 38.96 
PE3122-36 36" 43.05 40.04 37.02 34.44 PE3134-36 36" 49.65 46.17 42.70 39.72 | 
PE3122-48 48" 43.95 40.87 37.80 35.16 PE3134-48 48" 50.60 47.06 43.52 40.48 
PE3122-60 60" 45.00 41.85 38.70 36.00 PE3134-60 60" 5as5 47.94 44.33 41.24 
PE3122-XX Any Same-Day Shipment / Call for Pricing PE3134-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3139-12 12" aris PAC $34.23 $31.84 PE3157-12 12" $46.35 $43.11 $39.86 $37.08 
PE3139-24 24" 40.75 37.90 35.05 32.60 PE3157-24 24" 47.40 44.08 40.76 37.92 © 
PE3139-36 36" 41.70 38.78 35.86 33.36 PE3157-36 36" 48.35 44,97 41.58 38.68 
PE3139-48 48" 42.70 39.71 36.72 34.16 PE3157-48 48" 49.25 45.80 42.36 39.40 
PE3139-60 60" 43.60 40.55 37.50 34.88 PE3157-60 60" 50.30 46.78 43.26 40.24 
PE3139-XX Any Same-Day Shipment / Call for Pricing PE3157-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


100 = All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


MCX PLUG TO MCX PLUG 


50 OHM, RG174A/U COAX 


| Model No. Length 25-49 50-99 100 + 
| PE3295-12 12" Aas $23.44 $21.67 $20.16 
| PE3295-24 24" 25.50 ya ie 21.93 20.40 
| PE3295-36 36" 25.75 23.95 22.15 20.60 
 PE3295- 48 48" 25.95 24.13 22.32 20.76 

| PE3295-60 60" 26.25 24.41 22.58 21.00 
| PE3295-XX Any Same-Day Shipment / Call for Pricing 


i 
i 
| 


{ 


50 OHM, RG188A/U_ COAX 


| Model No. Length 50-99 100 + 
| PE3290-12 12" ares gal $21.67 $20.16 
| PE3290-24 24" 26.20 24.37 22.53 20.96 
| PE3290-36 36" 27.10 25.20 23.31 21.68 
| PE3290-48 + 48? 28.10 26.13 24.17 22.48 
| PE3290-60 60" 29.00 26.97 24.94 23.20 

Same-Day Shipment / Call for Pricing 


PE3290-XX Any 


50 OHM, RG1 S6A/U_ COAX 


| Model No. Length 25-49 50-99 100-+ 
| PE3293-12 12" a $24.65 $22.79 $21.20 
| PE3293-24 24" 27.50 25.58 23.65 22.00 
| PE3293-36 s- 36° 28.45 26.46 24.47 22.76 
| PE3293-48 ; 48" 29.40 27.34 25.28 23.52 
| PE3293-60 60" 30.40 28.27 26.14 24.32 
_ PE3293-XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, RG316/U COAX 


Model No. Lengt 50-99 100 + 
PE3297-12 12" are ae i $21.67 $20.16 
PE3297-24 24" 26.20 24.37 22.53 20.96 
PE3297-36 36" 27.10 25.20 23.31 21.68 
PE3297-48 48" 28.10 26.13 24.17 22.48 
PE3297-60 60" 29.00 26.97 24.94 23.20 
PE3297-XX Any Same-Day Shipment / Call for Pricing 


MCX PLUG RIGHT ANGLE TO 
MCX PLUG RIGHT ANGLE 


90 OHM, RG174A/U_ COAX 


Model No. Length 50-99 100 + 
PE3304-12 shalt ats Rey $29.67 $27.60 
PE3304-24 24" 34.75 aera 29.89 27.80 
PE3304-36 36" 35.00 32.95 30.10 28.00 
PE3304-48 48" sare 32.78 30.32 28.20 
PE3304-60 60" eb Bal be 33.06 30.57 28.44 
PE3304-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3299-12 12% $34.50 $32.09 $29.67 $27.60 
PE3299-24 24" 35.45 32.97 30.49 28.36 
PE3299-36 36" 36.40 33.85 31.30 29.12 
PE3299-48 48" 37.40 34.78 32.16 29.92 
PE3299-60 60" 38.30 35.62 32.94 30.64 
PE3299-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG196A/U_ COAX 


Model No. Length 50-99 100 .+ 
PE3301-12 12" Ce OES $30.79 $28.64 
PE3301-24 24" 36.75 34.18 31.61 29.40 
PE3301-36 36" 37.75 35.11 32.47 30.20 
PE3301-48 48" 38.65 35.94 33.24 30.92 
PE3301-60 60" 39.70 36.92 34.14 31.76 
PE3301-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE3306-12 128 Re a 68 $29.67 $27 .60 
PE3306-24 24" 35.45 32.97 30.49 28.36 
PE3306-36 36" 36.40 33.85 31.30 29.12 
PE3306-48 48" 37.40 34.78 32.16 29.92 
PE3306-60 60" 38.30 35.62 32.94 30.64 
PE3306-XX Any Same-Day Shipment / Call for Pricing 


MCX PLUG RIGHT ANGLE TO MCX PLUG 


50 OHM, RG174A/U COAX 


» Model No. Length 50-99 100 + 
PE3314-12 12" a Tre $28.51 $26.52 
|) PE3314-24 24" 33.40 31.06 28.72 26.72 
| PE3314-36 36" 33.65 31.29 28.94 26.92 
PE3314-48 48" 33.90 31.53 29.15 27s ke 
| PE3314-60 60" 34.20 31.81 29.41 27.36 
PE3314-XX Any Same-Day Shipment / Call for Pricing 


| 


50 OHM, RG188A/U_ COAX 


| Model No. Length 50-99 100 + 
PE3309-12 128 at aw $28.51 $26.52 
PE3309-24 24" 34.05 31.67 29.28 27.24 
PE3309-36 36" 35.05 32.60 30.14 28.04 
| PE3309-48 48" 36.05 33.53 31.00 28.84 
| PE3309- 60 60" 37.05 34.46 31.86 29.64 
| PE3309- XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U_ COAX 


Model No. Length 50-99 100 + 
PE3311-12 12" Cray oa $29.67 $27.60 
PE3311-24 24" 35.45 32.97 30.49 28.36 
PE3311-36 36" 36.40 33.85 31.30 29.12 
PE3311-48 48" 37.40 34.78 32.16 29.92 
PE3311-60 60" 38.30 35.62 32.94 30.64 
PE3311-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE3316-12 42? rie iat $28.51 $26.52 
PE3316-24 24" 34.05 31.67 29.28 27.24 
PE3316-36 36" 35.05 32.60 30.14 28.04 
PE3316-48 48" 36.05 33.53 31.00 28.84 
PE3316-60 60" 37.05 34.46 31.86 29.64 
PE3316-XX Any Same-Day Shipment / Call for Pricing 
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‘Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Phone: 949-261-1920 Fax: 949-261-7451 
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7/16 DIN MALE TO 7/16 DIN MALE 


50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
' 


Model No. Length 1-24 25-49 50-99 100 + 

PE3183-12 12" $144.90 $134.76 $124.61 $115.92 PE36136-12 1 We $168.75 $156.94 $145.13 $135.00 
PE3183-24 24" 145.30 135.13 124.96 116.24 PE36136-24 24" 192.85 179.35 165.85 154.28 
PE3183-36 36" 145.65 135.45 125.26 116.52 PE36136-36 36" 216.95 201.76 186.58 173.56 
PE3183-48 48" 146.05 135.83 125.60 116.84 PE36136-48 48" 241.10 224.22 207.35 192.88 
PE3183-60 60" 146.45 136.20 125.95 117.16 PE36136-60 60" 265.15 246.59 228.03 212.12 
PE3183-XX Any Same-Day Shipment / Call for Pricing PE36136-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 90 OHM, RG393/U COAX, DOUBLE SHIELDED 


31qe9 
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Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3189-12 12° $148.35 $137.97 $127.58 $118.68 PE3205-12 12" $157.30 $146.29 $135.28 $125.84 
PE3189-24 24" 151.05 140.48 129.90 120.84 PE3205-24 24" 165.75 154.15 142.55 132.60 
PE3189-36 36" 153.65 142.89 132.14 122.92 PE3205-36 36" 174.15 161.96 149.77 139.32 
PE3189-48 48" 156.35 145.41 134.46 125.08 PE3205-48 48" 182.55 169.77 156.99 146.04 
PE3189-60 60" 158.95 147.82 136.70 127.16 PE3205-60 60" 191.05 177.68 164.30 152.84 
PE3189-XX Any Same-Day Shipment /-Call for Pricing PE3205-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3199-12 125 $151.15 $140.57 $129.99 $120.92 PE34360-12 12" $148.35 $137.97 $127.58 $118.68 
PE3199-24 24" 152.10 141.45 130.81 121.68 PE34360-24 24" 151.05 140.48 129.90 120.84 
PE3199-36 36" 153.05 142.34 131.62 122.44 PE34360-36 36" 153.65 142.89 132.14 122.92 | 
PE3199-48 48" 154.00 143.22 132.44 123.20 PE34360-48 48" 156.35 145.41 134.46 125.08 
PE3199-60 60" 155.00 144.15 133.30 124.00 PE34360-60 60" 158.95 147 .82 136.70 127.16. 
PE3199-XX Any Same-Day Shipment / Call for Pricing PE34360-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3185-12 pb $154.85 $144.01 $133.17 $123.88 PE36138-12 12? $166.30 $154.66 $143.02 $133.04) 
PE3185-24 24" 158.50 147.41 136.31 126.80 PE36138-24 24" 173.55 161.40 149.25 138.84 
PE3185-36 36" 162.20 150.85 139.49 129.76 PE36138-36 36" 180.75 168.10 155.45 144.60 
PE3185-48 48" 165.75 154.15 142.55 132.60 PE36138-48 48" 188.00 174.84 161.68 150.40. 
PE3185-60 60" 169.35 157.50 145.64 135.48 PE36138-60 60" 195.30 181.63 167.96 156.24 
PE3185-XX Any Same-Day Shipment / Call for Pricing PE36138-XX Any Same-Day Shipment / Call for Pricing | 
50 OHM, RG217/U COAX 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36134-12 127 _ $206.15 $191.72 $177.29 $164.92 PE36140-12 12" $168.75 $156.94 $145.13 $135.00 
PE36134-24 24" 208.55 193.95 179.35 166.84 PE36140-24 24" 176.00 163.68 151.36 140.80 | 
PE36134-36 36" 210.95 196.18 181.42 168.76 PE36140-36 36" 183.30 170.47 157.64 146.64 | 
PE36134-48 48" 213.35 198.42 183.48 170.68 PE36140-48 48" 190.50 177.17 163.83 152.40 
PE36134-60 60" 215.75 200.65 185.55 172.60 PE36140-60 60" 197.70 183.86 170.02 158.16 | 
PE36134-XX Any Same-Day Shipment / Call for Pricing PE36140-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG218/U COAX 50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + | 
PE35900-12 12e $213.95 $198.97 $184.00 $171.16 PE36142-12 Tze $164.55 $153.03 $141.51 $131.64 | 
PE35900-24 24" 219.95 204.55 189.16 175.96 PE36142-24 24" 168.15 156.38 144.61 134.52 | 
PE35900-36 36" 225.95 210.13 194.32 180.76 PE36142-36 36" 171.70 159.68 147.66 137.36 | 
PE35900-48 48" 232.05 215.81 199.56 185.64 PE36142-48 48" 175.35 163.08 150.80 140.28 
PE35900-60 60" 238.05 221.39 204.72 190.44 PE36142-60 60" 178.95 166.42 153.90 143.16 
PE35900-XX Any Same-Day Shipment / Call for Pricing PE36142-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3192-12 125 $147.70 $137.36 $127.02 $118.16 PE36144-12 a28 $166.95 $155.26 $143.58 $133.56 | 
PE3192-24 24" 149.00 138.57 128.14 119.20 PE36144-24 24" 170.55 158.61 146.67 136.44 
PE3192-36 36" 150.35 139.83 129.30 120.28 PE36144-36 36" 174.15 161.96 149.77 139.32 
PE3192-48 48" 151.70 141.08 130.46 121.36 PE36144-48 48" 177.85 165.40 (152.95 142.28 
PE3192-60 60" 153.00 142.29 131.58 122.40 PE36144-60 60" 181.40 168.70 156.00 145.12 
PE3192-XX Any Same-Day Shipment / Call for Pricing PE36144-XX Any Same-Day Shipment / Call for Pricing | 


RRR i 
**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


102 = All Products Available Online! www.pasternack.com __ Free Ground Freight | 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


52 OHM, RG8A/U COAX 

|fodel No. Length 1-24 25-49 50-99 100 + 
| E35284-12 12% $90.40 $84.07 $77.74 $72.32 
| °E35284-24 24" 91.40 85.00 78.60 73.12 
| E35284-36 36" 92.35 85.89 79.42 73.88 
| 9E35284-48 48" 93.30 86.77 80.24 74.64 
| E35284-60 60" 94.25 87.65 81.06 75.40 
(°E35284-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG58C/U COAX . 
| lodel_No. Length 1-24 25-49 50-99 100 + 
| E3207-12 12" $86.80 $80.72 $74.65 $69.44 
| E3207-24 24" 87.20 81.10 74.99 69.76 
| £3207-36 36" 87.60 81.47 75.34 70.08 
') "E3207 -48 48" 88.05 81.89 75.72 70.44 
'|°E3207-60 60" 88.40 82.21 76.02 70.72 
%E3207-XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


| fodel No. Length 1-24 25-49 50-99 100 + 
|) "3216-12 12" $86.80 $80.72 $74.65 $69.44 
|| E3216-24 24" 89.40 83.14 76.88 71.52 
| E3216-36 . 36" 92.10 85.65 79.21 73.68 
|| E3216-48 4 94.75 88.12 81.49 75.80 
| "E3216-60 60" 97.40 90.58 83.76 77.92 
+} E3216-XX Any Same-Day Shipment / Call for Pricing 
I 
| 50 OHM, RG213/U COAX 
'/fodel No. Length 1-24 25-49 50-99 100 + 
//E34098-12 12" $90.40 $84.07 $77.74 $72.32 
|| E34098-24 24" 91.40 85.00 78.60 73542 
)|E34098-36 36" 92.35 85.89 79.42 73.88 
}| E34098-48 48" 93.30 86.77 80.24 74.64 
|| 9E34098-60 60" 94.25 87.65 81.06 75.40 
Any Same-Day Shipment / Call for Pricing 


| »E34098-XX 
) r 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


‘| fodel_ No. Length 1-24 25-49 50-99 100 + 
)) 9E3218-12 125 $90.40 $84.07 $77.74 $72.32 
| E3218-24 24" 94.00 87.42 80.84 75.20 
| 9E3218-36 36" 97.65 90.81 83.98 78.12 
)| 9E3218-48 48" 101.30 94.21 87.12 81.04 
|) °E3218-60 60" 104.85 97.51 90.17 83.88 
|) E3218-XX Any Same-Day Shipment / Call for Pricing 
d 
50 OHM, RG217/U COAX 
t} fodel No. Length 1-24 25-49 50-99 100 + 
1) E36170-12 12" $108.50 $100.91 $93.31 $86.80 
1} 9E36170-24 24" 110.80 103.04 95.29 88.64 
°E36170-36 36" 113.30 105.37 97.44 90.64 
E36170-48 48" 115.65 107.55 99.46 92.52 
(| 9E36170-60 60" 118.05 109.79 101.52 94.44 
j) °E36170-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 
‘}fodel No. Length 1-24 25-49 50-99 100 + 
E36172-12 12" $144.65 $134.52 $124.40 $115.72 
)E36172-24 24" 150.70 140.15 129.60 120.56 
)) E36172-36 36" 156.65 145.68 134.72 125.32 
'E36172-48 48" 162.75 151.36 139.97 130.20 
E36172-60 60" 168.75 156.94 145.13 135.00 
"E36172-XX Any Same-Day Shipment / Call for Pricing 


7/16 DIN MALE TO N MALE 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33144-12 12" $86.80 $80.72 $74.65 $69.44 
PE33144-24 24" 88.10 81.93 75.77 70.48 
PE33144-36 36" 89.40 83.14 76.88 71552 
PE33144-48 48" 90.80 84.44 78.09 72.64 
PE33144-60 60" 92.10 85.65 79.21 73.68 
PE33144-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE34357-12 iZ5 
PE34357-24 24" 
PE34357-36 36" 
PE34357-48 48" 
PE34357-60 60" 
PE34357-XX Any 


1-24 25-49 50-99 100 + 
$90.40 $84.07 $77.74 $72.32 
98.80 91.88 84.97 79.04 
107.25 99.74 92.24 85.80 
115.65 107.55 99.46 92.52 
124.20 115.51 106.81 99.36 
Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


1-24 25-49 50-99 100 + 


$86.80 $80.72 $74.65 $69.44 
89.40 83.14 76.88 71.52 
92.10 85.65 79.21 73.68 
94.75 88.12 81.49 75.80 
97.40 90.58 83.76 77.92 
Same-Day Shipment / Call for Pricing 


1-24 25-49 50-99 100 + 


$102.50 $95.33 $88.15 $82.00 
106.10 98.67 91.25 84.88 
109.70 102.02 94.34 87.76 
113.30 105.37 97.44 90.64 
116.90 108.72 100.53 93.52 


Model No. Length 
PE34359-12 12" 
PE34359-24 24" 
PE34359-36 36" 
PE34359-48 48" 
PE34359-60 60" 
PE34359-XX Any 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 
PE36174-12 nea 
PE36174-24 24" 
PE36174-36 36" 
PE36174-48 48" 
PE36174-60 60" 
PE36174-XX Any 


Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


1-24 25-49 50-99 100 + 


$104.85 $97.51 $90.17 $83.88 
108.50 100.91 93.31 86.80 
112.10 104.25 96.41 89.68 
115.65 107.55 99.46 92.52 
119.30 110.95 102.60 95.44 
Same-Day Shipment / Call for Pricing 


1-24 25-49 50-99 100 + 


$102.50 $95.33 $88.15 $82.00 
106.10 98.67 91.25 84.88 
109.70 102.02 94.34 87.76 
113.30 105.37 97.44 90.64 
116.90 108.72 100.53 93.52 


Model No. Length 
PE36178-12 i2e 
PE36178-24 24" 
PE36178-36 36" 
PE36178-48 48" 
PE36178-60 60" 
PE36178-XX Any 
50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 
PE35963-12 12% 
PE35963-24 24" 
PE35963-36 36" 
PE35963-48 48" 
PE35963-60 60" 
PE35963-XX Any 


Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. 


Length 


1-24 25-49 50-99 100 + 


PE35965-12 
PE35965-24 
PE35965-36 
PE35965-48 
PE35965-60 
PE35965-XX 


ta" 
24" 
36" 
48" 
60" 
Any 


$104.85 $97.51 $90.17 $83.88 
108.50 100.91 93.31 86.80 
112.10 104.25 96.41 89.68 
115.65 107.55 99.46 92.52 
119.30 110.95 102.60 95.44 
Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


|=ree Ground Freight 
i) Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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7/16 DIN MALE TO SMA MALE 


52 OHM, RG8A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36157-12 12% $102.50 $95.33 $88.15 $82.00 PE36163-12 12" $106.10 $98.67 $91.25 $84.88 
PE36157-24 24" 103.40 96.16 88.92 82.72 PE36163-24 24" 114.45 106.44 98.43 91.56 
PE36157-36 36" 104.40 97.09 89.78 83.52 PE36163-36 36" 122.95 114.34 105.74 98.36 
PE36157-48 48" 105.30 97.93 90.56 84.24 PE36163-48 48" 131.40 122.20 113.00 105.12 
PE36157-60 60" 106.30 98.86 91.42 85.04 PE36163-60 60" 139.85 130.06 120.27 111.88 
> PE36157-XX Any Same-Day Shipment / Call for Pricing PE36163-XX Any Same-Day Shipment / Call for Pricing 
o 
ay 
i—7 
= 50 OHM, RG58C/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
oO Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
sd PE3221-12 12" $99.45 $92.49 $85.53 $79.56 PE36165-12 12" $99.45 $92.49 $85.53 $79.56 
PE3221-24 24" 99.80 92.81 85.83 79.84 PE36165-24 24" 102.10 94.95 87.81 81.68 
PE3221-36 36" 100.25 93.23 86.22 80.20 PE36165-36 36" 104.75 97.42 90.09 83.80 
PE3221-48 48" 100.60 93.56 86.52 80.48 PE36165-48 48" 107.40 99.88 92.36 85.92 
PE3221-60 60" 101.10 94.02 86.95 80.88 PE36165-60 60" 110.05 102.35 94.64 88.04 
PE3221-XX Any Same-Day Shipment / Call for Pricing PE36165-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3224-12 ere $99.45 $92.49 $85.53 $79.56 PE36167-12 Lee $102.50 $95.33 $88.15 $82.00 
PE3224-24 24" 102.10 94.95 87.81 81.68 PE36167-24 24" 106.10 98.67 91.25 84.88 © 
PE3224-36 36" 104.75 97.42 90.09 83.80 PE36167-36 36" 109.70 102.02 94.34 87.76 — 
PE3224-48 48" 107.40 99.88 92.36 85.92 PE36167-48 48" 113.30 105.37 97.44 90.64 
PE3224-60 60" 110.05 102.35 94.64 88.04 PE36167-60 60" 116.90 108.72 100.53 93.52 @ 
PE3224-XX Any Same-Day Shipment / Call for Pricing PE36167-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) | 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36159-12 i hd $102.50 $95.33 $88.15 $82.00 PE36169-12 La" $104.85 $97.51 $90.17 $83.88 — 
PE36159-24 24" 103.40 96.16 88.92 82.72 PE36169-24 24" 108.50 100.91 93.31 86.80 
PE36159-36 36" 104.40 97.09 89.78 83.52 PE36169-36 36" 112.10 104.25 96.41 89.68 
PE36159-48 48" 105.30 97.93 90.56 84.24 PE36169-48 48" 115.65 107.55 99.46 92.52 
PE36159-60 60" 106.30 98.86 91.42 85.04 PE36169-60 60" 119.30 110.95 102.60 95.44 
PE36159-XX Any Same-Day Shipment / Call for Pricing PE36169-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3233-12 12" $106.10 $98.67 $91.25 $84.88 PE36171-12 de $102.50 $95.33 $88.15 $82.00 
PE3233-24 24" 109.70 102.02 94.34 87.76 PE36171-24 24" 106.10 98.67 91.25 84.88 
PE3233-36 36” 113.30 105.37 97.44 90.64 PE36171-36 36" 109.70 102.02 94.34 87.76 
PE3233-48 48" 116.90 108.72 100.53 93.52 PE36171-48 48" 113.30 105.37 97.44 90.64 
PE3233-60 60" 120.55 112 oe 103.67 96.44 PE36171-60 60" 116.90 108.72 100.53 93.52 
PE3233-XX Any Same-Day Shipment / Call for Pricing PE36171-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36161-12 12" $96.40 $89.65 $82.90 $77.12 PE36173-12 125 $104.85 $97.51 $90.17 $83.88 
PE36161-24 24" 97.75 90.91 84.07 78.20 PE36173-24 24" 108.50 100.91 93.31 86.80 
PE36161-36 36" 99.10 92.16 85.23 79.28 PE36173-36 36" 112.10 104.25 96.41 89.68 
PE36161-48 48" 100.35 93493 86.30 80.28 PE36173-48 48" 115.65 107.55 99.46 92.52 
PE36161-60 60" 101.75 94.63 87.51 81.40 PE36173-60 60" 119.30 110.95 102.60 95.44 ' 
PE36161-XX Any Same-Day Shipment / Call for Pricing PE36173-XX Any Same-Day Shipment / Call for Pricing — 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


104 = All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


: 


|The Pasternack Wireless Data jumper series is ideal where PIM (Passive Intermodulation Distortion) 

| is a concern, such as WiFi or GSM base station applications. The connectors are low PIM designs and 
| the coax has a lightweight, low-loss construction. The cables are fully interchangeable with 
"standard 7/16 DIN jumpers. 


ce 7/16 DIN MALE TO 7/16 DIN MALE 


| 
[7 LMR’ EQUIVALENT CABLE ASSEMBLIES 


| 50 OHM, PE-T195 COAX 50 OHM, PE-T400 COAX 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE37952-36 36" $82.35 $76.59 $70.82 $65.88 PE37954-36 36" $92.65 $86.16 $79.68 $74.12 
PE37952-48 48" 83.40 77.56 71.72 66.72 PE37954-48 48" 94.20 87.61 81.01 75.36 
PE37952-60 60" 84.40 78.49 72.58 67.52 PE37954-60 60" 95.75 89.05 82.35 76.60 
PE37952-72 Ter 85.45 79.47 73.49 68.36 PE37954-72 72" 97.30 90.49 83.68 77.84 
| PE37952-120 120" 89.55 83.28 77.01 71.64 PE37954-120 120" 103.45 96.21 88.97 82.76 
| PE37940-XXx Any Same-Day Shipment / See Website for Pricing PE37954-XX Any Same-Day Shipment / See Website for Pricing 
1 50 OHM, PE-T240 COAX 50 OHM, PE-T600 COAX 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE37953-36 36" $87.50 $81.38 $75.25 $70.00 PE37955-36 36" $102.95 $95.74 $88.54 $82.36 
| PE37953-48 48" 88.75 82.54 76.33 71.00 PE37955-48 48" 106.05 98.63 91.20 84.84 
_ PE37953-60 60" 89.95 83.65 77.36 71.96 PE37955-60 60" 109.15 101.51 93.87 87.32 
| PE37953-72 722 91.20 84.82 78.43. 72.96 PE37955-72 72" 112.20 104.35 96.49 89.76 
 PE37953-120 120" 96.15 89.42 82.69 76.92 PE37955-120 120" 124.60 115.88 107.16 99.68 
| PE37953-XX Any Same-Day Shipment / See Website for Pricing PE37955-XX Any Same-Day Shipment / See Website for Pricing 


7/16 DIN MALE TO 7/16 DIN 7/16 DIN MALE TO 
‘(= MALE RIGHT ANGLE 7/16 DIN FEMALE 
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i 
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ren 


SON 
SO5e525 
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50 OHM, PE-T195 COAX a 50 OHM, PE-T195 COAX 


| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE37956-36 36" $92.65 $86.16 $79.68 $74.12 PE37960-36 36" $97.80 $90.95 $84.11 $78.24 
) PE37956-48 48" 93.70 87.14 80.58 74.96 PE37960-48 48" 98.85 91.93 85.01 79.08 
| PE37956-60 60" 94.70 88.07 81.44 75.76 PE37960-60 60" 99.85 92.86 85.87 79.88 
_PE37956-72 72" 95.75 89.05 82.35 76.60 PE37960-72 72" 100.90 93.84 86.77 80.72 
| PE37956-120 = 120" 99.85 92.86 85.87 79.88 PE37960-120 120" 105.00 97.65 90.30 84.00 
| PE37956-XX | Any Same-Day Shipment / See Website for Pricing PE37960-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T240 COAX 50 OHM, PE-T240 COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE37957-36 36" $97.80 $90.95 $84.11 $78.24 PE37961-36 36" $92.65 $86.16 $79.68 $74.12 
PE37957-48 48" 99.05 92.12 85.18 79.24 PE37961-48 48" 93.90 87.33 80.75 75.12 
| PE37957-60 60" 100.25 93.23 86.22 80.20 PE37961-60 60" 95.10 88.44 81.79 76.08 
PE37957-72 72" 101.50 94.40 87.29 81.20 PE37961-72 42" 96.35 89.61 82.86 77.08 
PE37957-120 120" 107.70 100.16 92.62 86.16 PE37961-120 120" 101.30 94.21 87.12 81.04 
PE37957-XX Any Same-Day Shipment / See Website for Pricing PE37961-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T400 COAX 50 OHM, PE-T400 COAX 
)Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
] PE37958-36 36" $102.95 $95.74 $88.54 $82.36 PE37962-36 36" $97.80 $90.95 $84.11 $78.24 
| PE37958-48 48" 104.50 97.19 89.87 83.60 PE37962-48 48" 99.35 92.40 85.44 79.48 
| PE37958-60 60" 106.05 98.63 91.20 84.84 PE37962-60 60" 100.35 93.33 86.30 80.28 
| PE37958-72 72" 107.60 100.07 92.54 86.08 PE37962-72 v2" 102.45 95.28 88.11 81.96 
)PE37958-120 120" 113.75 105.79 97.83 91.00 PE37962-120 120" 108.60 101.00 93.40 86.88 
| PE37958-XX Any Same-Day Shipment / See Website for Pricing PE37962-XX Any Same-Day Shipment / See Website for Pricing 
. 50 OHM, PE-T600 COAX 50 OHM, PE-T600 COAX 
|Mode1 No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37959-36 36" $118.40 $110.11 $101.82 $94.72 PE37963-36 36" $113.25 $105.32 $97.40 $90.60 
'PE37959-48 48" 121.50 113.00 104.49 97.20 PE37963-48 48" 116.35 108.21 100.06 93.08 
PE37959-60 60" 124.60 115.88 107.16 99.68 PE37963-60 60" 119.45 111.09 102.73 95.56 
)PE37959-72 £46 127.65 118.71 109.78 102.12 PE37963-72 ye" 122.50 113.93 105.35 98.00 
PE37959-120 120" 140.05 130.25 120.44 112.04 PE37963-120 120" 134.90 125.46 116.01 107.92 
'PE37959-XX Any Same-Day Shipment / See Website for Pricing PE37963-XX Any Same-Day Shipment / See Website for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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the coax has a lightweight, low-loss construction. 
standard Type N jumpers. 


[0 LMR* EQUIVALENT CABLE ASSEMBLIES 


The Pasternack Wireless Data jumper series is ideal where PIM (Passive Intermodulation Distortion) 
is a concern, such as WiFi or GSM base station applications. 


50 OHM, PE-T195 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37940-36 36" $30.85 $28.69 $26.53 $24.68 
PE37940-48 48" 31.90 29.67 27.43 25.52 
PE37940-60 60" 32.90 30.60 28.29 26.32 
PE37940-72 2 33.95 31.57 29.20 27.16 
© PE37940-120 120" 38.05 35.39 32.72 30.44 
Pty PE37940-Xx Any Same-Day Shipment / See Website for Pricing 
—s 50 OHM, PE-T240 COAX 
Mill Model No. Length 1-24 25-49 «50-99 ~—s:100 + 
PE37941-36 36" $37.05 $34.46 $31.86 $29.64 
PE37941-48 48" 38.25 35.57 32.90 30.60 
PE37941-60 60" 39.50 36.74 33.97 31.60 
PE37941-72 72" 40.75 37.90 35.05 32.60 
PE37941-120 120" 45.70 42.50 39.30 36.56 
PE37941-XX 


Any Same-Day Shipment / See Website for Pricing 


N MALE T0 N MALE 


RIGHT ANG 


LE 
SS 


50 OHM, PE-T195 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37944-36 36" $41.15 $38.27 $35.39 $32.92 
PE37944-48 48" 42.20 39.25 36.29 33.76 
PE37944-60 60" 43.20 40.18 3715 34.56 
PE37944-72 f2" 44.25 41.15 38.06 35.40 
PE37944-120 120" 48.35 44.97 41.58 38.68 
PE37944-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T240 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37945-36 36" $47.35 $44.04 $40.72 $37.88 
PE37945-48 48" 48.55 45.15 41.75 38.84 
PE37945-60 60" 49.80 46.31 42.83 39.84 
PE37945-72 ’ fa 51.05 47.48 43.90 40.84 
PE37945-120 120" 56.00 52.08 48.16 44.80 
PE37945-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T400 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37946-36 36" $57.65 $53.61 $49.58 $46.12 
PE37946-48 48" 59.15 55.01 50.87 47.32 
PE37946-60 60" 60.70 56.45 52.20 48.56 
PE37946-72 72" 62.25 57.89 53.54 49.80 
PE37946-120 120" 68.45 63.66 58.87 54.76 
PE37946-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T600 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37947-36 36" $82.35 $76.59 $70.82 $65.88 
PE37947-48 48" 85.45 79.47 73.49 68.36 
PE37947-60 60" 88.55 82.35 76.15 70.84 
PE37947-72 fe" 91.60 85.19 78.78 73.28 
PE37947-120 120" 104.00 96.72 89.44 83.20 
PE37947-XX Any Same-Day Shipment / See Website for Pricing 


The connectors are low PIM designs and 
The cables are fully interchangeable with 


N MALE TO N MALE 


TTT TTT 


50 OHM, PE-T400 COAX = 
Model No. Length 1-24 25-49 50-99 100 + 
PE37942-36 36" $46.30 $43.06 $39.82 $37.04 
PE37942-48 48" 47.85 44.50 41.15 38.28 
PE37942-60 60" 49.40 45.94 42.48 39.52 
PE37942-72 72" 50.95 47.38 43.82 40.76 
PE37942-120 120" 57.10 53.10 49.11 45.68 
PE37942-XX Any Same-Day Shipment / See Website for Pricing 

50 OHM, PE-T600 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37943-36 36" $72.05 $67.01 $61.96 $57.64 
PE37943-48 48" 75.15 69.89 64.63 60.12 
PE37943-60 60" 78.25 ny ae #4 67.30 62.60 
PE37943-72 neh 81.30 75.61 69.92 65.04 
PE37943-120 120" 93.70 87.14 80.58 74.96 
PE37943-XX Any Same-Day Shipment / See Website for Pricing 


N MALE TO N FEMALE 


50 OHM, PE-T195 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37948-36 36" $36.00 $33.48 $30.96 $28.80 
PE37948-48 48" 37.05 34.46 31.86 29.64 
PE37948-60 60" 38.05 35.39 32.72 30.44 
PE37948-72 12" 39.10 36.36 33.63 31.28 
PE37948-120 120" 43.20 40.18 37.15 34.56 
PE37948-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T240 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37949-36 36" $42.20 $39.25 $36.29 $33.76 
PE37949-48 48" 43.40 40.36 B7.32 34.72 
PE37949-60 60" 44.65 41.52 38.40 35.72 i 
PE37949-72 72" 45.90 42.69 39.47 36.72 
PE37949-120 120" 50.85 47.29 43.73 40.68 
PE37949-XX Any Same-Day Shipment / See Website for Pricing : 
50 OHM, PE-T400 COAX 4 
Model No. Length 1-24 25-49 50-99 100 + — 
PE37950-36 36" $51.45 $47.85 $44.25 $41.16 
PE37950-48 48" 53.00 49.29 45.58 42.40 
PE37950-60 60" 54.55 50.73 46.91 43.64 
PE37950-72 72" 56.10 52.47 48.25 44.88 
PE37950-120 120" 62.25 57.89 53.54 49.80 
PE37950-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T600 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37951-36 36" $77.20 $71.80 $66.39 $61.76 
PE37951-48 48" 80.30 74.68 69.06 64.24 
PE37951-60 60" 83.40 77.56 (ft Wey bes 66.72 — 
PE37951-72 ae” 86.45 80.40 74,35 69.16 
PE37951-120 120" 98.85 91.93 85.01 79.08 
PE37951-XX Any Same-Day Shipment / See Website for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 


Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping ; 


MINI UHF MALE TO MINI UHF MALE 


| 0 OHM, RGS8C/U COAX 50 OHM, |RG223/U COAX, DOUBLE SHIELDED 

| Model No. ength 25-49 50-99 100 + Model N Length 100 + 
PE3258-12 mt aes $14.79 $13.67 $12.72 PE3265- a 12" vai uh mE $16.96 

| PE3258-24 24" 16.30 15.16 14.02 13.04 PE3265-24 24" 22.50 20.93 19.35 18.00 

| PE3258-36 36" 16.75 15.58 14.41 13.40 PE3265-36 36" 23.85 22.18 20.51 19.08 
PE3258-48 48" 17.20 16.00 14.79 13.76 PE3265-48 48" 25.20 23.44 21.67 20.16 

| PE3258-60 60" 17.55 16.32 15.09 14.04 PE3265-60 60" 26.50 24.65 22.79 21.20 

_ PE3258-XX Any Same-Day Shipment / Call for Pricing PE3265-XX Any Same-Day Shipment / Call for Pricing 

am 

! 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG400/U COAX, DOUBLE SHIELDED Co 

| Model No. ength 100 + Model N Length 50-99 100 + = & 

| PE3263-12 eo eS iad ah $16.96 PE3269- i: 12" Ty; TORT $18.23 $16.96 =o —s 

| PE3263-24 24" 23.85 22.18 20.51 19.08 PE3269-24 24" 23.85 22.18 20.51 19.08 ——iJ 

| PE3263-36 36" 26.50 24.65 22.79 21.20 PE3269-36 36" 26.50 24.65 22.79 21.20 3°) 
PE3263-48 48" 29.15 27.11 25.07 23.32 PE3269-48 48" 29.15 27.11 25.07 23.32 Be 

| PE3263-60 60" 31.80 29.57 27.35 25.44 PE3269-60 60" 31.80 29.57 27.35 25.44 

| PE3263-XX Any Same-Day Shipment / Call for Pricing PE3269-XX Any Same-Day Shipment / Call for Pricing 


MINI UHF MALE TO SMA MALE MINI UHF MALE TO N MALE 


R ae 


50 OHM, RGS8C/U COAX 50 OHM, RGS8C/U COAX 
| Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
| PE3273-12 125 er - se $22.79 $21.20 PE3282-12 125 renee $24.65 $22.79 $21.20 
| PE3273-24 24" 26.95 25.06 23.18 21.56 PE3282-24 24" 26.95 25.06 23.18 21.56 
| PE3273-36 36" 27.35 25.44 23.52 21.88 PE3282-36 36" 27.35 25.44 23.52 21.88 
| PE3273-48 48" 27.75 25.81 23.87 22.20 PE3282-48 48" 27.75 25.81 23.07 22.20 
PE3273-60 60" 28.15 26.18 24.21 22.52 PE3282-60 60" 28.15 26.18 24.21 22.52 
| PE3273-XX Any Same-Day Shipment / Call for Pricing PE3282-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length =——s1-24°—25- 49 50-99 100 + Model No. Length 100 + 
PE3275-12 | 122 $27.85 $25.90 $23.95 $22.28 PE3285-12 122 ane soe Sat $22.28 
PE3275-24 24" 30.50 28.37 26.23 24.40 PE3285-24 24" 30.50 28.37 26.23 24.40 
PE3275-36 36" 33.15 30.83 28.51 26.52 PE3285-36 36" 33.15 30.83 28.51 26.52 
PE3275-48 48" 35.80 33.29 30.79 28.64 PE3285-48 48" 35.80 33.29 30.79 28.64 
PE3275-60 60" 38.40 35.71 33.02 30.72 PE3285-60 60" 38.40 35.71 33.02 30.72 
| PE3275-XX Any Same-Day Shipment / Call for Pricing PE3285-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model N ength 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
| PE3271- rT ie Tae $24.65 $22.79 $21.20 PE3280-12 12" $26.50 $24.65 $22.79 $21.20 
PE3271-24 . 24" 27.85 25.90 23.95 22.28 PE3280-24 24" 27.85 25.90 23.95 22.28 
PE3271-36 36" 29.15 27.11 25.07 23.32 PE3280-36 36" 29.15 27.11 25.07 23.32 
PE3271-48 48" 30.50 28.37 26.23 24.40 PE3280-48 48" 30.50 28.37 26.23 24.40 
PE3271-60 60" 31.80 29.57 27.35 25.44 PE3280-60 60" 31.80 29.57 27.35 25.44 
PE3271-XX Any Same-Day Shipment / Call for Pricing PE3280-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, oe COAX, DOUBLE SHIELDED 50 OHM, .RG400/U COAX, DOUBLE SHIELDED 
Model No. 100 + Model N ength 50-99 100 + 
| PE3278-12 ay ar = as = a _ $22.28 PE3288- 1" ‘te ae aie $23.95 $22.28 
| PE3278-24 24" 30.50 28.37 26.23 24.40 PE3288-24 24" 30.50 28.37 26.23 24.40 
| PE3278-36 36" 33.15 30.83 28.51 26.52 PE3288-36 36" 33.15 30.83 28.51 26.52 
| PE3278-48 48" 35.80 33.29 30.79 28.64 PE3288-48 48" 35.80 33.29 30.79 28.64 
PE3278-60 60" 38.40 35.71 33.02 30.72 PE3288-60 60" 38.40 35.71 33.02 30.72 
PE3278-XX Any Same-Day Shipment / Call for Pricing PE3288-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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75 OHM N MALE T0 75 OHM N MALE 


75 OHM, RGGA/U COAX 


75 OHM, RG179B/U COAK 


Model No. Length -49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3612-12 12" oe a 36 $36.51 $33.96 PE3307-12 12" 500 OE $45.62 $42.18 $39.24 
PE3612-24 24" 43.40 40.36 37.32 34.72 PE3307-24 24" 50.05 46.55 43.04 40.04 
PE3612-36 36" 44.35 41.25 38.14 35.48 PE3307-36 36" 50.95 47.38 43.82 40.76 
PE3612-48 48" 45.30 42.13 38.96 36.24 PE3307-48 48" 52.00 48.36 44.72 41.60 
PE3612-60 60" 46.25 43.01 39.78 37.00 PE3307-60 60" 52.90 49.20 45.49 42.32 
PE3612-XX Any Same-Day Shipment / Call for Pricing PE3307-XX Any Same-Day Shipment / Call for Pricing 
°o 75 OHM, RGTIA/U COAX 75 OHM, RG187A/U COAX 
ty Model No. Length 25-49 50-99 100 + Model No. Length 24 25-49 50-99 100 + 
rm PE3616-12 120 aii $44.36 $41.02 $38.16 PE3581-12 12" anda $45.62 $42.18 $39.24 
oO PE3616-24 24" 48.70 45.29 41.88 38.96 PE3581-24 24" 50.05 46.55 43.04 40.04 
PE3616-36 36" 49.65 46.17 42.70 39.72 PE3581-36 36" 50.95 47.38 43.82 40.76 
PE3616-48 48" 50.60 47.06 43.52 40.48 PE3581-48 48" 52.00 48.36 44.72 41.60 
PE3616-60 60" 51.55 47.94 44.33 41.24 PE3581-60 60" 52.90 49.20 45.49 42.32 
PE3616-XX Any Same-Day Shipment / Call for Pricing PE3581-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 75 OHM, RG216/U COAX 
Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3528-12 TZ bibs Suits $37.63 $35.00 PE3618-12 12" yest $44.36 $41.02 $38.16 
PE3528-24 24" 44.10 41.01 37.93 35.28 PE3618-24 24" 48.70 45.29 41.88 38.96 
PE3528-36 36" 44.55 41.43 38.31 35.64 PE3618-36 36" 49.65 46.17 42.70 39.72 
PE3528-48 48" 45.00 41.85 38.70 36.00 PE3618-48 48" 50.60 47.06 43.52 40.48 
PE3528-60 60" 45.40 42.22 39.04 36.32 PE3618-60 60" 51.55 47.94 44.33 41.24 
PE3528-XX Any Same-Day Shipment / Call for Pricing PE3618-XX Any Same-Day Shipment / Call for Pricing 


WARNING: 75 OHM N CONNECTORS DO NOT MATE WITH STANDARD 50 OHM CONNECTORS. 
ALL 75 OHM BNC MALES ON THIS PAGE WILL MATE TO STANDARD 50 OHM BNC CONNECTORS. 


75 OHM, RGGA/U COAX 


BNC MALE 


75 OHM, RG179B/U COAX 


Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE3341-12 128 et ae $34.23 $31.84 PE3398-12 12? ia aS $35.35 $32.88 
PE3341-24 24" 40.75 37.90 35.05 32.60 PE3398-24 24" 42.10 39.15 36.21 33.68 
PE3341-36 36" 41.70 38.78 35.86 33.36 PE3398-36 36" 43.05 40.04 37.02 34.44 
PE3341-48 48" 42.70 39.71 36.72 34.16 PE3398-48 48" 43.95 40.87 37.80 35.16 
PE3341-60 60" 43.60 40.55 37.50 34.88 PE3398-60 60" 45.00 41.85 38.70 36.00 
PE3341-XX Any Same-Day Shipment / Call for Pricing PE3398-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 75 OHM, RG1 87A/U COAX 
Model No. Length 25-49 50-99 100+ Model No. Length 50-99 100 + 
PE3396-12 12" mie: $40.69 $37.63 $35.00 PE3400-12 12" aa rn $35.35 $32.88 
PE3396-24 24" 44.75 41.62 38.49 35.80 PE3400-24 24" 42.10 39.15 36.21 33.68 
PE3396-36 36" 45.65 42.45 39.26 36.52 PE3400-36 36" 43.05 40.04 37.02 34.44 
PE3396-48 48" 46.70 43.43 40.16 37.36 PE3400-48 48" 43.95 40.87 37.80 35.16 
PE3396-60 60" 47.60 44.27 40.94 38.08 PE3400-60 60" 45.00 41.85 38.70 36.00 
PE3396-XX Any Same-Day Shipment / Call for Pricing PE3400-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 75 OHM, RG216/U COAK 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33605-12 12" Ke $34.55 $31.95 $29.72 PE3404-12 12m ae sine $37.63 $35.00 
PE33605-24 24" 37.55 34.92 32.29 30.04 PE3404-24 24" 44.75 41.62 38.49 35.80 
PE33605-36 36" 37.95 35.29 32.64 30.36 PE3404-36 36" 45.65 42.45 39.26 36.52 
PE33605-48 48" 38.35 35.67 32.98 30.68 PE3404-48 48" 46.70 43.43 40.16 37.36 
PE33605-60 60" 38.70 35.99 33.28 30.96 PE3404-60 60" 47.60 44.27 40.94 38.08 
PE33605-XX Any Same-Day Shipment / Call for Pricing PE3404-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


108 All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Free Ground Freight 
Same-Day Shipping 


75 OHM BNC MALE TO 75 OHM BNC MALE 


75 OHM, RGGA/U COAX 


Model No. Length 25-49 50-99 100 + 
PE33197-12 12" —3P $27.11 $25.07 $23.32 
PE33197-24 24" 30.15 28.04 25.93 24.12 
PE33197-36 36" 31.10 28.92 26.75 24.88 
PE33197-48 48" 32.10 29.85 27.61 25.68 
| PE33197-60 60" 33.00 30.69 28.38 26.40 
PE33197-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 
Model No. Length = 1-24 50-99 100 + 
PE33399-12 12" $33.15 tat $28.51 $26.52 
PE33399-24 24" 34.05 31.67 29.28 27.24 
PE33399-36 36" 35.05 32.60 30.14 28.04 
PE33399-48 48" 36.05 33.53 31.00 28.84 
| PE33399-60 60" 37.05 34.46 31.86 29.64 
PE33399-Xx Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33188-12 ize $26.50 $24.65 $22.79 $21.20 
PE33188-24 24" 26.95 25.06 23.18 21.56 
PE33188-36 36" 27.35 25.44 23.52 21.88 
PE33188-48 48" 27.75 25.81 23.87 22.20 
| PE33188-60 60" 28.15 26.18 24.21 22.52 
PE33188-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX 


50-99 100 + 


at sit $22.79 $21.20 
27.50 25.58 23.65 22.00 
28.45 26.46 24.47 22.76 
29.40 27.34 25.28 23.52 
30.40 28.27 26.14 24.32 
Same-Day Shipment / Call for Pricing 


75 OHM, RG216/U COAX 


25-49 50-99 100 + 


ite $30.83 $28.51 $26.52 
34.05 31.67 29.28 27.24 
35.05 32.60 30.14 28.04 
36.05 33.53 31.00 28.84 
37.05 34.46 31.86 29.64 
Same-Day Shipment / Call for Pricing 


75 OHM, PE- ‘Bot 28 COAX 


Model No. Length 

PE33401-12 12" 
PE33401-24 24" 
PE33401-36 36" 
PE33401-48 48" 
PE33401-60 60" 
PE33401-XX Any 

Model No. Length 
PE33403-12 les 
PE33403-24 24" 
PE33403-36 36" 
PE33403-48 48" 
PE33403-60 60" 
PE33403-XX Any 

Model No. Length 

PE33405-12 Len 
PE33405-24 24" 
PE33405-36 36" 
PE33405-48 48" 
PE33405-60 60" 
PE33405-XX Any 


50-99 100 + 


ans rar $22.79 $21.20 
27.10 25.20 23.54 21.68 
27.70 25.76 23.82 22.16 
28.30 26.32 24.34 22.64 
28.90 26.88 24.85 23512 
Same-Day Shipment / Call for Pricing 


75 OHM, RGG6A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE33407-12. pe ara $37.01 $34.23 $31.84 
PE33407-24 24" 40.75 37.90 35.05 32.60 
PE33407-36 36" 41.70 38.78 35.86 33.36 
PE33407-48 48" 42.70 39.71 36.72 34.16 
PE33407-60 60" 43.60 40.55 37.50 34.88 
PE33407-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTTA/U COAX 
Model No. Length -49 50-99 100 + 
PE33409-12 Tee ORT saul $37.63 $35.00 
PE33409-24 24" 44.75 41.62 38.49 35.80 
PE33409-36 36" 45.65 42.45 39.26 36.52 
PE33409-48 48" 46.70 43.43 40.16 37.36 
PE33409-60 60" 47.60 44.27 40.94 38.08 
PE33409-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE33196-12 12" See $34.55 $31.95 $29.72 
PE33196-24 24" 37.55 34.92 32.29 30.04 
PE33196-36 36" 37.95 35.29 32.64 30.36 
PE33196-48 48" 38.35 35.67 32.98 30.68 
PE33196-60 60" 38.70 35.99 33.28 30.96 
PE33196-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAK 


75 OHM BNC MALE TO 75 OHM BNC MALE RIGHT ANGLE 


Model No. Length 50-99 100 + 
PE33412-12 bh oe ett “STREP $35.35 $32.88 
PE33412-24 24" 42.10 39.15 36.21 33.68 
PE33412-36 36" 43.05 40.04 37.02 34.44 
PE33412-48 48" 43.95 40.87 37.80 35.16 
PE33412-60 60" 45.00 41.85 38.70 36.00 
PE33412-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG1 S7AU COAX 
Model No. Length 25-49 50-99 100 + 
PE33414-12 125 ati $38.22 $35.35 $32.88 
PE33414-24 24" 42.10 39.15 36.21 33.68 
PE33414-36 36" 43.05 40.04 37.02 34.44 
PE33414-48 48" 43.95 40.87 37.80 35.16 
PE33414-60 60" 45.00 41.85 38.70 36.00 
PE33414-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG216/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33416-12 12" $43.75 $40.69 $37.63 $35.00 
PE33416-24 24" 44.75 41.62 38.49 35.80 
PE33416-36 36" 45.65 42.45 39.26 36.52 
PE33416-48 48" 46.70 43.43 40.16 37.36 
PE33416-60 60" 47.60 44.27 40.94 38.08 
PE33416-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 


Fax: 949-261-7451 
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Model No. 


75 OHM BNC MALE RIGHT ANGLE TO 


75 OHM, RG6A/U COAX 


Length 50-99 100 + 
PE33426-12 Ae 35 TCL $39.86 $37.08 
PE33426-24 24" 47.40 44.08 40.76 37.92 
PE33426-36 36" 48.35 44.97 41.58 38.68 
PE33426-48 48" 49.25 45.80 42.36 39.40 
PE33426-60 60" 50.30 46.78 43.26 40.24 
PE33426-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGTIA/U COAX 
Model No. Length 50-99 100 + 
PE33428-12 L2i ara are $43.34 $40.32 
PE33428-24 24" 51.30 47.71 44.12 41.04 
PE33428-36 36" 52.35 48.69 45.02 41.88 
PE33428-48 48" 53.30 49.57 45.84 42.64 
PE33428-60 60" 54.25 50.45 46.66 43.40 
PE33428-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 

Model No. Length 25-49 50-99 100 + 
PE33430-12 12" Was $44.36 $41.02 $38.16 
PE33430-24 24" 48.20 44.83 41.45 38.56 
PE33430-36 36" 48.55 45.15 41.75 38.84 
PE33430-48 48" 48.95 45.52 42.10 39.16 
PE33430-60 60" 49.35 45.90 42.44 39.48 
PE33430-XX Any Same-Day Shipment / Call for Pricing 


Model No. 


75 OHM BNC MALE RIGHT ANGLE 


75 OHM, RG179B/U COAX 


50-99 100 + 


a a $44.46 
52.70 49.01 45.32 42.16 
53.65 49.89 46.14 42.92 
54.55 50.73 46.91 43.64 
55.60 51.71 47.82 44.48 
Same-Day Shipment / Call for Pricing 


75 OHM, RG187A/U COAX 


50-99 100 + 


are ii $44.46 $41.36 
52.70 49.01 45.32 42.16 
53.65 49.89 46.14 42.92 
54.55 50.73 46.91 43.64 
55.60 51.71 47.82 44.48 
Same-Day Shipment / Call for Pricing 


Ls OHM, RG216/U COAX 


Length 
PE33432-12 Be 
PE33432-24 24" 
PE33432-36 36" 
PE33432-48 48" 
PE33432-60 60" 
PE33432-XX Any 
Model No. Length 
PE33434-12 127 
PE33434-24 24" 
PE33434-36 36" 
PE33434-48 48" 
PE33434-60 60" 
PE33434-XX Any 
Model No. Length 
PE33436-12 12" 
PE33436-24 24" 
PE33436-36 36" 
PE33436-48 48" 
PE33436-60 60" 
PE33436-XX Any 


25-49 50-99 100 + 
a $46.87 $43.34 $40.32 


51.30 47.71 44.12 41.04 
52.35 48.69 45.02 41.88 
53.30 49.57 45.84 42.64 
54.25 50.45 46.66 43.40 
Same-Day Shipment / Call for Pricing 


75 OHM, RGGA/U COAX 


Model No. Length 25-49 50-99 100 + 
PE33417-12 12" rane $39.48 $36.51 $33.96 
PE33417-24 24" 43.40 40.36 37.32 34.72 
PE33417-36 36" 44.35 41.25 38.14 35.48 
PE33417-48 48" 45.30 42.13 38.96 36.24 
PE33417-60 60" 46.25 43.01 39.78 37.00 
PE33417-XX Any Same-Day Shipment / Call for Pricing 
15 OHM, RGTTAU COAX 
Model No. Length 50-99 100 + 
PE33419-12 12" EA ey $41.02 $38.16 
PE33419-24 24" 48.70 45.29 41.88 38.96 
PE33419-36 36" 49.65 46.17 42.70 39.72 
PE33419-48 48" 50.60 47.06 43.52 40.48 
PE33419-60 60" 51.55 47.94 44.33 41.24 
PE33419-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 50-99 100 + 
PE33179-12 12" Ee sine $37 .63 $35.00 
PE33179-24 24" 44.10 41.01 37.93 35.28 
PE33179-36 36" 44.55 41.43 38.31 35.64 
PE33179-48 48" 45.00 41.85 38.70 36.00 
PE33179-60 60" 45.40 42.22 39.04 36.32 
PE33179-XX Any Same-Day Shipment / Call for Pricing 


USE MOUNTING HOLE BO6 ON PAGE 266 


75 OHM BNC MALE TO 75 OHM BNC FEMALE BULKHEAD 


75 OHM, RG179B/U COAX 


Model No. Length 50-99 100 + 
PE33421-12 125 ane salts $42.18 $39.24 
PE33421-24 24" 50.05 46.55 43.04 40.04 
PE33421-36 36" 50.95 47.38 43.82 40.76 
PE33421-48 48" 52.00 48.36 44.72 41.60 
PE33421-60 60" 52.90 49.20 45.49 42.32 
PE33421-XX Any Same-Day Shipment / Call for Pricing 
Le OHM, RG216/U COAK 
Model No. Length 25-49 50-99 100 + 
PE33423-12 pW ay $44.36 $41.02 $38.16 
PE33423-24 24" 48.70 45.29 41.88 38.96 
PE33423-36 36" 49.65 46.17 42.70 39.72 
PE33423-48 48" 50.60 47 .06 43.52 40.48 
PE33423-60 60" 51.55 47.94 44.33 41.24 
PE33423-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, PE- "8126 COAX 
Model No. Length 25-49 50-99 100 + 
PE33425-12 12" Gis $43.11 $39.86 $37.08 
PE33425-24 24" 47.00 43.71 40.42 37.60 
PE33425-36 36" 47.60 44.27 40.94 38.08 
PE33425-48 48" 48.25 44.87 41.50 38.60 
PE33425-60 60" 48.80 45.38 41.97 39.04 
PE33425-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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110 All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


75 OHM BNC MALE TO 75 OHM BNC FEMALE 


75 OHM, RGGA/U COAX 75 OHM, RG1 73B/U COAX 

Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 

_ PE33437-12 125 ra $38.22 $35.35 $32.88 PE33443-12 12" ae $43.11 $39.86 $37.08 

_ PE33437-24 24" 42.10 39.15 36.21 33.68 PE33443-24 24" 47.40 44.08 40.76 37.92 
PE33437-36 36" 43.05 40.04 37.02 34.44 PE33443-36 36" 48.35 44.97 41.58 38.68 

_ PE33437-48 48" 43.95 40.87 37.80 35.16 PE33443-48 48" 49.25 45.80 42.36 39.40 

_ PE33437-60 60" 45.00 41.85 38.70 36.00 PE33443-60 60" 50.30 46.78 43.26 40.24 

— PE33437-XX Any Same-Day Shipment / Call for Pricing PE33443-XX Any Same-Day Shipment / Call for Pricing 

: - 

| 75 OHM, RGTIA/U COAX 75 OHM, RG1 87A/U COAX LH 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + &-) ty 
PE33439-12 12" ta $43.11 $39.86 $37.08 PE33445-12 12" tet $43.11 $39.86 $37.08 FE} o 

- PE33439-24 24" 47.40 44.08 40.76 37.92 PE33445-24 24" 47.40 44.08 40.76 37.92 — ay 
PE33439-36 36" 48.35 44.97 41.58 38.68 PE33445-36 36" 48.35 44.97 41.58 38.68 fo 
PE33439-48 48" 49.25 45.80 42.36 39.40 PE33445-48 48" 49.25 45.80 42.36 39.40 = 
PE33439-60 60" 50.30 46.78 43.26 40.24 PE33445-60 60" 50.30 46.78 43.26 40.24 

 PE33439-XX Any Same-Day Shipment / Call for Pricing PE33445-XX Any Same-Day Shipment / Call for Pricing 

13 OHM, RG59B/U COAX 75 OHM, RG216/U COAX 

Model No. Len 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 

- PE33441-12 Ty $42.45 $39.48 $36.51 $33.96 PE33447-12 i2ZF $46.35 $43.11 $39.86 $37.08 

- PE33441-24 24" 42.85 39.85 36.85 34.28 PE33447-24 24" 47.40 44.08 40.76 37.92 

_ PE33441-36 36" 43.25 40.22 37.20 34.60 PE33447 -36 36" 48.35 44.97 41.58 38.68 

| PE33441-48 48" 43.65 40.59 37.54 34.92 PE33447-48 48" 49.25 45.80 42.36 39.40 

_ PE33441-60 60" 44.00 40.92 37.84 35.20 PE33447-60 60" 50.30 46.78 43.26 40.24 

| PE33441-XX Any Same-Day Shipment / Call for Pricing PE33447-XX Any Same-Day Shipment / Call for Pricing 


75 OHM BNC FEMALE TO 75 OHM BNC FEMALE 


: 
75 OHM, RGGA/U COAX 75 OHM, RG179B/U COAX 


Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
| PE33448-12 | 12" 55 $39.48 $36.51 $33.96 PE33451-12 12" a5.05 nate $42.18 $39.24 
PE33448-24 24" 43.40 40.36 =Varget 4 34.72 PE33451-24 24" 50.05 46.55 43.04 40.04 
PE33448-36 36" 44.35 41.25 38.14 35.48 PE33451-36 36" 50.95 47 .38 43.82 40.76 
PE33448-48 48" 45.30 42.13 38.96 36.24 PE33451-48 48" 52.00 48.36 44.72 41.60 
| PE33448-60 60" 46.25 43.01 39.78 37.00 PE33451-60 60" 52.90 49.20 45.49 42.32 
PE33448-XX Any Same-Day Shipment / Call for Pricing PE33451-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG11A/U COAX 75 OHM, RG187A/U COAX 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 50-99 100 + 
| PE33450-12 12" $47.70 $44.36 $41.02 $38.16 PE33456-12 12" aris "5% $42.18 $39.24 
PE33450-24 24" 48.70 45.29 41.88 38.96 PE33456-24 24" 50.05 46.55 43.04 40.04 
PE33450-36 36" 49.65 46.17 42.70 39.72 PE33456-36 36" 50.95 47.38 43.82 40.76 
PE33450-48 48" 50.60 47.06 43.52 40.48 PE33456-48 48" 52.00 48.36 44.72 41.60 
PE33450-60 60" 51.55 47.94 44.33 41.24 PE33456-60 60" 52.90 49.20 45.49 42.32 
PE33450-XX Any Same-Day Shipment / Call for Pricing PE33456-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 75 OHM, RG216/U COAX 
Model No. Length 1-24 50-99 100 + Model No. Length 50-99 100 + 
PE33452-12 923 $43.75 ie $37.63 $35.00 PE33458-12 122 non SET $41.02 $38.16 
PE33452-24 24" 44.10 41.01 37.93 35.28 PE33458-24 24" 48.70 45.29 41.88 38.96 
PE33452-36 36" 44.55 41.43 38.31 35.64 PE33458-36 36" 49.65 46.17 42.70 39.72 
PE33452-48 48" 45.00 41.85 38.70 36.00 PE33458-48 48" 50.60 47.06 43.52 40.48 
PE33452-60 60" 45.40 42.22 39.04 36.32 PE33458-60 60" 51.55 47.94 44.33 41.24 
PE33452-XX Any Same-Day Shipment / Call for Pricing PE33458-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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TNC MALE TO TNC MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RGSA/U COAX 


Model No. Length 50-99 100 + 
PE3418-12 12" THT a $44.46 $41.36 
PE3418-24 24" 52.70 49.01 45.32 42.16 
PE3418-36 36" 53.65 49.89 46.14 42.92 
PE3418-48 48" 54.55 50.73 46.91 43.64 
PE3418-60 60" 55.60 51.71 47 .82 44.48 
PE3418-XX Any Same-Day Shipment / Call for Pricing 
— 53.5 OHM, RGS5B/U COAX, DOUBLE SHIELDED 
= Model No. Length 100 + 
ry -PE3504-12 12” see ard Tia $21.20 
PE3504-24 24" 27.25 25.34 23.44 21.80 
PE3504-36 36" 28.00 26.04 24.08 22.40 
PE3504-48 48" 28.65 26.64 24.64 22.92 
PE3504-60 60" 29.40 27.34 25.28 23.52 
PE3504-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 
Model No. Length 50-99 100 + 
PE3394-12 12° oe EL $19.35 $18.00 
PE3394-24 24" 22.95 21.34 19.74 18.36 
PE3394-36 36" 23.30 21.67 20.04 18.64 
PE3394-48 48" 23.75 22.09 20.43 19.00 
PE3394-60 60" 24.10 22.41 20.73 19.28 
PE3394-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3402-12 125 ah $20.93 $19.35 $18.00 
PE3402-24 24" 22.95 21.34 19.74 18.36 
PE3402-36 36" 23.30 21.67 20.04 18.64 
PE3402-48 48" 23.75 22.09 20.43 19.00 
PE3402-60 60" 24.10 22.41 20.73 19.28 
PE3402-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3408-12 12° are $23.44 $21.67 $20.16 
PE3408-24 24" 25.60 23.81 22.02 20.48 
PE3408-36 36" 26.00 24.18 22.36 20.80 
PE3408-48 48" 26.40 24.55 22.70 21.12 
PE3408-60 60" 26.85 24.97 23.09 21.48 
PE3408-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED | 


Model No. Length 

PE3544-12 a2n ra ara aT ae 
PE3544-24 24" 29.15 7} be Wa 25.07 23.32 
PE3544-36 36" 31.80 29.57 27.35 25.44 
PE3544-48 48" 34.50 32.09 29.67 27.60 
PE3544-60 60" 37.15 34.55 31.95 29.72 
PE3544-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG1 anu COAX 

Model No. Length 50-99 100 + 
PE3425-12 12" wn an $19.35 $18.00 
PE3425-24 24" 22.80 21.20 19.61 18.24 
PE3425-36 36" 23.05 21.44 19.82 18.44 
PE3425-48 48" 23.30 21.67 20.04 18.64 
PE3425-60 60" 23.55 21.90 20.25 18.84 
PE3425-XX Any Same-Day Shipment / Call for Pricing 


Ls 


75 OHM, RG179B/U COAX 


Model No. Length 50-99 100 + 
PE3430-12 12" aT ie as $23.95 $22.28 
PE3430-24 24" 28.75 26.74 24.73 23.00 
PE3430-36 36" 29.80 27.74 25.63 23.84 
PE3430-48 48" 30.75 28.60 26.45 24.60 
PE3430-60 60" 31.70 29.48 27.26 25.36 
PE3430-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG1 88A/U COAX 
Model No. Length 50-99 100 + 
PE3434-12 12" aad afaah $23.95 $22.28 
PE3434-24 24" 28.75 26.74 24.73 23.00 
PE3434-36 36" 29.80 a Ap 25.63 23.84 
PE3434-48 48" 30.75 28.60 26.45 24.60 
PE3434-60 60" 31.70 29.48 27.26 25.36 
PE3434-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG21 3/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3421-12 125 <6 $48.08 $44.46 $41.36 
PE3421-24 24" 52.70 49.01 45.32 42.16 
PE3421-36 36" 53.65 49.89 46.14 42.92 
PE3421-48 48" 54.55 50.73 46.91 43.64 
PE3421-60 60" 55.60 51.71 47.82 44.48 
PE3421-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3435-12 phy Tat faaa ‘ang $41.36 
PE3435-24 24" 55.35 51.48 47.60 44.28 
PE3435-36 36" 58.95 54.82 50.70 47.16 
PE3435-48 48" 62.60 58.22 53.84 50.08 
PE3435-60 60" 66.20 61.57 56.93 52.96 
PE3435-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, 1, RG223/U COAX, DOUBLE SHIELDED 


Model No. 

PE3414-12 aa for 7 an rr oF is $21.20 
PE3414-24 24" 27.85 25.90 23.95 22.28 
PE3414-36 36" 29.15 27.11 25.07 23.32 
PE3414-48 48" 30.50 28.37 26.23 24.40 
PE3414-60 60" 31.80 29.57 27.35 25.44 
PE3414-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG31 6/U COAX 

Model No. Length 50-99 100 + 
PE3747-12 12" sia ae $23.95 $22.28 
PE3747-24 24" 28.75 26.74 24.73 23.00 
PE3747-36 36" 29.80 27.71 25.63 23.84 
PE3747-48 48" 30.75 28.60 26.45 24.60 
PE3747-60 60" 31.70 29.48 27.26 25.36 
PE3747-XX Any Same-Day Shipment / Call for Pricing — 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE3608-12 12" owe oe a i Z te 20 
PE3608-24 24" 29.15 27.11 25.07 23:32 
PE3608-36 36" 31.80 29.57 27.35 25.44 
PE3608-48 48" 34.50 32.09 29.67 27.60 
PE3608-60 60" 37.15 34.55 31.95 29.72 
PE3608-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


112 All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


| SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


50 OHM, RG402/U (.141” BARE COPPER) 


| Model No. Length 1-24 25-49 50-99 100 + 
| PE3074-12 i25 $45.55 $42.36 $39.17 $36.44 
| PE3074-24 24" 49.15 45.71 42.27 39.32 
_ PE3074-36 36" 52.80 49.10 45.41 42.24 
| PE3074-48 48" 56.35 52.41 48.46 45.08 
| PE3074-60 60" 60.00 55.80 51.60 48.00 
| PE3074-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
| PE34279-12 12" $50.85 $47.29 $43.73 $40.68 
_ PE34279-24 24" 54.45 50.64 46.83 43.56 
_ PE34279-36 36" 58.10 54.03 49.97 46.48 
| PE34279-48 48" 61.65 57.33 53.02 49.32 
| PE34279-60 60" 65.30 60.73 56.16 . 52.24 


| PE34279-XX Any Same-Day Shipment / Call for Pricing 
| 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


7 TNC MALE TO TNC MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33391-12 i2e $46.90 $43.62 $40.33 $37.52 
PE33391-24 24" 50.50 46.97 43.43 40.40 
PE33391-36 36" 54.10 50.31 46.53 43.28 
PE33391-48 48" 57.75 53.71 49.67 46.20 
PE33391-60 60" 61.35 57.06 52.76 49.08 
PE33391-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34284-12 i de $52.20 $48.55 $44.89 $41.76 
PE34284-24 24" 55.80 51.89 47.99 44.64 
PE34284-36 36" 59.40 55.24 51.08 47.52 
PE34284-48 48" 63.05 58.64 54.22 50.44 
PE34284-60 60" 66.65 61.98 S732 53.32 
PE34284-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


‘Model No. -__Length 1-24 25-49 50-99 100 + 
| PE3466-12 12" $50.85 $47.29 $43.73 $40.68 
| PE3466-24 24" 54.45 50.64 46.83 43.56 
| PE3466-36 36" 58.10 54.03 49.97 46.48 

PE3466-48 48" 61.65 57.33 53.02 49.32 
| PE3466-60 60" 65.30 60.73 56.16 52.24 
| PE3466-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 - 100 + 
| PE34273-12 iZ* $54.85 $51.01 $47.17 $43.88 
PE34273-24 24" 58.45 54.36 50.27 46.76 
| PE34273-36 36" 62.00 57.66 53.32 49.60 
_PE34273-48 48" 65.70 61.10 56.50 52.56 
| PE34273-60 60" 69.30 64.45 59.60 55.44 
PE34273-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
- PE34277-12 12" $61.45 $57.15 $52.85 $49.16 
PE34277-24 24" 65.10 60.54 55.99 52.08 
PE34277-36 36" 68.70 63.89 59.08 54.96 
PE34277-48 48" 72.25 67.19 62.14 57.80 
PE34277-60 60" 75.90 70.59 65.27 60.72 
PE34277-XX Any Same-Day Shipment / Call for Pricing 


| 
j 
) 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
| PE34280-12 12" $61.45 $57.15 $52.85 $49.16 
PE34280-24 24" 65.10 60.54 55.99 52.08 
PE34280-36 36" 68.70 63.89 59.08 54.96 
/PE34280-48 48" 72.25 67.19 62.14 57.80 
/ PE34280-60 60" 75.90 70.59 65.27 60.72 
PE34280-XX Any Same-Day Shipment / Call for Pricing 


Model No. Length 1-24 25-49 50-99 100 + 
PE3684-12 12" $52.20 $48.55 $44.89 $41.76 
PE3684-24 24" 55.80 51.89 47.99 44.64 
PE3684-36 36" 59.40 55.24 51.08 47.52 
PE3684-48 48" 63.05 58.64 54.22 50.44 
PE3684-60 60" 66.65 61.98 57.32 53.32 
PE3684-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34271-12 ee $69.90 $65.01 $60.11 $55.92 
PE34271-24 24" 77.15 71.75 66.35 61.72 
PE34271-36 36" 84.35 78.45 72.54 67.48 
PE34271-48 48" 91.60 85.19 78.78 73.28 
PE34271-60 60" 98.80 91.88 84.97 79.04 
PE34271-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34275-12 12" $76.55 $71.19 $65.83 $61.24 
PE34275-24 24" 83.75 77.89 72.03 67.00 
PE34275-36 36" 91.00 84.63 78.26 72.80 
PE34275-48 48" 98.25 91.37 84.50 78.60 
PE34275-60 60" 105.40 98.02 90.64 84.32 
PE34275-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34282-12 12" $76.55 $71.19 $65.83 $61.24 
PE34282-24 24" 83.75 77.89 72.03 67.00 
PE34282-36 36" 91.00 84.63 78.26 72.80 
PE34282-48 48" 98.25 91.37 84.50 78.60 
PE34282-60 60" 105.40 98.02 90.64 84.32 
PE34282-XX Any Same-Day Shipment / Call for Pricing 
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ree Ground Freight 
‘Same-Day Shipping 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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SMC PLUG TO SMC PLUG 
—— ees 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RGS8C/U COAX 


Model No. Length 50-99 100 + 
PE33641-12 12" ET oe $29.67 $27.60 
PE33641-24 24" 34.85 32.41 29.97 27.88 
PE33641-36 36" 35.30 32.83 30.36 28.24 
PE33641-48 48" 35.70 33.20 30.70 28.56 
PE33641-60 60" 36.15 33.62 31.09 28.92 
PE33641-XX Any Same-Day Shipment / Call for Pricing 
7) 
= 
oD 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + 
PE3490-12 ir de Et pales ts $27.60 
PE3490-24 24" 37415 34.55 31.95 29.72 
PE3490-36 36" 39.80 37.01 34.23 31.84 
PE3490-48 48" 42.45 39.48 36.51 33.96 
PE3490-60 60" 45.10 41.94 38.79 36.08 
PE3490-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U_ COAX 
Model No. Length 50-99 100 + 
PE3883-12 12" are ae $22.79 $21.20 
PE3883-24 24" 26.80 24.92 23.05 21.44 
PE3883-36 36" 27.05 25.16 23.26 21.64 
PE3883-48 48" 27.35 25.44 23.52 21.88 
PE3883-60 60" 27.60 25.67 23.74 22.08 
PE3883-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U_ COAX 
Model No. Length 50-99 100 + 
PE3902-12 12" a art $23.95 $22.28 
PE3902-24 24" 28.75 26.74 24.73 23.00 
PE3902-36 36" 29.80 27.71 25.63 23.84 
PE3902-48 48" 30.75 28.60 26.45 24.60 
PE3902-60 60" 31.70 29.48 27.26 25.36 
PE3902-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U_ COAX 
Model No. Length 50-99 100 + 
PE3595-12 12" aE sodas $22.79 $21.20 
PE3595-24 24" 27.50 25.58 23.65 22.00 
PE3595-36 36" 28.45 26.46 24.47 22.76 
PE3595-48 48" 29.40 27.34 25.28 23.52 
PE3595-60 60" 30.40 28.27 26.14 24.32 
PE3595-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED | 
Model No. Length 
PE33154-12 12" ae OE: ar aa 
PE33154-24 24" 31.60 29.39 27.18 25.28 
PE33154-36 36" 33.95 31.57 29.20 27.16 
PE33154-48 48" 36.40 33.85 31.30 29.12 
PE33154-60 60" 38.80 36.08 33.37 31.04 
PE33154-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 


Model No. 25-49 50-99 100 + 
PE3596-12 a ee $25.90 $23.95 $22.28 
PE3596-24 24" 28.75 26.74 24.73 23.00 
PE3596-36 36" 29.80 27.71 25.63 23.84 
PE3596-48 48" 30.75 28.60 26.45 24.60 
PE3596-60 60" 31.70 29.48 27.26 25.36 
PE3596-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, (RG223/U COAX, DOUBLE SHIELDED 


Model No. ength 25-49 50-99 100 + 
PE33647-12 12° date $32.09 $29.67 $27.60 
PE33647-24 24" 35.80 33.29 30.79 28.64 
PE33647-36 36" 37.15 34.55 31.95 29.72 
PE33647-48 48" 38.40 35.71 33.02 30.72 
PE33647-60 60" 39.80 37.01 34.23 31.84 
PE33647-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG31 6/U COAX 
Model No. Length 25-49 50-99 100 + 
PE3808-12 123 ae $24.65 $22.79 $21.20 
PE3808-24 24" 27.50 25.58 23.65 22.00 
PE3808-36 36" 28.45 26.46 24.47 22.76 
PE3808-48 48" 29.40 27.34 25.28 23.52 
PE3808-60 60" 30.40 28.27 26.14 24.32 
PE3808-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316- DS COAX, DOUBLE SHIELDED 


Model No. ength 50-99 100 + 
PE34721-12 rn Se 3 : i $25.07 $23.32 
PE34721-24 24" 31.60 29.39 27.18 25.28 
PE34721-36 36" 33.95 31.57 29.20 27.16 
PE34721-48 48" 36.40 33.85 31.30 29.12 
PE34721-60 60" 38.80 36.08 33.37 31.04 
PE34721-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. ength 25-49 50-99 100 + 
PE34494-12 “ dak $32.09 $29.67 $27.60 
PE34494-24 24" 37.15 34.55 31.95 29.72 
PE34494-36 36" 39.80 37.01 34.23 31.84 
PE34494-48 48" 42.45 39.48 36.51 33.96 
PE34494-60 60" 45.10 41.94 38.79 36.08 
PE34494-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE- B9329 COAX {BELDEN 2329) 


Model No. ength 50-99 

PE34501-12 a ape Te $26.23 a 
PE34501-24 24" 32.90 30.60 28.29 26.32 
PE34501-36 36" 35.30 32.83 30.36 28.24 
PE34501-48 48" 32.225 35.11 32.47 30.20 
PE34501-60 60" 40.10 37.29 34.49 32.08 
PE34501-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


114 = All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SMC PLUG TO SMC PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RGS8C/U COAX 


Model No. Lengt 25-49 50-99 100 + 
PE33658-12 ize er $34.55 $31.95 $29.72 
PE33658-24 24" 37.55 34.92 32.29 30.04 
PE33658-36 36" 37.95 35.29 32.64 30.36 
PE33658-48 48" 38.35 35.67 32.98 30.68 
PE33658-60 60" 38.70 35.99 33.28 30.96 
PE33658-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. ength 25-49 50-99 100 + 
PE33660-12 ut rts $38.22 $35.35 $32.88 
PE33660-24 24" 43.75 40.69 37.63 35.00 
PE33660-36 36" 46.35 43.11 39.86 37.08 
PE33660-48 48" 49.05 45.62 42.18 39.24 
PE33660-60 60" 51.70 48.08 44.46 41.36 
PE33660-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33556-12 iF $35.80 $33.29 $30.79 $28.64 
PE33556-24 24" 36.10 33.57 31.05 28.88 
PE33556-36 36" 36.35 33.81 31.26 29.08 
PE33556-48 48" 36.60 34.04 31.48 29.28 
PE33556-60 60" 36.80 34.22 31.65 29.44 
PE33556-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG1 78B/U COAX 


Model No. Length 50-99 100 + 
PE34492-12 12" ae Be $29.67 $27.60 
PE34492-24 24" 35.45 32.97 30.49 28.36 
PE34492-36 36" 36.40 33.85 31.30 29.12 
PE34492-48 48" 37.40 34.78 32.16 29.92 
PE34492-60 60" 38.30 35.62 32.94 30.64 
PE34492-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U_ COAX 


Model No. Length 25-49 50-99 100 + 
PE3600-12 12" ee $30.83 $28.51 $26.52 
PE3600-24 24" 34.05 31.67 29.28 27.24 
PE3600-36 36" 35.05 32.60 30.14 28.04 
PE3600-48 48" 36.05 33.53 31.00 28.84 
PE3600-60 60" 37.05 34.46 31.86 29.64 
PE3600-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188- DS COAX, DOUBLE SHIELDED 


Model ength 50-99 

eae. 2 5c Ee a $30.79 ai 
PE34499-24 24" 38.20 35.53 32.85 30.56 
PE34499-36 36" 40.60 37.76 34.92 32.48 
PE34499-48 48" 43.05 40.04 37.02 34.44 
PE34499-60 60" 45.40 42.22 39.04 36.32 
PE34499-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3601-12 iz at $32.09 $29.67 $27.60 
PE3601-24 24" 35.45 32.97 30.49 28.36 
PE3601-36 36" 36.40 33.85 31.30 29.12 
PE3601-48 48" 37.40 34.78 32.16 29.92 
PE3601-60 60" 38.30 35.62 32.94 30.64 
PE3601-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 50-99 100 + 
PE33664-12 12" ee $37.01 $34.23 $31.84 
PE33664-24 24" 41.10 38.22 35.35 32.88 
PE33664-36 36" 42.45 39.48 36.51 33.96 
PE33664-48 48" 43.75 40.69 37.63 35.00 
PE33664-60 60" 45.10 41.94 38.79 36.08 


PE33664-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE33363-12 12" os iE Sar $28.51 $26.52 
PE33363-24 24" 34.05 31.67 29.28 27.24 
PE33363-36 36" 35.05 32.60 30.14 28.04 
PE33363-48 48" 36.05 33.53 31.00 28.84 
PE33363-60 60" 37.05 34.46 31.86 29.64 
PE33363-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE34518-12 12" Se a ie $28.64 
PE34518-24 24" 38.20 35.53 32.85 30.56 
PE34518-36 36" 40.60 37.76 34.92 32.48 
PE34518-48 48" 43.05 40.04 37.02 34.44 
PE34518-60 60" 45.40 42.22 39.04 36.32 
PE34518-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, .RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE34496-12 12" aaa ao ra $32.88 
PE34496-24 24" 43.75 40.69 37.63 35.00 
PE34496-36 36" 46.35 43.11 39.86 37.08 
PE34496-48 48" 49.05 45.62 42.18 39.24 
PE34496-60 60" 51.70 48.08 44.46 41.36 
PE34496-XX Any Same-Day Shipment / Call for Pricing 


bs po OHM, LOW NOISE, PE- B9329 COAX {SELDEN $329) 


Length 
ae 12 12" rE nae res aa 
PE34502-24 24" 39.50 36.74 33.97 31.60 
PE34502-36 36" 41.90 38.97 36.03 33.52 
PE34502-48 48" 44.35 41.25 38.14 35.48 
PE34502-60 60" 46.80 43.52 40.25 37.44 
PE34502-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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SMC PLUG RIGHT ANGLE TO SMC PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RGS8C/U COAX 


Model No. Length 50-99 100 + 
PE33643-12 128 Ae Shen $31.95 $29.72 
PE33643-24 24" 37.55 34.92 32.29 30.04 
PE33643-36 36" 37.95 35.29 32.64 30.36 
PE33643-48 48" 38.35 35.67 32.98 30.68 
PE33643-60 60" 38.70 35.99 33.28 30.96 
PE33643-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED | 


Model No. Length 

PE33645-12 12" a see et: rie 
PE33645-24 24" 43.75 40.69 37.63 35.00 
PE33645-36 36" 46.35 43.11 39.86 37.08 
PE33645-48 48" 49.05 45.62 42.18 39.24 
PE33645-60 60" 51.70 48.08 44.46 41.36 
PE33645-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG174A/U COAX 


Model No. Length 50-99 100 + 
PE3918-12 Wg aoa ial $30.79 $28.64 
PE3918-24 24" 36.10 33.57 31.05 28.88 
PE3918-36 36" 36.35 33.81 31.26 29.08 
PE3918-48 48" 36.60 34.04 31.48 29.28 
PE3918-60 60" 36.80 34.22 31.65 29.44 
PE3918-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 50-99 100 + 
PE3765-12 12" a ar Bin $31.95 $29.72 
PE3765-24 24" 38.10 35.43 32.77 30.48 
PE3765-36 36" 39.05 36.32 33.58 31.24 
PE3765-48 48" 40.00 37.20 34.40 32.00 
PE3765-60 60" 41.00 38.13 35.26 32.80 
PE3765-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U_ COAX 
Model No. Length 5-49 50-99 100 + 
PE3597-12 12" eae oe $30.79 $28.64 
PE3597-24 24" 36.75 34.18 31.61 29.40 
PE3597-36 36" 37.75 35.11 32.47 30.20 
PE3597-48 48" 38.65 35.94 33.24 30.92 
PE3597-60 60" 39.70 36.92 34.14 31.76 
PE3597-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG1 88-DS COAX, DOUBLE SHIELDED 


Model No. Length -99 100 + 
PE34464-12 12” ER Teg ee $30.72 
PE34464-24 24" 40.85 37.99 35.13 32.68 
PE34464-36 36" 43.30 40.27 37.24 34.64 
PE34464-48 48" 45.65 42.45 39.26 36.52 
PE34464-60 60" 48.10 44.73 41.37 38.48 
PE34464-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 


Model No. Length 50-99 100 + 
PE3598-12 12" ae Sine $31.95 $29.72 
PE3598-24 24" 38.10 35.43 32.77 30.48 
PE3598-36 36" 39.05 36.32 33.58 31.24 
PE3598-48 48" 40.00 37.20 34.40 32.00 
PE3598-60 60" 41.00 38.13 35.26 32.80 
PE3598-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE33649-12 12" Eo oa nog $31.84 
PE33649-24 24" 41.10 38.22 35.35 32.88 
PE33649-36 36" 42.45 39.48 36.51 33.96 
PE33649-48 48" 43.75 40.69 37.63 35.00 
PE33649-60 60" 45.10 41.94 38.79 36.08 
PE33649-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE3919-12 12? a Sin $30.79 $28.64 
PE3919-24 24" 36.75 34.18 31.61 29.40 
PE3919-36 36" 37.75 35.11 32.47 30.20 
PE3919-48 48" 38.65 35.94 33.24 30.92 
PE3919-60 60" 39.70 36.92 34.14 31.76 
PE3919-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 

PE34462-12 12" = a ite ini 72 
PE34462-24 24" 40.85 37.99 35.13 32.68 
PE34462-36 36" 43.30 40.27 37.24 34.64 
PE34462-48 48" 45.65 42.45 39.26 36.52 
PE34462-60 60" 48.10 44.73 41.37 38.48 
PE34462-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE34459-12 i2e a: = ae ares =F 88 
PE34459-24 24" 43.75 40.69 37.63 35.00 
PE34459-36 36" 46.35 43.11 39.86 37.08 
PE34459-48 48" 49.05 45.62 42.18 39.24 
PE34459-60 60" 51.70 48.08 44.46 41.36 
PE34459-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE- B9329 COAX (BELDEN 49329) | tte 


Model No. Length 25-49 

PE34466-12 12" oo $37.01 aa $31.84 
PE34466-24 24" 42.20 39.25 36.29 33.76 
PE34466-36 36" 44.55 41.43 38.31 35.64 
PE34466-48 48" 47.00 43.71 40.42 37.60 
PE34466-60 60" 49.35 45.90 42.44 39.48 
PE34466-XX Any Same-Day Shipment / Call for Pricing 
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Toll-Free: 866-PASTERNACK (866-727-8376) 


Free Ground Freight 
Same-Day Shipping 


SMC PLUG RIGHT ANGLE TO SMC JACK BULKHEAD 


USE MOUNTING HOLE B01 ON PAGE 266 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34476-12 12" $42.45 $39.48 $36.51 $33.96 PE33692-12 12" $39.80 $37.01 $34.23 $31.84 
PE34476-24 24" 42.85 39.85 36.85 34.28 PE33692-24 24" 40.75 37.90 35.05 32.60 
PE34476-36 36" 43.25 40.22 37.20 34.60 PE33692-36 36" 41.70 38.78 35.86 33.36 
| PE34476-48 48" 43.65 40.59 37.54 34.92 PE33692-48 48" 42.70 39.71 36.72 34.16 
PE34476-60 60" 44.00 40.92 37.84 35.20 PE33692-60 60" 43.60 40.55 37.50 34.88 
__ PE34476-XX Any Same-Day Shipment / Call for Pricing PE33692-XX Any Same-Day Shipment / Call for Pricing at 
4) 
| 2 5 
i= 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED = 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100+ iy 
PE34478-12 12" $43.75 $40.69 $37.63 $35.00 PE34480-12 12" $43.75 $40.69 $37.63 $35.00 [at 
| PE34478-24 24" 46.35 43.11 39.86 37.08 PE34480-24 24" 45.10 41.94 38.79 36.08 ke 
PE34478-36 36" 49.05 45.62 42.18 39.24 PE34480-36 36" 46.35 43.11 39.86 37.08 
| PE34478-48 48" 51.70 48.08 44.46 41.36 PE34480-48 48" 47.70 44.36 41.02 38.16 
| PE34478-60 60" 54.35 50.55 46.74: 43.48 PE34480-60 60" 49.05 45.62 42.18 39.24 
PE34478-XX Any Same-Day Shipment / Call for Pricing PE34480-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34078-12 12" $35.80 $33.29 $30.79 $28.64 PE34472-12 12" $35.80 $33.29 $30.79 $28.64 
PE34078-24 24" 36.10 33.57 31.05 28.88 PE34472-24 24" 36.75 34.18 31.61 29.40 
| PE34078-36 36" 36.35 33:80 31.26 29.08 PE34472-36 36" 37.75 35.11 32.47 30.20 
| PE34078-48 48" 36.60 34.04 31.48 29.28 PE34472-48 48" 38.65 35.94 33.24 30.92 
| PE34078-60 60" 36.80 34.22 31.65 29.44 PE34472-60 60" 39.70 36.92 34.14 31.76 
PE34078-XX Any Same-Day Shipment / Call for Pricing PE34472-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
| Model No. Length 1-24 25-49 50-99 - 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34470-12 12" $39.80 $37.01 $34.23 $31.84 PE34474-12 12" $38.40 $35.71 $33.02 $30.72 
| PE34470-24 24" 40.75 37.90 35.05 32.60 PE34474-24 24" 40.85 37.99 35.13 32.68 
_ PE34470-36 36" 41.70 38.78 35.86 33.36 PE34474-36 36" 43.30 40.27 37.24 34.64 
PE34470-48 48" 42.70 39.71 36.72 34.16 PE34474-48 48" 45.65 42.45 39.26 36.52 
PE34470-60 60" 43.60 40.55 37.50 34.88 PE34474-60 60" 48.10 44.73 41.37 38.48 
| PE34470-xx Any Same-Day Shipment / Call for Pricing PE34474-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3602-12 12? $35.80 $33.29 $30.79 $28.64 PE34482-12 128 $43.75 $40.69 $37.63 $35.00 
-PE3602-24 24" 36.75 34.18 31.61 29.40 PE34482-24 24" 46.35 43.11 39.86 37.08 
| PE3602-36 36" 37.75 35.11 32.47 30.20 PE34482-36 36" 49.05 45.62 42.18 39.24 
| PE3602-48 48" 38.65 35.94 33.24 30.92 PE34482-48 48" 51.70 48.08 44.46 41.36 
| PE3602-60 60" 39.70 36.92 34.14 31.76 PE34482-60 60" 54.35 50.55 46.74 43.48 
PE3602-XX Any Same-Day Shipment / Call for Pricing PE34482-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34484-12 12% $38.40 $35.71 $33.02 $30.72 PE34486-12 12° $39.80 $37.01 $34.23 $31.84 
PE34484-24 24" 40.85 37.99 39:44 32.68 PE34486-24 24" 42.20 39.25 36.29 33.76 
| PE34484-36 36" 43.30 40.27 37.24 34.64 PE34486-36 36" 44.55 41.43 38.31 35.64 
PE34484-48 48" 45.65 42.45 39.26 36.52 PE34486-48 48" 47.00 43.71 40.42 37.60 
PE34484-60 60" 48.10 44.73 41.37 38.48 PE34486-60 60" 49.35 45.90 42.44 39.48 
~ PE34484-XX Any Same-Day Shipment / Call for Pricing PE34486-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMC PLUG TO SMC JACK BULKHEAD 


USE MOUNTING HOLE B01 ON PAGE 266 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34503-12 12" $42.45 $39.48 $36.51 $33.96 
PE34503-24 24" 42.85 39.85 36.85 34.28 
PE34503-36 36" 43.25 40.22 37.20 34.60 
PE34503-48 48" 43.65 40.59 37.54 34.92 
PE34503-60 60" 44.00 40.92 37.84 35.20 
PE34503-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34505-12 12" $43.75 $40.69 $37.63 $35.00 
PE34505-24 24" 46.35 43.11 39.86 37.08 
PE34505-36 36" 49.05 45.62 42.18 39.24 
PE34505-48 48" 51.70 48.08 44.46 41.36 
PE34505-60 60" 54.35 50.55 46.74 43.48 
PE34505-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33580-12 12° $35.80 $33.29 $30.79 $28.64 
PE33580-24 24" 36.10 33.57 31.05 28.88 
PE33580-36 36" 36.35 33.81 31.26 29.08 
PE33580-48 48" 36.60 34.04 31.48 29.28 
PE33580-60 60" 36.80 34.22 31.65 29.44 
PE33580-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33352-12 128 $37.15 $34.55 $31.95 $29.72 
PE33352-24 24" 38.10 35.43 S2n07 30.48 
PE33352-36 36" 39.05 36.32 33.58 31.24 
PE33352-48 48" 40.00 37.20 34.40 32.00 
PE33352-60 60" 41.00 38.13 35.26 32.80 
PE33352-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33686-12 128 $33.15 $30.83 $28.51 $26.52 
PE33686-24 24" 34.05 31.67 29.28 27.24 
PE33686-36 36" 35.05 32.60 30.14 28.04 
PE33686-48 48" 36.05 33.53 31.00 28.84 
PE33686-60 60" 37.05 34.46 31.86 29.64 
PE33686-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34500-12 12F $35.80 $33.29 $30.79 $28.64 
PE34500-24 24" 38.20 35.53 32.85 30.56 
PE34500-36 36" 40.60 37.76 34.92 32.48 
PE34500-48 48" 43.05 40.04 37.02 34.44 
PE34500-60 60" 45.40 42.22 39.04 36.32 
PE34500-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG196A/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE33688-12 12" $37.15 $34.55 $31.95 $29.72 
PE33688-24 24" 38.10 35.43 S207 30.48 
PE33688-36 36" 39.05 36.32 33.58 31.24 
PE33688-48 48" 40.00 37.20 34.40 32.00 
PE33688-60 60" 41.00 38.13 35.26 32.80 
PE33688-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34507-12 12" $42.45 $39.48 $36.51 $33.96 
PE34507-24 24" 43.75 40.69 37.63 35.00 
PE34507-36 36" 45.10 41.94 38.79 36.08 
PE34507-48 48" 46.35 43.11 39.86 37.08 
PE34507-60 60" 47.70 44.36 41.02 38.16 
PE34507-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE33690-12 iW $33.15 $30.83 $28.51 $26.52 
PE33690-24 24" 34.05 31.67 29.28 27.24 
PE33690-36 36" 35.05 32.60 30.14 28.04 
PE33690-48 48" 36.05 33.53 31.00 28.84 
PE33690-60 60" 37.05 34.46 31.86 29.64 
PE33690-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34511-12 i2s $35.80 $33.29 $30.79 $28.64 
PE34511-24 24" 38.20 35.53 32.85 30.56 
PE34511-36 36" 40.60 37.76 34.92 32.48 
PE34511-48 48" 43.05 40.04 37.02 34.44 
PE34511-60 60" 45.40 42.22 39.04 36.32 
PE34511-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34498-12 12" $43.75 $40.69 $37.63 $35.00 
PE34498-24 24" 46.35 43.11 39.86 37.08 
PE34498-36 36" 49.05 45.62 42.18 39.24 
PE34498-48 48" 51.70 48.08 44.46 41.36 
PE34498-60 60" 54.35 50.55 46.74 43.48 
PE34498-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


100 + 


Model No. Length 1-24 25-49 50-99 

PE34509-12 12? $37.15 $34.55 $31.95 $29.72 
PE34509-24 24" 39.50 36.74 33.97 31.60 
PE34509-36 36" 41.90 38.97 36.03 33.52 
PE34509-48 48" 44.35 41.25 38.14 35.48 
PE34509-60 60" 46.80 43.52 40.25 37.44 © 
PE34509-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Phone: 949-261-1920 Fax: 949-261-7451 


Same-Day Shipping 


Free Ground Freight — 


j 


| 


SMA MALE TO SMC PLUG 


: 50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
_ Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
_ PE3210-12 12" $36.05 $33.53 $31.00 $28.84 PE34450-12 12" $50.85 $47.29 $43.73 $40.68 
_ PE3210-24 24" 36.40 33.85 31.30 29.12 PE34450-24 24" 51.80 48.17 44.55 41.44 
PE3210-36 36" 36.80 34.22 31.65 29.44 PE34450-36 36" 52.80 49.10 45.41 42.24 
 PE3210-48 48" 37.25 34.64 32.04 29.80 PE34450-48 48" 53.80 50.03 46.27 43.04 
_ PE3210-60 60" 37.70 35.06 32.42 30.16 PE34450-60 60" 54.65 50.82 47.00 43.72 
Same-Day Shipment / Call for Pricing PE34450-XX Any Same-Day Shipment / Call for Pricing 


- PE3210-XX Any 


9/qe9 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
— PE3214-12 12" $39.80 $37.01 $34.23 $31.84 
- PE3214-24 24" 42.45 39.48 36.51 33.96 
_ PE3214-36 36" 45.10 41.94 38.79 36.08 
PE3214-48 48" 47.70 44.36 41.02 38.16 
PE3214-60 60" 50.40 46.87 43.34. 40.32 
PE3214-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U COAX 
Model No. ‘Length 1-24 25-49 50-99 100 + 
PE3944-12 12° $36.00 $33.48 $30.96 $28.80 
PE3944-24 24" 36.20 33.67 31413 28.96 
PE3944-36 36" 36.45 33.90 31.35 29.16 
PE3944-48 48" 36.70 34.13 31.56 29.36 
PE3944-60 60" 37.05 34.46 31.86 29.64 
PE3944-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 

Model No. Length 1-24 25-49 50-99 - 100 + 
PE3561-12 te $50.85 $47.29 $43.73 $40.68 
PE3561-24 24" 51.80 48.17 44.55 41.44 
PE3561-36 36" 52.80 49.10 45.41 42.24 
 PE3561-48 48" 53.80 50.03 46.27 43.04 
—PE3561-60 © 60" ; 54.65 50.82 47.00 43.72 
Same-Day Shipment / Call for Pricing 


- PE3561-XX Any 


| 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3736-12 sh 27 $36.30 $33.76 $31.22 $29.04 
PE3736-24 24" 37.30 34.69 32.08 29.84 
 PE3736-36 36" 38.20 35.53 32.85 30.56 
- PE3736-48 48" 39.15 36.41 33.67 31.32 
 PE3736-60 60" 40.10 37.29 34.49 32.08 
Same-Day Shipment / Call for Pricing 


PE3736-XX Any 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34458-12 12" $39.70 $36.92 $34.14 $31.76 
—PE34458-24 24" 42.10 39.15 36.21 33.68 
PE34458-36 36" 44.45 41.34 38.23 35.56 


PE34458-48 48" 46.90 43.62 40.33 37.52 
| PE34458-60 60" 49.25 45.80 42.36 39.40 
— PE34458-XX Any Same-Day Shipment / Call for Pricing 


Model No. Length 1-24 25-49 50-99 100 + 
PE3226-12 pV 4s $36.45 $33.90 $31.35. $29.16 
PE3226-24 24" 37.80 35.15 32.51 30.24 
PE3226-36 36" 39.10 36.36 33.63 31.28 
PE3226-48 48" 40.40 37.57 34.74 32.32 
PE3226-60 60" 41.75 38.83 35.91 33.40 
PE3226-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 
Model No. _ Length 1-24 25-49 50-99 100 + 
PE3809-12 iP fe $36.30 $33.76 $31.22 $29.04 
PE3809-24 24" 37.30 34.69 32.08 29.84 
PE3809-36 36" 38.20 35.53 32.85 30.56 
PE3809-48 48" 39.15 36.41 33.67 31.32 
PE3809-60 60" 40.10 37.29 34.49 32.08 
PE3809-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34456-12 Wee $39.70 $36.92 $34.14 $31.76 
PE34456-24 24" 42.10 39.15 36.21 33.68 
PE34456-36 36" 44.45 41.34 38.23 35.56 
PE34456-48 48" 46.90 43.62 40.33 37.52 
PE34456-60 60" 49.25 45.80 42.36 39.40 
PE34456-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34454-12 12" $39.80 $37.01 $34.23 $31.84 
PE34454-24 24" 42.45 39.48 36.51 33.96 
PE34454-36 36" 45.10 41.94 38.79 36.08 
PE34454-48 48" 47.70 44.36 41.02 38.16 
PE34454-60 60" 50.40 46.87 43.34 40.32 
PE34454-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34460-12 12" $41.00 $38.13 $35.26 $32.80 
PE34460-24 24" 43.40 40.36 37.32 34.72 
PE34460-36 36" 45.75 42.55 39.35 36.60 
PE34460-48 48" 48.25 44.87 41.50 38.60 
PE34460-60 60" 50.60 47 .06 43.52 40.48 


PE34460-XX Any 


Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Free Ground Freight 
Same-Day Shipping 
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SMA MALE TO TNC MALE 


53.9 OHM, RG55B/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE34250-12 12" hea sais $29.67 $27.60 
PE34250-24 24" 35.20 32.74 30.27 28.16 
PE34250-36 36" 35.95 33.43 30.92 28.76 
PE34250-48 48" 36.60 34.04 31.48 29.28 
PE34250-60 60" 37.40 34.78 32.16 29.92 
PE34250-XX Any Same-Day Shipment / Call for Pricing 
© 50 OHM, RGS8C/U COAX 
r= Model No. Length 50-99 100 + 
ray =PE3154-12 12" ies hia: $27.35 $25.44 
PE3154-24 24" 32.25 29.99 27.74 25.80 
PE3154-36 36" 32.65 30.36 28.08 26.12 
PE3154-48 48" 33.05 30.74 28.42 26.44 
PE3154-60 60" 33.45 31.11 28.77 26.76 
PE3154-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 
PE3664-12 12" re TO: nee TA 
PE3664-24 24" 34.50 32.09 29.67 27.60 
PE3664-36 36" 37.15 34.55 31.95 29.72 
PE3664-48 48" 39.80 37.01 34.23 31.84 
PE3664-60 60" 42.45 39.48 36.51 33.96 
PE3664-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U_ COAX 
Model No. Length 25-49 50-99 100 + 
PE3178-12 12% oat $33.29 $30.79 $28.64 
PE3178-24 24" 36.10 33.57 31.05 28.88 
PE3178-36 36" 36.35 33.81 31.26 29.08 
PE3178-48 48" 36.60 34.04 31.48 29.28 
PE3178-60 60" 36.80 34.22 31.65 29.44 
PE3178-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U_ COAX 
Model No. Length 50-99 100 + 
PE34248-12 12" eas set $36.51 $33.96 
PE34248-24 24" 43.40 40.36 37.82 34.72 
PE34248-36 36" 44.35 41.25 38.14 35.48 
PE34248-48 48" 45.30 42.13 38.96 36.24 
PE34248-60 60" 46.25 43.01 39.78 37.00 
PE34248-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U_ COAX 
Model No. Length 50-99 100 + 
PE34255-12 12" ae ce $30.79 $28.64 
PE34255-24 24" 36.75 34.18 31.61 29.40 
PE34255-36 36" 37.75 35.11 32.47 30.20 
PE34255-48 48" 38.65 35.94 33.24 30.92 
PE34255-60 60" 39.70 36.92 34.14 31.76 
PE34255-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length — 50-99 100 + 
PE33361-12 12k ark aa $30.79 $28.64 
PE33361-24 24" 36.75 34.18 31.61 29.40 
PE33361-36 36" 37.78 35.11 32.47 30.20 
PE33361-48 48" 38.65 35.94 33.24 30.92 
PE33361-60 60" 39.70 36.92 34.14 31.76 
PE33361-XX Any Same-Day Shipment / Call for Pricing 


SS 


2 


SO 


x 


50 OHM, RG213/U COAX 


Model No. Length 25-49 50-99 100 + 
PE33673-12 12" ru $73.98 $68.41 $63.64 
PE33673-24 24" 80.60 74.96 69.32 64.48 
PE33673-36 36" 81.60 75.89 70.18 65.28 
PE33673-48 48" 82.55 76.77 70.99 66.04 
PE33673-60 60" 83.60 77.75 71.90 66.88 
PE33673-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24° 25-49 50-99 100 + 
PE3176-12 izt $86.20 $80.17 $74.13. $68.96 
PE3176-24 24" 89.75 83.47 77.19 71.80 
PE3176-36 36" 93.40 86.86 80.32 74.72 
PE3176-48 48" 97.00 90.21 83.42 77.60 
PE3176-60 60" 100.60 93.56 86.52 80.48 
PE3176-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length -24° 25-49 50-99 100 + 
PE3535-12 bE os are $29.57 $27.35 $25.44 
PE3535-24 24" 33.15 30.83 28.51 26.52 
PE3535-36 36" 34.50 32.09 29.67 27.60 
PE3535-48 48" 35.80 33.29 30.79 28.64 
PE3535-60 60" 37.15 34.55 31.95 29.72 
PE3535-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS! 6/U COAX 
Model No. Length 50-99 100 + 
PE3174-12 12" eke es $30.79 $28.64 
PE3174-24 24" 36.75 34.18 31.61 29.40 
PE3174-36 36" 37.75 35.11 32.47 30.20 
PE3174-48 48" 38.65 35.94 33.24 30.92 
PE3174-60 60" 39.70 36.92 34.14 31.76 
PE3174-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316- DS COAX, DOUBLE SHIELDED — 


Model No. Length 50-99 00 + 
PE34246-12 12" int an $33.02 ie y 
PE34246-24 24" 40.85 37.99 25213 32.68 
PE34246-36 36" 43.30 40.27 37.24 34.64 
PE34246-48 48" 45.65 42.45 39.26 36.52 
PE34246-60 60" 48.10 44.73 41.37 38.48 
PE34246-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG393/U COAX, DOUBLE SHIELDED 


We ee 


Model No. Length 25-49 50-99 

PE34253-12 12" re $80.17 $74.13 aan D 
PE34253-24 24" 94.55 87.93 81.31 75.64 
PE34253-36 36" 103.05 95.84 88.62 82.44 
PE34253-48 48" 111.50 103.70 95.89 89.20 
PE34253-60 60" 119.85 111.46 103.07 95.88 
PE34253-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG400/U COAX, DOUBLE SHIELDED 

Model No. Length = 1-24’ 25-49 50-99 100 + 
PE33948-12 12" $31.80 $29.57 $27.35 $25.44 
PE33948-24 24" 34.50 32.09 29.67 27.60 
PE33948-36 36" 37.15 34.55 31.95 29.72 
PE33948-48 48" 39.80 37.01 34.23 31.84 
PE33948-60 60" 42.45 39.48 36.51 33.96 
PE33948-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Phone: 949-261-1920 Fax: 949-261-7451 


Same-Day Shipping 


Free Ground Freight 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO TNC MALE 


| 50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3089-12 12" $52.20 $48.55 $44.89 $41.76 PE33420-12 i2s $54.85 $51.01 $47.17 $43.88 
| PE3089-24 24" 55.80 51.89 47.99 44.64 PE33420-24 24" 58.45 54.36 50.27 46.76 
 PE3089-36 36" 59.40 55.24 51.08 47.52 PE33420-36 36" 62.00 57.66 53.32 49.60 
| PE3089-48 48" 63.05 58.64 54.22 50.44 PE33420-48 48" 65.70 61.10 56.50 52.56 
| PE3089-60 60" 66.65 61.98 57.32 53.32 PE33420-60 60" 69.30 64.45 59.60 55.44 
i PE3089-XX Any Same-Day Shipment / Call for Pricing PE33420-XX Any Same-Day Shipment / Call for Pricing oe 
| » 
2 © 
| | 35 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) a 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100+ fy 
| PE34406-12 12" $54.85 $51.01 $47.17 $43.88 PE34414-12 12? $57.55 $53.52 $49.49 $46.04 fg 
PE34406-24 24" 58.45 54.36 50.27 46.76 PE34414-24 24" 61.10 56.82 52.55 48.88 
| PE34406-36 36" 62.00 57.66 53.32 49.60 PE34414-36 36" 64.70 60.17 55.64 51.76 
PE34406-48 48" 65.70 61.10 56.50 52.56 PE34414-48 48" 68.40 63.61 58.82 54.72 
| PE34406-60 60" 69.30 64.45 59.60 55.44 PE34414-60 60" 71.95 66.91 61.88 57.56 
_ PE34406-XX Any Same-Day Shipment / Call for Pricing PE34414-XX Any Same-Day Shipment / Call for Pricing 
| 
| 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. -__ Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33928-12 12" $54.85 $51.01 $47.17 $43.88 PE34416-12 12" $57.55 $53.52 $49.49 $46.04 
| PE33928-24 24" 58.45 54.36 50.27 46.76 PE34416-24 24" 61.10 56.82 52.55 48.88 
 -PE33928-36 36" 62.00 57.66 53.32 49.60 PE34416-36 36" 64.70 60.17 55.64 51.76 
| PE33928-48 48" 65.70 61.10 56.50 52.56 PE34416-48 48" 68.40 63.61 58.82 54.72 
| PE33928-60 60" 69.30 64.45 59.60 55.44 PE34416-60 60" 71.95 66.91 61.88 57.56 
| PE33928-XX Any Same-Day Shipment / Call for Pricing PE34416-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
| Model No. Length 1-24 25-49 50-99 | 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34408-12 12° $68.10 $63.33 $58.57 $54.48 PE34418-12 Le $69.90 $65.01 $60.11 $55.92 
PE34408-24 24" 71.70 66.68 61.66 57.36 PE34418-24 24" 1ch5 71.75 66.35 61.72 
_ PE34408-36 36" 75.40 70.12 64.84 60.32 PE34418-36 36" 84.35 78.45 72.54 67.48 
_ PE34408-48 48" 78.95 73.42 67.90 63.16 PE34418-48 48" 91.60 85.19 78.78 73.28 
| PE34408-60 © 60" 82.55 76.77 70.99 66.04 PE34418-60 60" 98.80 91.88 84.97 79.04 
| PE34408-XX Any Same-Day Shipment / Call for Pricing PE34418-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34410-12 beg $74.70 $69.47 $64.24 $59.76 PE34420-12 12" $76.55 $71.19 $65.83 $61.24 
PE34410-24 24" 78.35 72.87 67.38 62.68 PE34420-24 24" 83.75 77.89 72.03 67.00 
PE34410-36 36" 81.95 76.21 70.48 65.56 PE34420-36 36" 91.00 84.63 78.26 72.80 
PE34410-48 48" 85.60 79.61 73.62 68.48 PE34420-48 48" 98.25 91.37 84.50 78.60 
PE34410-60 60" 89.15 82.91 76.67 71.32 PE34420-60 60" 105.40 98.02 90.64 84.32 
_ PE34410-XX Any Same-Day Shipment / Call for Pricing PE34420-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34412-12 12% $74.70 $69.47 $64.24 $59.76 PE34422-12 12s $76.55 $71.19 $65.83 $61.24 
PE34412-24 24" 78.35 72.87 67.38 62.68 PE34422-24 24" 83.75 77.89 72.03 67.00 
PE34412-36 36" 81.95 76.21 70.48 65.56 PE34422-36 36" 91.00 84.63 78.26 72.80 
PE34412-48 48" 85.60 79.61 73.62 68.48 PE34422-48 48" 98.25 91.37 84.50 78.60 
PE34412-60 60" 89.15 82.91 76.67 71.32 PE34422-60 60" 105.40 98.02 90.64 84.32 
' PE34412-xx Any Same-Day Shipment / Call for Pricing PE34422-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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BNC MALE TO TNC MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34504-12 12° $51.70 $48.08 $44.46 $41.36 
PE34504-24 24" 52.75 49.06 45.37 42.20 
PE34504-36 36" 53.75 49.99 46.23 43.00 
PE34504-48 48" 54.70 50.87 47.04 43.76 
PE34504-60 60" 55.75 51.85 47.95 44.60 
PE34504-XX Any Same-Day Shipment / Call for Pricing 


93.5 OHM, RGSSB/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3904-12 i2" $26.50 $24.65 $22.79 $21.20 
PE3904-24 24" 27.25 25.34 23.44 21.80 
PE3904-36 36" 28.00 26.04 24.08 22.40 
PE3904-48 48" 28.65 26.64 24.64 22.92 
PE3904-60 60" 29.40 27.34 25.28 23.52 
PE3904-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3497-12 iZ* $22.50 $20.93 $19.35 $18.00 
PE3497-24 24" 22.95 21.34 19.74 18.36 
PE3497-36 36" 23.30 21.67 20.04 18.64 
PE3497-48 48" 23.75 22.09 20.43 19.00 
PE3497-60 60" 24.10 22.41 20.73 19.28 
PE3497-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3023-12 iy aed $22.50 $20.93 $19.35 $18.00 
PE3023-24 24" 22.95 21.34 19.74 18.36 
PE3023-36 36" 23.30 21.67 20.04 18.64 
PE3023-48 48" 23575 22.09 20.43 19.00 
PE3023-60 60" 24.10 22.41 20.73 19.28 
PE3023-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34508-12 l2” $25.20 $23.44 $21.67 $20.16 
PE34508-24 24" 25.60 23.81 22.02 20.48 
PE34508-36 36" 26.00 24.18 22.36 20.80 
PE34508-48 48" 26.40 24.55 22.70 Zl12 
PE34508-60 60" 26.85 24.97 23.09 21.48 
PE34508-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3551-12 12° $22.50 $20.93 $19.35 $18.00 
PE3551-24 24" 25.20 23.44 21.67 20.16 
PE3551-36 36" 27.85 25.90 23.95 22.28 
PE3551-48 48" 30.50 28.37 26.23 24.40 
PE3551-60 60" 33.15 30.83 28.51 26.52 
PE3551-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34506-12 12r $22.50 $20.93 $19.35 $18.00 
PE34506-24 24" 22.80 21.20 19.61 18.24 
PE34506-36 36" 23.05 21.44 19.82 18.44 
PE34506-48 48" 23.30 21.67 20.04 18.64 
PE34506-60 60" 23.55 21.90 20.25 18.84 
PE34506-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34510-12 12" $27.85 $25.90 $23.95 $22.28 
PE34510-24 24" 28.75 26.74 24.73 23.00 
PE34510-36 36" 29.80 e7 at 25.63 23.84 
PE34510-48 48" 30.75 28.60 26.45 24.60 
PE34510-60 60" 31.70 29.48 27.26 25.36 
PE34510-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34512-12 12" $27.85 $25.90 $23.95 $22.28 
PE34512-24 24" 28.75 26.74 24.73 23.00 
PE34512-36 36" 29.80 rH peat yi 25.63 23.84 
PE34512-48 48" 30.75 28.60 26.45 24.60 
PE34512-60 60" 31.70 29.48 27.26 25.36 
PE34512-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33969-12 12" $51.70 $48.08 $44.46 $41.36 
PE33969-24 24" 52.75 49.06 45.37 42.20 
PE33969-36 36" 53.75 49.99 46.23 43.00 
PE33969-48 48" 54.70 50.87 47.04 43.76 
PE33969-60 60" 55.75 51.85 47.95 44.60 
PE33969-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33701-12 12" $51.70 $48.08 $44.46 $41.36 
PE33701-24 24" 55.35 51.48 47.60 44.28 
PE33701-36 36" 58.95 54.82 50.70 47.16 
PE33701-48 48" 62.60 58.22 53.84 50.08 
PE33701-60 60" 66.20 61.57 56.93 52.96 
PE33701-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3498-12 12" $22.50 $20.93 $19.35 $18.00 
PE3498-24 24" 23.85 22.18 20.51 19.08 
PE3498-36 36" 25.20 23.44 21.67 20.16 
PE3498-48 48" 26.50 24.65 22.79 21.20 
PE3498-60 60" 27.85 25.90 23.95 22.28 
PE3498-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33383-12 12" $27.85 $25.90 $23.95 $22.28 
PE33383-24 24" 28.75 26.74 24.73 23.00 
PE33383-36 36" 29.80 27.71 25.63 23.84 
PE33383-48 48" 30.75 28.60 26.45 24.60 
PE33383-60 60" 31.70 29.48 27.26 25.36 
PE33383-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33535-12 12° $22.50 $20.93 $19.35 $18.00 
PE33535-24 24" 25.20 23.44 21.67 20.16 
PE33535-36 36" 27.85 25.90 23.95 22.28 
PE33535-48 48" 30.50 28.37 26.23 24.40 
PE33535-60 60" 33.15 30.83 28.51 26.52 
PE33535-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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22 ~All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


52 OHM, RG8A/U COAX 
‘Model No. Length 1-24 25-49 50-99 100 + 
-PE33316-12 ie? $58.35 $54.27 $50.18 $46.68 
| PE33316-24 24" 59.35 55.20 51.04 47.48 
-PE33316-36 36°" -° 60.35 56.13 51.90 48.28 
| PE33316-48 48" 61.35 57.06 52.76 49.08 
PE33316-60 60" 62.40 58.03 53.66 49.92 
_PE33316-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
—PE3457-12 12" $53.00 $49.29 $45.58 $42.40 
PE3457-24 —, 24" 53.50 49.76 46.01 42.80 
—PE3457-36 36" 53.85 50.08 46.31 43.08 
—PE3457-48 48" 54.25 50.45 46.66 43.40 
—PE3457-60 60" 54.60 50.78 46.96 43.68 
PE3457-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100-+ 
PE33662-12 12" $55.70 $51.80 $47.90 $44.56 
PE33662-24 24" 56.05 52.13 48.20 44.84 
PE33662-36 _ 36? 56.45 52.50 48.55 45.16 
| PE33662-48 } 48" 56.85 52.87 48.89 45.48 
| PE33662-60 60" 57.30 53.29 49.28 45.84 
/PE33662-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
/PE34435-12 12" $55.70 $51.80 $47.90 $44.56 
| PE34435-24 24" 56.05 52,13 48.20 44.84 
| PE34435-36 36" 56.45 52.50 48.55 45.16 
PE34435-48 48" 56.85 52.87 48.89 45.48 
_PE34435-60 60" 57.30 53.29 49.28 45.84 
E35 Any Same-Day Shipment / Call for Pricing 
50 OHM, RG141A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34440-12 © 12? $55.70 $51.80 $47.90 $44.56 
_PE34440-24 24" 59.30 55.15 51.00 47.44 
| PE34440-36 36" 62.95 58.54 54.14 50.36 
PE34440-48 48" 66.50 61.85 57.19 53.20 
 PE34440-60 60" 70.20 65.29 60.37 56.16 
PE34440-XX Any Same-Day Shipment / Call for Pricing 
| 
| 


| 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


“Model No. Length 1-24 25-49 50-99 100 + 
PE3518-12 12° $53.00 $49.29 $45.58 $42.40 
PE3518-24 24" 55.70 51.80 47.90 44.56 

_PE3518-36 36" 58.35 54.27 50.18 46.68 

| PE3518-48 48" 61.00 56.73 52.46 48.80 
PE3518-60 60" 63.65 59.19 54.74 50.92 
PE3518-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG213/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3522-12 129 $58.35 $54.27 $50.18 $46.68 
PE3522-24 24" 59.35 55.20 51.04 47.48 
PE3522-36 36" 60.35 56.13 51.90 48.28 
PE3522-48 48" 61.35 57.06 52.76 49.08 
PE3522-60 60" 62.40 58.03 53.66 49.92 

Any Same-Day Shipment / Call for Pricing 


PE3522-XX 


C MALE TO C MALE 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3605-12 122 $58.35 $54.27 $50.18 $46.68 
PE3605-24 24" 61.90 57.57 53.23 49.52 
PE3605-36 36" 65.55 60.96 56.37 52.44 
PE3605-48 48" 69.20 64.36 59.51 55.36 
PE3605-60 60" 72.80 67.70 62.61 58.24 
PE3605-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG217/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34437-12 12" $86.20 $80.17 $74.13 $68.96 
PE34437-24 24" 88.60 82.40 76.20 70.88 
PE34437-36 36" 91.00 84.63 78.26 72.80 
PE34437-48 48” 93.40 86.86 80.32 74.72 
PE34437-60 60" 95.90 89.19 82.47 76.72 
PE34437-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 50-99 100 .+ 
PE34442-12 12" $132.60 $123.32 $114.04 $106.08 
PE34442-24 24" 138.55 128.85 119.15 110.84 
PE34442-36 36" 144.65 134.52 124.40 115372 
PE34442-48 48" 150.70 140.15 129.60 120.56 
PE34442-60 60" 156.65 145.68 134.72 125.32 


PE34442-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3343-12 12" $53.00 $49.29 $45.58 $42.40 
PE3343-24 24" 54.35 50.55 46.74 43.48 
PE3343-36 36" 55.70 51.80 47.90 44.56 
PE3343-48 48" 57.00 53.01 49.02 45.60 
PE3343-60 60" 58.35 54.27 50.18 46.68 
PE3343-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33098-12 123 $64.95 $60.40 $55.86 $51.96 
PE33098-24 24" 89.05 82.82 76.58 71.24 
PE33098-36 36" 113.20 105.28 97.35 90.56 
PE33098-48 48" 137.25 127.64 118.04 109.80 
PE33098-60 60" 161.35 150.06 138.76 129.08 
PE33098-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3120-12 1a? $58.35 $54.27 $50.18 $46.68 
PE3120-24 24" 66.75 62.08 57.41 53.40 
PE3120-36 36" 75.20 69.94 64.67 60.16 
PE3120-48 48" 83.65 77.79 71.94 66.92 
PE3120-60 60" 92.10 85.65 79.21 73.68 


PE3120-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3545-12 123 $53.00 $49.29 $45.58 $42.40 
PE3545-24 24" 55.70 51.80 47.90 44.56 
PE3545-36 36" 58.35 54.27 50.18 46.68 
PE3545-48 48" 61.00 56.73 52.46 48.80 
PE3545-60 60" 63.65 59.19 54.74 50.92 
PE3545-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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10-32 MALE TO 10-32 MALE 


RON 
l PSOne ,e 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36520-12 12" $35.95 $33.43 $30.92 $28.76 
PE36520-24 24" 36.20 33.67 of I bs 28.96 
PE36520-36 36" 36.45 33.90 31.35 29.16 
PE36520-48 48" 36.70 34.13 31.56 29.36 
PE36520-60 60" 37.05 34.46 31.86 29.64 
PE36520-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36522-12 12" $37.15 $34.55 $31.95 $29.72 
PE36522-24 24" 38.10 35.43 32.77 30.48 
PE36522-36 36" 39.05 36.32 33.58 31.24 
PE36522-48 48" 40.00 37.20 34.40 32.00 
PE36522-60 60" 41.00 38.13 35.26 32.80 
PE36522-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36524-12 12h $35.95 $33.43 $30.92 $28.76 
PE36524-24 24" 36.85 34.27 31.69 29.48 
PE36524-36 36" 37.90 35.25 32.59 30.32 
PE36524-48 48" 38.80 36.08 33.37 31.04 
PE36524-60 60" 39.80 37.01 34.23 31.84 
PE36524-XX Any Same-Day Shipment / Call for Pricing 


10-32 MALE RIGHT ANGLE TO 
10-32 MALE RIGHT ANGLE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36532-12 12" $45.55 $42.36 $39.17 $36.44 
PE36532-24 24" 45.80 42.59 39.39 36.64 
PE36532-36 36" 46.05 42.83 39.60 36.84 
PE36532-48 48" 46.30 43.06 39.82 37.04 
PE36532-60 60" 46.65 43.38 40.12 AL 
PE36532-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36534-12 127 $46.80 $43.52 $40.25 $37.44 
PE36534-24 24" 47.70 44.36 41.02 38.16 
PE36534-36 36" 48.70 45.29 41.88 38.96 
PE36534-48 48" 49.65 46.17 42.70 39.72 
PE36534-60 60" 50.60 47.06 43.52 40.48 
PE36534-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36536-12 128 $45.55 $42.36 $39.17 $36.44 
PE36536-24 24" 46.55 43.29 40.03 37.24 
PE36536-36 36" 47.50 44.18 40.85 38.00 
PE36536-48 48" 48.50 45.11 41.71 38.80 
PE36536-60 60" 49.35 45.90 42.44 39.48 
PE36536-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


124 = All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Toll-Free: 866-PASTERNACK (866-727-8376) 


10-32 MALE TO 
_ 10-32 MALE RIGHT ANGLE 


. 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36526-12 Lge $40.75 $37.90 $35.05 $32.60 
PE36526-24 24" 41.00 38.13 35.26 32.80 
PE36526-36 36" 41.30 38.41 35.52 33.04 
PE36526-48 48" 41.55 38.64 35.13 33.24 
PE36526-60 60" 41.80 38.87 35.95 33.44 
PE36526-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36528-12 12" $41.90 $38.97 $36.03 $33.52 
PE36528-24 24" 42.95 39.94 36.94 34.36 
PE36528-56 36" 43.85 40.78 37.71 35.08 
PE36528-48 48" 44.90 41.76 38.61 35.92 
PE36528-60 60" 45.75 42.55 39.35 36.60 
PE36528-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36530-12 igs $40.75 $37.90 $35.05 $32.60 © 
PE36530-24 24" 41.70 38.78 35.86 33.36 |h 
PE36530-36 36" 42.70 39.71 36.72 34.16 } 
PE36530-48 48" 43.60 40.55 37.50 34.88 | 
PE36530-60 60" 44.55 41.43 38.31 35.64 
PE36530-XX Any Same-Day Shipment / Call for Pricing 


10-32 MALE TO BNC MALE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 


PE36538-12 12" $40.75 $37.90 $35.05 $32.60 

PE36538-24 24" 41.00 38.13 35.26 32.80 | 
PE36538-36 36" 41.30 38.41 35.52 33.04 | 
PE36538-48 48" 41.55 38.64 35.73 33.24 | 
PE36538-60 60" 41.80 38.87 35.95 33% 
PE36538-XX Any Same-Day Shipment / Call for Pricing I 


50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 +i 
PE36540-12 125 $41.90 $38.97 $36.03 $33.52 | 
PE36540-24 24" 42.95 39.94 36.94 34.36 


PE36540-36 36" 43.85 40.78 a7 wk 35.08 
PE36540-48 48" 44.90 41.76 38.61 35.92 

PE36540-60 60" 45. i 42. 55 39.35 36.6 
PE36540-XX Any 


50 OHM, RG316/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 


PE36542-12 12° $40.75 $37.90 $35.05 $32.60 | 
PE36542-24 24" 41.70 38.78 35.86 33.368 
PE36542-36 36" 42.70 39.71 36.72 34.16 
PE36542-48 48" 43.60 40.55 37.50 34.88 — 
PE36542-60 60" 44.55 41.43 38.31 35.64 
PE36542-XX Any Same-Day Shipment / Call for Pricing — 


Free Ground Freight | 
Same-Day shipniagl 


_ SSMA MALE TO SSMA MALE 


| 


| 50 OHM, RG174A/U COAX 
flodel No. Length 1-24 25-49 50-99 100 + 
E3673-12 12" $43.50 $40.46 $37.41 $34.80 
?E3673-24 24". 43.75 40.69 37.63 35.00 
°E3673-36 36" _ 44.00 40.92 37.84 35.20 
?E3673-48 48" 44.30 41.20 38.10 35.44 
/°E3673-60 60" 44.55 41.43 38.31 35.64 
9E3673-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
ilodel_No. Length 1-24 25-49 50-99 100 + 
9E33762-12 12" $48.70 $45.29 $41.88 $38.96 
/"E33762-24 24" 49.65 46.17 42.70 39.72 
%E33762-36 36" 50.60 47.06 43.52 40.48 
_"E33762-48 48" 51.55 47.94 44.33 41.24 
°E33762-60 60" 52.60 48.92 45.24 42.08 
|"E33762-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG316/U COAX 
‘dodel No. Length 1-24 25-49 50-99 100 + 
"E33071-12 12" $43.85 $40.78 $37.71 $35.08 
("E33071-24 24" 44.90 41.76 38.61 35.92 
"E33071-36 Ve Sie 45.75 42.55 39.35 36.60 
(°€33071-48 48" 46.80 43.52 40.25 37.44 
/?E33071-60 60" 47.70 44.36 41.02 38.16 
Any Same-Day Shipment / Call for Pricing 


/E33071-XX 


SSMA MALE RIGHT ANGLE TO 
SSMA MALE RIGHT ANGLE 


50 OHM, RG174A/U COAX 
1-24 25-49 50-99 100 + 
$62.80 $58.40 $54.01 $50.24 


12 " 


24" 63.10 58.68 54.27 50.48 

36" 63.35 58.92 54.48 50.68 
2E36570-48 48" 63.60 59.15 54.70 50.88 
?E36570-60 60" 63.85 59.38 54.91 51.08 
9E36570-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
flodel No. Length 1-24 25-49 50-99 100 + 
»E36572-12 12? $68.00 $63.24 $58.48 $54.40 
»E36572-24 24" 68.95 64.12 59.30 55.16 
?E36572-36 36" 69.90 65.01 60.11 55.92 
E36572-48 48" 70.85 65.89 60.93 56.68 
°E36572-60 60" 71.85 66.82 61.79 57.48 
oe Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
ifodel_No. Length 1-24 25-49 50-99 100 + 
1°E36574-12 12" $63.20 $58.78 $54.35 $50.56 
7E36574-24 24" 64.15 59.66 55.17 51.32 
7E36574-36 36" 65.10 60.54 55.99 52.08 
°E36574-48 48" 66.10 61.47 56.85 52.88 
7E36574-60 60" 66.95 62.26 57.58 53.56 
9E36574-XX Any Same-Day Shipment / Call for Pricing 


} 
‘ 
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ree Ground Freight 
Same-Day Shipping 


SSMA MALE TO SMA MALE 


||| 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35430-12 129 $53.15 $49.43 $45.71 $42.52 
PE35430-24 24" 53.50 49.76 46.01 42.80 
PE35430-36 36" 53.75 49.99 46.23 43.00 
PE35430-48 48" 54.00 50.22 46.44 43.20 
PE35430-60 60" 54.20 50.41 46.61 43.36 
PE35430-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3058-12 12" $58.35 $54.27 $50.18 $46.68 
PE3058-24 24" 59.30 55.15 51.00 47.44 
PE3058-36 36" 60.25 56.03 51.82 48.20 
PE3058-48 48" 61.20 56.92 52.63 48.96 
PE3058-60 60" 62.10 57.75 53.41 49.68 
PE3058-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3669-12 12e $53:55 $49.80 $46.05 $42.84 
PE3669-24 24" 54.45 50.64 46.83 43.56 
PE3669-36 36" 55.45 51.57 47.69 44.36 
PE3669-48 48" 56.35 52.41 48.46 45.08 
PE3669-60 60" 57.45 53.43 49.41 45.96 
PE3669-XX Any Same-Day Shipment / Call for Pricing 


SSMA MALE RIGHT ANGLE 


TO SSMA MALE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36569-12 122 $53.15 $49.43 $45.71 $42.52 
PE36569-24 24" 53.50 49.76 46.01 42.80 
PE36569-36 36" 53.75 49.99 46.23 43.00 
PE36569-48 48" 54.00 50.22 46.44 43.20 
PE36569-60 60" 54.20 50.41 46.61 43.36 
PE36569-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36571-12 i2* $58.35 $54.27 $50.18 $46.68 
PE36571-24 24" 59.30 55.15 51.00 47.44 
PE36571-36 36" 60.25 56.03 51.82 48.20 
PE36571-48 48" 61.20 56.92 52.63 48.96 
PE36571-60 60" 62.10 57.75 53.41 49.68 
PE36571-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36573-12 12" $53.55 $49.80 $46.05 $42.84 
PE36573-24 24" 54.45 50.64 46.83 43.56 
PE36573-36 36" 55.45 51.57 47.69 44.36 
PE36573-48 48" 56.35 52.41 48.46 45.08 
PE36573-60 60" 57.45 53.43 49.41 45.96 
PE36573-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


91qe9 


p 
” 
” 
@ 
3 
S 
oD 
HR 


125 


BNC MALE TO UHF MALE 


= BRKT] | 
—— Lama wotetet 
Saou ll | XSI) | ID} 
oan Scacatieceteeaneel 50524 
! iatetets 
RSS 
52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length - 1-24 25-49 50-99 100 
PE34581-12 i Wag $26.50 $24.65 $22.79 $21.20 PE33438-12 he $29.15 $27.11 $25.07 $23.32) 
PE34581-24 24" 27.55 25.62 23.69 22.04 PE33438-24 24" 32.80 30.50 28.21 26.24) 
PE34581-36 36" 28.50 26.51 24.51 22.80 PE33438-36 36" 36.40 33.85 31.30 29.12 
PE34581-48 48" 29.55 27.48 25.41 23.64 PE33438-48 48" 40.00 37.20 34.40 32.0), 
PE34581-60 60" 30.55 28.41 26.27 24.44 PE33438-60 60" 43.60 40.55 37.50 34.88) 
= PE34581-XX Any Same-Day Shipment / Call for Pricing PE33438-XX Any Same-Day Shipment / Call for Pricing! 
a 
a) hy 53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
= =m Model No. Length 1-24 25-49 50-99 100 + Model No. _Length 1-24 25-49 50-99 100 
ie =PE34591-12 12" $21.20 $19.72 $18.23 $16.96 PE3803-12 12? $22.50 $20.93 $19.35 $18.00)’ 
a) PE34591-24 24" 21.95 20.41 18.88 17.56 PE3803- 24 24" 23.85 22.18 20.51 19.08" 
” PE34591-36 36" 22.70 21.11 19.52 18.16 PE3803-36 36" 25.20 23.44 21.67 20.16 
PE34591-48 48" 23.35 21.72 20.08 18.68 PE3803-48 48" 26.50 24.65 22.79 21.20 
PE34591-60 60" 24.05 22.37 20.68 19.24 PE3803-60 60" 27.85 25.90 23.95 22% By 
PE34591-XX Any Same-Day Shipment / Call for Pricing PE3803-XX Any Same-Day Shipment / Call for Prici 
50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 . 
PE3057-12 12" $19.90 $18.51 $17.11 $15.92 PE34589-12 12" $39.80 $37.01 $34.23 $31.84 
PE3057-24 24" 20.30 18.88 17.46 16.24 PE34589-24 24" 63.85 59.38 54.91 51.08 
PE3057-36 36" 20.70 19.25 17.80 16.56 PE34589-36 36" 88.00 81.84 75.68 70.4 
PE3057-48 48" 21.10 19.62 18.15 16.88 PE34589-48 48" 112.10 104.25 96.41 89.68 
PE3057-60 60" 21.50 20.00 18.49 17.20 PE34589-60 60" 136.20 126.67 117.13 108.96 
PE3057-XX Any Same-Day Shipment / Call for Pricing PE34589-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 1. 
PE3543-12 12" $21.20 $19.72 $18.23 $16.96 PE34585-12 12" $33.15 $30.83 $28.51 $26.52 
PE3543-24 24" 21.60 20.09 18.58 17.28 PE34585-24 24" 41.60 38.69 35.78 33.28) 
PE3543-36 36" 22.05 20.51 18.96 17.64 PE34585-36 36" 50.05 46.55 43.04 40.04 
PE3543-48 48" 22.45 20.88 19.31 17.96 PE34585-48 48" 58.45 54.36 50.27 46.76 
PE3543-60 60" 22.85 ales 19.65 18.28 PE34585-60 60" 66.85 62.17 57.49 53.48 
PE3543-XX Any Same-Day Shipment / Call for Pricing PE34585-XX Any Same-Day Shipment / Call for Pricing | 
93 OHM, RG62A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 +% 
PE34587-12 12" $22.50 $20.93 $19.35 $18.00 PE3231-12 12” $29.15 $27.11 $25.07 $23.32; 
PE34587-24 24" 22.95 21.34 19.74 18.36 PE3231-24 ~ 24" 31.80 29.57 22.35 25.44) 
PE34587-36 36" 23.30 21.67 20.04 18.64 PE3231-36 36" 34.50 32.09 29.67 27.60 
PE34587-48 48" 23°79 22.09 20.43 19.00 PE3231-48 48" 37.15 34.55 31.95 29.72) 
PE34587-60 60" 24.10 22.41 20.73 19,28 PE3231-60 60" 39.80 37.01 34.23 31.84)) 
PE34587-XX Any Same-Day Shipment / Call for Pricing PE3231-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS CABLE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3898-12 12" $29.15 $27.11 $25.07 $23.32 PE34577-12 12k $26.50 $24.65 $22.79 $21.20) 
PE3898-24 24" 31.80 29.57 27 335 25.44 PE34577-24 24" 27.50 25.58 23.65 22.00)) 
PE3898-36 36" 34.50 32.09 29.67 27.60 PE34577-36 36" 28.45 26.46 24.47 22.76\) 
PE3898-48 48" 37.15 34.55 31.95 29.72 PE34577-48 48" 29.40 27.34 25.28 23.52] 
PE3898-60 60" 39.80 37.01 34.23 31.84 PE34577-60 60" 30.40 28.27 26.14 24.32) 
PE3898-XX Any Same-Day Shipment / Call for Pricing PE34577-XX Any Same-Day Shipment / Call for Pricing jj) 
50 OHM, RG213/U COAX 50 OHM, PE-B4199, LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 +) 
PE34583-12 123 $26.50 $24.65 $22.79 $21.20 PE34579-12 122 $26.50 $24.65 $22.79 $21.20); 
PE34583-24 24" 27.55 25.62 23.69 22.04 PE34579-24 24" 27.50 25.58 23.65 22.00); 
PE34583-36 36" 28.50 26.51 24.51 22.80 PE34579-36 36" 28.45 26.46 24.47 22.76 
PE34583-48 48" 29.55 27.48 25.41 23.64 PE34579-48 48" 29.40 27.34 25.28 23.52 
PE34583-60 60" 30.55 28.41 26.27 24.44 PE34579-60 60" 30.40 28.27 26.14 24.32 
PE34583-XX Any Same-Day Shipment / Call for Pricing PE34579-XX Any Same-Day Shipment / Call for Pricing | 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
erence 


126 = All Products Available Online! www.pasternack.com _ Free Ground Freight} 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping | 


SC MALE TO SC MALE 


52 OHM, RG8A/U COAX 

lodel No. Length 1-24 25-49 50-99 100 + 
) 'E34443-12 iz $102.50 $95.33 $88.15 $82.00 
. 'E34443-24 24" 103.45 96.21 88.97 82.76 
 'E34443-36 36" 104.50 97.19 89.87 83.60 
| 'E34443-48 48" 105.40 98.02 90.64 84.32 
| 'E34443-60 60" 106.50 99.05 91.59 85.20 
/ 1E34443-XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, RG58C/U COAX 


,lodel No. Length 50-99 100 + 
(E3104 12 12" er at $82.90 $77.12 
| E3104-24 24" 96.85 90.07 83.29 77.48 
63104- 36 36" 97.25 90.44 83.64 77.80 
'e3104- 48 48" 97.65 90.81 83.98 78.12 
63104- -60 60" 98.00 91.14 84.28 78.40 
| 'E3104-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RGS9B/U COAX 


lode? No. Length 1-24 25-49 50-99 100 + 

| |E34441-12 12" $102.50 $95.33 $88.15 $82.00 
ie3aaai. -24 24" 102.85 95.65 88.45 82.28 
) 'E34441-36 \36F 103.30 96.07 88.84 82.64 
} 'E34441-48 — 48" 103.65 96.39 89.14 82.92 
; 'E34441-60 60" 104.10 96.81 89.53 83.28 
| 'E34441-XX Any Same-Day Shipment / Call for Pricing 


| 33 OHM, RG62A/U COAX 


‘|lodel_No. Length 1-24 25-49 50-99 100 + 
,|1E34449- -12 j Fae $102.50 $95.33 $88.15 $82.00 
} £34449 - 24 24" 102.85 95.65 88.45 82.28 
| 'E34449-36 36" 103.30 96.07 88.84 82.64 
: 'E34449-48 48" 103.65 96.39 89.14 82.92 
s 'E34449-60 60" 104.10 96.81 89.53 83.28 
| 'E34449-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGI41A/U COAX 


; lodel No. Length -24 50-99 100 + 
! 1£34439- 12 az" a 80 Wwe $84.97 $79.04 

H594439~ 24 24" 102.50 95.33 88.15 82.00 
{ 'E34439-36 36" 106.10 98.67 91.25 84.88 
) 'E34439-48 48" 109.70 102.02 94.34 87.76 
1 'E34439-60 60" 113.30 105.37 97.44 90.64 


j 'E34439-XX Any Same-Day Shipment / Call for Pricing 


| 30 OHM, RG142B/U COAX, DOUBLE SHIELDED 


}lodel_N Length 100 + 
i) '£3334- ‘ 12" Eko SaaeE ae 4 $77.12 
)) 'E3334-24 24" 99.10 92.16 85.23 79.28 
'E3334-36 36" 101.75 94.63 87.51 81.40 
1) 'E3334-48 48" 104.40 97.09 89.78 83.52 
1) 'E3334-60 60" 107.05 99.56 92.06 85.64 
Same-Day Shipment / Call for Pricing 


(| 'E3334-XX Any 


90 OHM, RG213/U COAX 


}odel No. Length 50-99 100 + 
| E3395-12 12" oe aa $88.15 $82.00 
| 'E3395-24 24" 103.45 96.21 88.97 82.76 
| (E3395-36 36" 104.50 97.19 89.87 83.60 
|) E3395-48 48" 105.40 98.02 90.64 84.32 
 E3395-60 60" 106.50 99.05 91.59 85.20 
§) E3395-XX Any Same-Day Shipment / Call for Pricing 


O52 
RSS255 
KS 


050%) 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 50-99 100 + 
PE3409-12 ae sie 6 $95.33 $88.15 $82.00 
PE3409-24 24" 106.10 98.67 91.25 84.88 
PE3409-36 36" 109.70 102.02 94.34 87.76 
PE3409-48 48" 113.30 105.37 97.44 90.64 
PE3409-60 60" 116.90 108.72 100.53 93.52 
PE3409-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG217/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE34445-12 12" seas aoe $124.40 $115.72 
PE34445-24 24" 147.10 136.80 126.51 117.68 
PE34445-36 36" 149.45 138.99 128.53 119.56 
PE34445-48 48" 151.90 141.27 130.63 121.52 
PE34445-60 60" 154.30 143.50 132.70 123.44 


PE34445-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG218/U COAX 


Model No. Length 50-99 100 + 
PE34451-12 12" ants ae $196.98 $183.24 
PE34451-24 24" 235.00 218.55 202.10 188.00 
PE34451-36 36" 241.10 224.22 207.35 192.88 
PE34451-48 48" 247.10 229.80 212.51 197.68 
PE34451-60 60" 253.10 235.38: 217.67 202.48 


PE34451-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model N Length 25-49 100 + 
PE3348- rr a2” na $89.65 ae $77.12 
PE3348-24 24" 97.75 90.91 84.07 78.20 
PE3348-36 36" 99.10 92.16 85.23 79.28 
PE3348-48 48" 100.35 93.33 86.30 80.28 
PE3348-60 60" 101.75 94.63 87.51 81.40 
PE3348-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model N Length 100 + 
estar 12 i ag es ae weeks $93.52 
PE34447-24 24" 141.05 131.18 121.30 112.84 
PE34447-36 36" 165.15 153.59 142.03 132.12 
PE34447-48 48" 189.25 176.00 162.76 151.40 
PE34447-60 60" 213.35 198.42 183.48 170.68 


PE34447-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE3416-12 12 ah at ae $82.00 
PE3416-24 24" 110.80 103.04 95.29 88.64 
PE3416-36 36" 119.30 110.95 102.60 95.44 
PE3416-48 48" 127.75 118.81 109.87 102.20 
PE3416-60 60" 136.20 126.67 117.13 108.96 
PE3416-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. ength 

PE34453-12 = ae os a , $77.12 
PE34453-24 24" 99.10 92.16 85.23 79.28 
PE34453-36 36" 101.75 94.63 87.51 81.40 
PE34453-48 48" 104.40 97.09 89.78 83.52 
PE34453-60 60" 107.05 99.56 92.06 85.64 
PE34453-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


‘ree Ground Freight 
j 3ame-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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MMCX PLUG TO MMCX PLUG 


50 OHM, RG174A/U COAX 


Model No. Length 50-99 100 + 
PE34879-12 12" Oe Cr $22.79 $21.20 
PE34879-24 24" 26.80 24.92 23.05 21.44 
PE34879-36 36" 27.05 25.16 23.26 21.64 
PE34879-48 48" 27.35 25.44 23.52 21.88 
PE34879-60 60" 27.60 25.67 23.74 22.08 
PE34879-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 50-99 100 + 
PE34598-12 1 ais eee $23.82 $22.16 
PE34598-24 24" 28.65 26.64 24.64 22.92 
PE34598-36 36" 29.65 27.57 25.50 23.72 
PE34598-48 48" 30.60 28.46 26.32 24.48 
PE34598-60 60" 31.60 29.39 27.18 25.28 
PE34598-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 50-99 299 + 
PE34885-12 125 ane aie $22.79 $21.20 
PE34885-24 24" 27.50 25.58 23.65 22.00 
PE34885-36 36" 28.45 26.46 24.47 22.76 
PE34885-48 48" 29.40 27.34 25.28 23.52 
PE34885-60 60" 30.40 28.27 26.14 24.32 
PE34885-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGt S6A/U COAX 
Model No. Length 25-49 50-99 100 + 
PE34891-12 12" Ohi $25.76 $23.82 $22.16 
PE34891-24 24" 28.65 26.64 24.64 22.92 
PE34891-36 36" 29.65 27.57 25.50 eo.t2 
PE34891-48 48" 30.60 28.46 26.32 24.48 
PE34891-60 60" 31.60 29.39 27.18 25.28 
PE34891-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG31 6/U COAX 
Model No. Length 50-99 100 + 
PE34240-12 125 iw raw $22.79 $21.20 
PE34240-24 24" 27.50 25.58 23.65 22.00 
PE34240-36 36" 28.45 26.46 24.47 22.76 
PE34240-48 48" 29.40 27.34 25.28 23.52 
PE34240-60 60" 30.40 28.27 26.14 24.32 
PE34240-XX Any Same-Day Shipment / Call for Pricing 


MMCX PLUG TO MMCX PLUG © 
RIGHT ANGLE 


; 
50 OHM, RGI74A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34881-12 12" $33.75 $31.39 $29.03 $27.00 
PE34881-24 24" 33.95 31.57 29.20 27.16 
PE34881-36 36" 34.25 31.85 29.46 27.40 
PE34881-48 48” 34.55 32.13 29.71 27.64 | 
PE34881-60 60" 34.80 32.36 29.93 27.84 
PE34881-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGt 78B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE34883-12 ize arg $32.50 $30.06 $27.96 
PE34883-24 24" 35.95 33.43 30.92 28.76 
PE34883-36 36" 36.85 34.27 31.69 29.48 | 
PE34883-48 48" 37.90 35.25 32.59 30.32 
PE34883-60 60" 38.80 36.08 33.37 31.04 
PE34883-XX Any Same-Day Shipment / Call for Pricing | 
50 OHM, RG188A/U COAX 
Model No. Length 50-99 100 + 
PE34889-12 12" ae rene $29.03 $27.00 
PE34889-24 24" 34.70 Sa.en 29.84 27.76 
PE34889-36 36" 35.70 33.20 30.70 28.56 
PE34889-48 48" 36.60 34.04 31.48 29.28 
PE34889-60 60" 37.60 34.97 32.34 30.08 
PE34889-XX Any Same-Day Shipman / Call for Pricing 
50 OHM, RG196A/U COAX 
Model No. Length 24 25-49 50-99 100 + 
PE34893-12 12° ori $32.50 $30.06 $27.96 
PE34893-24 24" 35.95 33.43 30.92 28.76 
PE34893-36 36" 36.85 34.27 31.69 29.48 
PE34893-48 48" 37.90 35.25 32.59 30.32 
PE34893-60 60" 38.80 36.08 33.37 31.04 
PE34893-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX y 
Model No. Length 25-49 50-99 100 + 
PE34895-12 128 rR: $31.39 $29.03 $27.00 
PE34895-24 24" 34.70 32.27 29.84 27.76 
PE34895-36 36" 35.70 33.20 30.70 28.56 
PE34895-48 48" 36.60 34.04 31.48 29.28 
PE34895-60 60" 37.60 34.97 32.34 30.08 
PE34895-XX Any Same-Day Shipment / Call for Pricing 


MMCX PLUG TO SMA MALE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34069-12 12% $33.75 $31.39 $29.03 $27.00 
PE34069-24 24" 33.95 31.57 29.20 27.16 
PE34069-36 36" 34.25 31.85 29.46 27.40 
PE34069-48 48" 34.55 32.13 29.71 27.64 
PE34069-60 60" 34.80 32.36 29.93 27.84 
PE34069-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE34374-12 125 ER $32.50 $30.06 $27.96 
PE34374-24 24" 35.95 33.43 30.92 28.76 
PE34374-36 36" 36.85 34.27 31.69 29.48 
PE34374-48 48" 37.90 35.25 32.59 30.32 
PE34374-60 60" 38.80 36.08 33.57 31.04 
PE34374-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG18BA/U COAX 


Model No. Length 25-49 50-99 100 + 
PE34887-12 iz? mais $31.39 $29.03 $27.00 
PE34887-24 24" 34.70 32.27 29.84 27.76 
PE34887-36 36" 35.70 33.20 30.70 28.56 
PE34887 -48 48" 36.60 34.04 31.48 29.28 
PE34887-60 60" 37.60 34.97 32.34 30.08 
PE34887-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 25-49 50-99 100 + 
PE34122-12 12% oe $31.39 $29.03 $27.00 
PE34122-24 24" 34.70 32.27 29.84 27.76 
PE34122-36 36" 35.70 33.20 30.70 28.56 
PE34122-48 48" 36.60 34.04 31.48 29.28 
PE34122-60 60" 37.60 34.97 32.34 30.08 
PE34122-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


128 = All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Free Ground Freight 
Same-Day Shipping 


REVERSE POLARITY SMA MALE 
TO STANDARD BNC MALE 


| 
50 OHM, RGS8C/U COAX 

Model No. Length 25-49 50-99 100 + 
/PE35207-12 12" inte $28.04 $25.93 $24.12 
\PE35207-24 24" 30.55 28.41 26.27 24.44 
'PE35207-36 36" 30.95 28.78 26.62 24.76 
/PE35207-48 48" Eo Has Fo 29.16 26.96 25.08 
|PE35207-60 60" 31.75 29.53 ficok 25.40 
/PE35207-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


‘Model No. ength 25-49 50-99 100 + 
/PE35209-12 = ates $32.50 $30.06 $27.96 


24" 37.60 34.97 32.34 30.08 
36" 40.25 37.43 34.62 32.20 
48" 42.95 39.94 36.94 34.36 
(PE35209- 60 60" 45.55 42.36 39.17 36.44 
|PE35209-XX Any Same-Day Shipment / Call for Pricing 


. 
] 
j 


50 OHM, RG174A/U COAX 


‘Model No. ength 25-49 50-99 100_+- 
(E35211-12 er a $31.39 $29.03 $27.00 
/PE35211-24 24" 33.95 31.57 29.20 27.16 
/PE35211-36 _ 36, 34.25 31.85 29.46 27.40 
/PE35211-48 , 48" 34.55 32.13 29.71 27.64 
/PE35211-60 60" 34.80 32.36 29.93 27.84 


(PE35211- XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, RG178B/U COAX 


‘Model No. Length 50-99 100 + 
/PE35213-12 12% wage ate $46.66 $43.40 
(PE35213-24 24" 55.25 51.38 47.52 44.20 
| a -36 36" 56.15 52.22 48.29 44.92 
'PE35213-48 48" 57.10 53.10 49.11 45.68 


'PE35213-60 60" 58.10 54.03 49.97 46.48 
(PE35213-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 
(Model No. Length 25-49 50-99 100 + 


'PE35215-12 — iz iss $31.39 $29.03 $27.00 
/PE35215-24 24" 34.70 32.27 29.84 27.76 
PE35215-36 36" 35.70 33.20 30.70 28.56 
PE35215-60 60" 37.60 34.97 32.34 30.08 
/PE35215-XX Any Same-Day Shipment / Call for Pricing 


ane 48" 36.60 34.04 31.48 29.28 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. ength 50-99 

PE35217-12 aT jis Ne $30.06 $27.96 
'PE35217-24 24" 36.30 33.76 31.22 29.04 
/PE35217-36 36" 37.60 34.97 32.34 30.08 
/PE35217-48 48" 38.90 36.18 33.45 $1.42 
PE35217-60 60" 40.25 37.43 34.62 32.20 
PE35217-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 

Model No. Length 50-99 100 + 
PE35219-12 12% gt rae $29.03 $27.00 
PE35219-24 24" 34.70 32.27 29.84 27.76 
PE35219-36 36" 35.70 33.20 30.70 28.56 
PE35219-48 48" 36.60 34.04 31.48 29.28 
PE35219-60 60" 37.60 34.97 32.34 30.08 
PE35219-XX Any Same-Day Shipment / Call for Pricing 


REVERSE POLARITY SMA MALE 
TO STANDARD N MALE 


50 OHM, RGS8C/U COAX 


Model No. Length 25-49 50-99 100 + 
PE34727-12 a25 die $32.50 $30.06 $27.96 
PE34727-24 24" 35.35 32.88 30.40 28.28 
PE34727-36 36" 35.80 33.29 30.79 28.64 
PE34727-48 48" 36.20 33.67 31.13 28.96 
PE34727-60 60" 36.60 34.04 31.48 29.28 
PE34727-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE34361-12 125 ghd sate $30.06 $27.96 
PE34361-24 24" 37.60 34.97 32.34 30.08 
PE34361-36 36" 40.25 37.43 34.62 32.20 
PE34361-48 48" 42.95 39.94 36.94 34.36 
PE34361-60 60" 45.55 42.36 39.17 36.44 
PE34361-XX Any ’ Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U COAX 


Model No. Length 50-99 100 + 
PE35221-12 12% mgt ae $34.23 $31.84 
PE35221-24 24" 40.05 37.25 34.44 32.04 
PE35221-36 36" 40.30 37.48 34.66 32.24 
PE35221-48 48" 40.50 37.67 34.83 32.40 
PE35221-60 60" 40.80 37.94 35.09 32.64 


PE35221-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG178B/U_ COAX 


Model No. Length 50-99 100 + 
PE35223-12 12% ge aoa $42.44 $39.48 
PE35223-24 24" 50.40 46.87 43.34 40.32 
PE35223-36 36" 51.30 47.71 44.12 41.04 
PE35223-48 48" 52.35 48.69 45.02 41.88 
PE35223-60 60" 53.30 49.57 45.84 42.64 
PE35223-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE35225-12 12" ean $37.01 $34.23 $31.84 
PE35225-24 24" 40.75 37.90 35.05 32.60 
PE35225-36 36" 41.70 38.78 35.86 33.36 
PE35225-48 48" 42.70 39.71 36.72 34.16 
PE35225-60 60" 43.60 40.55 37.50 34.88 
PE35225-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model N ength 25-49 50-99 100 + 
pESs227= 12 125 Pat $32.50 $30.06 $27.96 
PE35227-24 24" 36.30 33.76 31.22 29.04 
PE35227-36 36" 37.60 34.97 32.34 30.08 
PE35227-48 48" 38.90 36.18 33.45 31,12 
PE35227-60 60" 40.25 37.43 34.62 32.20 


PE35227-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 25-49 50-99 100 + 
PE34770-12 12" ae $37.01 $34.23 $31.84 
PE34770-24 24" 40.75 37.90 35.05 32.60 
PE34770-36 36" 41.70 38.78 35.86 33.36 
PE34770-48 48" 42.70 39.71 36.72 34.16 
PE34770-60 60" 43.60 40.55 37.50 34.88 
PE34770-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
ame-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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REVERSE POLARITY TNC MALE 
TO STANDARD TNC MALE 


4) 


x 


50 OHM, RG58C/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE35228-12 125 $25.30 $23.53 $21.76 $20.24 
PE35228-24 24" 25.75 23.95 22.15 20.60 
PE35228-36 36" 26.10 24.27 22.45 20.88 
PE35228-48 48" 26.55 24.69 22.83 21.24 
PE35228-60 60" 26.95 25.06 23.18 21.56 
PE35228-XX Any Same-Day Shipment / Call for Pricing 

ae 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 

\—mi Model No. Length 1-24 25-49 50-99 100 + 

is = PE35230-12 125 $25.30 $23.53 $21.76 $20.24 
PE35230-24 24" 28.00 26.04 24.08 22.40 
PE35230-36 36" 30.60 28.46 26.32 24.48 
PE35230-48 48" 33.25 30.92 28.60 26.60 
PE35230-60 60" 35.95 33.43 30.92 28.76 
PE35230-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG213/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE35232-12 127 $54.25 $50.45 $46.66 $43.40 
PE35232-24 24" 55.30 51.43 47.56 44.24 
PE35232-36 36" 56.25 52.31 48.38 45.00 
PE35232-48 48" 57.25 53.24 49.24 45.80 
PE35232-60 60" 58.30 54.22 50.14 46.64 
PE35232-XX Any Same-Day Shipment / Call for Pricing 


30 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35234-12 12" $54.25 $50.45 $46.66 $43.40 
PE35234-24 24" 57.90 53.85 49.79 46.32 
PE35234-36 36" 61.45 57.15 52.85 49.16 
PE35234-48 48" 65.10 60.54 55.99 52.08 
PE35234-60 60" 68.70 63.89 59.08 54.96 
PE35234-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35236-12 125 $25.30 $23.53 $21.76 $20.24 
PE35236-24 24" 26.60 24.74 22.88 21.28 
PE35236-36 36" 28.00 26.04 24.08 22.40 
PE35236-48 48" 29.25 27.20 25.16 23.40 
PE35236-60 60" 30.60 28.46 26.32 24.48 
PE35236-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35238-12 12" $31.30 $29.11 $26.92 $25.04 
PE35238-24 24" 32.30 30.04 27.78 25.84 
PE35238-36 36" 33.25 30.92 28.60 26.60 
PE35238-48 48" 34.20 31.81 29.41 27.36 
PE35238-60 60" 35.20 32.74 30.27 28.16 
PE35238-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE35240-12 12" $54.25 $50.45 $46.66 $43.40 
PE35240-24 24" 55.25 51.38 47.52 44.20 
PE35240-36 36" 56.15 52.22 48.29 44.92 
PE35240-48 48" 57.10 53.10 49.11 45.68 
PE35240-60 60" 58.10 54.03 49.97 46.48 
PE35240-XX Any Same-Day Shipment / Call for Pricing 


REVERSE POLARITY TNC MALE 
TO STANDARD SMA MALE 


50 OHM, RG58C/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE34853-12 12" $34.95 $32.50 $30.06 $27.96 
PE34853-24 24" 35.35 32.88 30.40 28.28 
PE34853-36 36" 35.80 33.29 30.79 28.64 
PE34853-48 48" 36.20 33.67 31.13 28.96 

PE34853-60 60" 36.60 34.04 31.48 29.28 
PE34853-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34854-12 12" $34.95 $32.50 $30.06 $27.96 
PE34854-24 24" 37.60 34.97 32.34 30.08 
PE34854-36 36" 40.25 37.43 34.62 32.20 
PE34854-48 48" 42.95 39.94 36.94 34.36 
PE34854-60 60" 45.55 42.36 39.17 36.44 
PE34854-XX Any Same-Day Shipment / Call for Pricing — 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35242-12 12" $47.00 $43.71 $40.42 $37.60 
PE35242-24 24" 48.00 44.64 41.28 38.40 
PE35242-36 36" 48.95 45.52 42.10 39.16 
PE35242-48 48" 49.95 46.45 42.96 39.96 
PE35242-60 60" 50.85 47.29 43.73 40.68 
PE35242-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 4 
PE35244-12 12" $39.80 $37.01 $34.23 $31.84 
PE35244-24 24" 40.75 37.90 35.05 32.60 
PE35244-36 36" 41.70 38.78 35.86 33.36 
PE35244-48 48" 42.70 39.71 36.72 34.16 
PE35244-60 60" 43.60 40.55 37.50 34.88 
PE35244-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34397-12 2" $34.95 $32.50 $30.06 $27.96 
PE34397-24 24" 36.30 33.76 Siete 29.04 
PE34397-36 36" 37.60 34.97 32.34 30.08 
PE34397-48 48" 38.90 36.18 33.45 31.12 
PE34397-60 60" 40.25 37.43 34.62 32.20 
PE34397-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34396-12 12" $39.80 $37.01 $34.23 $31.84 
PE34396-24 24" 40.75 37.90 35.05 32.60 
PE34396-36 36" 41.70 38.78 35.86 33.36 
PE34396-48 48" 42.70 39.71 36.72 34.16 
PE34396-60 60" 43.60 40.55 37.50 34.88 — 
PE34396-XX Any Same-Day Shipment / Call for ie 
50 OHM, RG400/U COAX, DOUBLE SHIELDED . 
Model No. Length 1-24 25-49 50-99 100 +a 
PE35246-12 12? $34.95 $32.50 $30.06 $27.96 
PE35246-24 24" 37.60 34.97 32.34 30.08 
PE35246-36 36" 40.25 37.43 34.62 32.20 ' 
PE35246-48 48" 42.95 39.94 36.94 34.36 " 
PE35246-60 60" 45.55 42.36 39.17 36.44 


PE35246-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** } 
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REVERSE POLARITY TNC MALE 
TO STANDARD BNC MALE 


' 

50 OHM, RG58C/U COAX 

‘Model No. Length 1-24 25-49 50-99 100 + 
'PE35229-12 12" $25.30 $23.53 $21.76 $20.24 
PE35229-24 24" 25.75 23.95 22.15 20.60 
/PE35229-36 36" 26.10 24.27 22.45 20.88 
(PE35229-48 48" 26.55 24.69 22.83 21.24 
/PE35229-60 60" 26.95 25.06 23.18 21.56 
'PE35229-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
/PE35231-12 12" $25.30 $23.53 $21.76 $20.24 
(PE35231-24 24" 28.00 26.04 24.08 22.40 
/PE35231-36 36° 30.60 28.46 26.32 24.48 
/PE35231-48 48" 33.25 30.92 28.60 26.60 
(PE35231-60 60" 35.95 33.43 30.92 28.76 
\PE35231-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
|PE35233-12 12" $54.25 $50.45 $46.66 $43.40 
|PE35233-24 24" 55.30 51.43 47.56 44.24 
(PE35233-36 - 36" 56.25 52.31 48.38 45.00 
(PE35233-48 > | 48F 57.25 53.24 49.24 45.80 
/PE35233-60 60" 58.30 54.22 50.14 46.64 
/PE35233-XX Any Same-Day Shipment / Call for Pricing 
| 


| 50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34520-12 12" $54.25 $50.45 $46.66 $43.40 
PE34520-24 24" 57.90 53.85 49.79 46.32 
PE34520-36 36" 61.45 57.15 52.85 49.16 
PE34520-48 48" 65.10 60.54 55.99 52.08 
PE34520-60 60" 68.70 63.89 59.08 54.96 
PE34520-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. | Length 1-24 25-49 50-99 100 + 
PE35235-12 12" $25.30 $23.53 $21.76 $20.24 
PE35235-24 24" 26.60 24.74 22.88 21.28 
PE35235-36 36" 28.00 26.04 24.08 22.40 
PE35235-48 48" 29.25 27.20 25.16 23.40 
PE35235-60 60" 30.60 28.46 26.32 24.48 
PE35235-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35237-12 123 $31.30 $29.11 $26.92 $25.04 
PE35237-24 24" 32.30 30.04 27.78 25.84 
PE35237-36 36" 33.25 30.92 28.60 26.60 
PE35237-48 48" 34.20 31.81 29.41 27.36 
PE35237-60 60" 35.20 32.74 30.27 28.16 
PE35237-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-B3199, VERY LOW LOSS COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE35239-12 127 $54.25 $50.45 $46.66 $43.40 
PE35239-24 24" 55.25 51.38 47.52 44.20 
PE35239-36 36" 56.15 52.22 48.29 44.92 
PE35239-48 48" 57.10 53.10 49.11 45.68 
PE35239-60 60" 58.10 54.03 49.97 46.48 

Same-Day Shipment / Call for Pricing 


‘PE35239-XX Any 


REVERSE POLARITY TNC MALE 
TO STANDARD N MALE 


eae 
525.5254 


Model No. Length 1-24 25-49 50-99 100 + 
PE34554-12 12" $32.55 $30.27 $27.99 $26.04 
PE34554-24 24" 32.95 30.64 28.34 26.36 
PE34554-36 36" 33.30 30.97 28.64 26.64 
PE34554-48 48" 33.75 31.39 29.03 27.00 
PE34554-60 60" 34.20 31.81 29.41 27.36 
PE34554-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34573-12 127 $32.55 $30.27 $27.99 $26.04 
PE34573-24 24" 35.20 32.74 30.27 28.16 
PE34573-36 36" 37.90 35.25 32.59 30.32 
PE34573-48 48" 40.45 37.62 34.79 32.36 
PE34573-60 60" 43.20 40.18 37.15 34.56 
PE34573-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35241-12 12° $48.25 $44.87 $41.50 $38.60 
PE35241-24 24" 49.15 45.71 42.27 39.32 
PE35241-36 36" 50.20 46.69 43.17 40.16 
PE35241-48 48" 51.05 47.48 43.90 40.84 
PE35241-60 60" 52.10 48.45 44.81 41.68 
PE35241-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35243-12 12" $47.00 $43.71 $40.42 $37.60 
PE35243-24 24" 48.00 44.64 41.28 38.40 
PE35243-36 36" 48.95 45.52 42.10 39.16 
PE35243-48 48" 49.95 46.45 42.96 39.96 
PE35243-60 60" 50.85 47.29 43.73 40.68 
PE35243-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35245-12 12" $32.55 $30.27 $27.99 $26.04 
PE35245-24 24" 33.85 31.48 29.11 27.08 
PE35245-36 36" 35.20 32.74 30.27 28.16 
PE35245-48 48" 36.50 33.95 31.39 29.20 
PE35245-60 60" 37.90 35.25 32.59 30.32 
PE35245-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35247-12 12" $47.00 $43.71 $40.42 $37.60 
PE35247-24 24" 48.00 44.64 41.28 38.40 
PE35247-36 36" 48.95 45.52 42.10 39.16 
PE35247-48 48" 49.95 46.45 42.96 39.96 
PE35247-60 60" 50.85 47.29 43.73 40.68 
PE35247-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE35249-12 12° $47.00 $43.71 $40.42 $37.60 
PE35249-24 24" 48.00 44.64 41.28 38.40 
PE35249-36 36" 48.95 45.52 42.10 39.16 
PE35249-48 48" 49.95 46.45 42.96 39.96 
PE35249-60 60" 50.85 47.29 43.73 40.68 
PE35249-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 


’ 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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REVERSE POLARITY SMA MALE 
TO STANDARD SMA MALE 


s— = 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34116-12 ter $38.55 $35.85 $33.15 $30.84 
PE34116-24 24" 38.95 36.22 33.50 31.16 
PE34116-36 36" 39.40 36.64 33.88 31.52 
PE34116-48 48" 39.80 37.01 34.23 31.84 
PE34116-60 60" 40.20 37.39 34.57 32.16 
PE34116-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34614-12 iz $41.00 $38.13 $35.26 $32.80 
PE34614-24 24" 43.60 40.55 37.50 34.88 
PE34614-36 36" 46.25 43.01 39.78 37.00 
PE34614-48 48" 48.95 45.52 42.10 39.16 
PE34614-60 60" 51.55 47.94 44.33 41.24 
PE34614-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34331-12 12" $39.80 $37.01 $34.23 $31.84 
PE34331-24 24" 40.05 37.25 34.44 32.04 
PE34331-36 36" 40.30 37.48 34.66 32.24 
PE34331-48 48" 40.50 37.67 34.83 32.40 
PE34331-60 60" 40.80 37.94 35.09 32.64 
PE34331-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35208-12 125 $53.00 $49.29 $45.58 $42.40 
PE35208-24 24" 54.00 50.22 46.44 43.20 
PE35208-36 36" 54.95 51.10 47.26 43.96 
PE35208-48 48" 55.90 51.99 48.07 44.72 
PE35208-60 60" 56.85 52.87 48.89 45.48 
PE35208-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35210-12 12" $39.80 $37.01 $34.23 $31.84 
PE35210-24 24" 40.75 37.90 35.05 32.60 
PE35210-36 36" 41.70 38.78 35.86 33.36 
PE35210-48 48" 42.70 39.71 36.72 34.16 
PE35210-60 60" 43.60 40.55 37.50 34.88 
PE35210-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


REVERSE POLARITY SMA MALE 
TO STANDARD TNC MALE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35214-12 izy $34.95 $32.50 $30.06 $27.96 
PE35214-24 24" 35.35 32.88 30.40 28.28 
PE35214-36 36" 35.80 33.29 30.79 28.64 
PE35214-48 48" 36.20 33.67 31,13 28.96 
PE35214-60 60" 36.60 34.04 31.48 29.28 
PE35214-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35216-12 12" $34.95 $32.50 $30.06 $27.96 
PE35216-24 24" 37.60 34.97 32.34 30.08 
PE35216-36 36" 40.25 37.43 34.62 32.20 
PE35216-48 48" 42.95 39.94 36.94 34.36 
PE35216-60 60" 45.55 42.36 39.17 36.44 
PE35216-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35218-12 12" $39.80 $37.01 $34.23 $31.84 
PE35218-24 24" 40.05 37.25 34.44 32.04 
PE35218-36 36" 40.30 37.48 34.66 32.24 | 
PE35218-48 48" 40.50 37.67 34.83 32.40 
PE35218-60 60" 40.80 37.94 35.09 32.64 
PE35218-XX Any Same-Day Shipment / Call for Pricing — 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35220-12 12" $47.00 $43.71 $40.42 $37.60 
PE35220-24 24" 48.00 44.64 41.28 38.40 © 
PE35220-36 36" 48.95 45.52 42.10 39.16 
PE35220-48 48" 49.95 46.45 42.96 39.96 
PE35220-60 60" 50.85 47.29 43.73 40.68 
PE35220-XX Any Same-Day Shipment / Call for Pricing © 
50 OHM, RG188A/U COAX . 
Model No. Length 1-24 25-49 50-99 100 + 
PE35222-12 12" $39.80 $37.01 $34.23 $31.84 
PE35222-24 24" 40.75 37.90 35.05 32.60 
PE35222-36 36" 41.70 38.78 35.86 33.36 
PE35222-48 48" 42.70 39.71 36.72 34.16 
PE35222-60 60" 43.60 40.55 37.50 34.88 
PE35222-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34398-12 12s $39.80 $37.01 $34.23 $31.84 PE35224-12 l2f $34.95 $32.50 $30.06 $27.96 
PE34398-24 24" 41.10 38.22 35.35 32.88 PE35224-24 24" 36.30 33.76 31.22 29.04 
PE34398-36 36" 42.45 39.48 36.51 33.96 PE35224-36 36" 37.60 34.97 32.34 30.08 
PE34398-48 48" 43.75 40.69 37.63 35.00 PE35224-48 48" 38.90 36.18 33.45 31.12 
PE34398-60 60" 45.10 41.94 38.79 36.08 PE35224-60 60" 40.25 37.43 34.62 32.20 
PE34398-XX Any Same-Day Shipment / Call for Pricing PE35224-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35212-12 WJ $39.80 $37.01 $34.23 $31.84 PE35226-12 12? $39.80 $37.01 $34.23 $31.84 
PE35212-24 24" 40.75 37.90 35.05 32.60 PE35226-24 24" 40.75 37.90 35.05 32.60 
PE35212-36 36" 41.70 38.78 35.86 33.36 PE35226-36 36" 41.70 38.78 35.86 33.36 
PE35212-48 48" 42.70 39.71 36.72 34.16 PE35226-48 48" 42.70 39.71 36.72 34.16 
PE35212-60 60" 43.60 40.55 37.50 34.88 PE35226-60 60" 43.60 40.55 37.50 34.88 
PE35212-XX Any Same-Day Shipment / Call for Pricing PE35226-XX Any Same-Day Shipment / Call for Pricing 
**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** : 
132 All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 
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_ REVERSE THREAD SMA MALE TO REVERSE THREAD SMA MALE TO 
_ REVERSE THREAD SMA MALE STANDARD SMA MALE 


BS Ea 

| 

: 50 OHM, RG58C/U COAX 50 OHM, RG58C/U COAX 
’ Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
|| PE35349-12 128 $41.00 $38.13 $35.26 $32.80 PE35351-12 128 $39.80 $37.01 $34.23 $31.84 
|) PE35349-24 24" 41.40 38.50 35.60 33.12 PE35351-24 24" 40.15 37.34 34.53 32.12 
/PE35349-36 36" 41.80 38.87 35.95 33.44 PE35351-36 36" 40.60 37.76 34.92 32.48 
|| PE35349-48 48" 42.20 39.25 36.29 33.76 PE35351-48 48" 41.00 38.13 35.26 32.80 
/PE35349-60 60" 42.65 39.66 36.68 34.12 PE35351-60 60" 41.45 38.55 35.65 33.16 
‘|, PE35349-XX | Any Same-Day Shipment / Call for Pricing PE35351-XX Any Same-Day Shipment / Call for Pricing iG 
77) 
wn” 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED a) > 
‘Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 35 
1)/PE35353-12 127 $43.40 $40.36 $37.32 $34.72 PE35355-12 12? $42.20 $39.25 $36.29 $33.76 —a 
/PE35353-24 24" 46.00 42.78 39.56 36.80 PE35355-24 24" 44.90 41.76 38.61 35.92 Hy) 
|PE35353-36 36" 48.70 45.29 41.88 38.96 PE35355-36 36" 47.50 44.18 40.85 38.00 fea 
| PE35353-48 48" 51.30 47.71 44.12 41.04 PE35355-48 48" 50.20 46.69 43.17 40.16 
|PE35353-60 60" 54.00 50.22 46.44 43.20 PE35355-60 60" 52.80 49.10 45.41 42.24 
/PE35353-XX Any Same-Day Shipment / Call for Pricing PE35355-XX Any Same-Day Shipment / Call for Pricing 

i 
| 50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
\PE35357-12 le" $42.20 $39.25 $36.29 $33.76 PE35359-12 124 $41.00 $38.13 $35.26 $32.80 
/PE35357-24 24" 42.50 39.53 36.55 34.00 PE35359-24 24" 41.30 38.41 35.52 33.04 
/PE35357-36 Beis 42.75 39.76 36.77 34.20 PE35359-36 36" 41.55 38.64 5.75 33.24 
 PE35357-48 ais” 43.00 39.99 36.98 34.40 PE35359-48 48" 41.80 38.87 35.95 33.44 
(PE35357-60 60" 43.25 40.22 37.20 34.60 PE35359-60 60" 42.00 39.06 36.12 33.60 
|PE35357-Xx Any Same-Day Shipment / Call for Pricing PE35359-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 50 OHM, RG178B/U COAX 

‘Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
|PE35361-12 12° $55.45 $51.57 $47.69 $44.36 PE35363-12 12" $54.25 $50.45 $46.66 $43.40 
PE35361-24 24" 56.35 52.41 48.46 45.08 PE35363-24 24" 55.25 51.38 47.52 44.20 
)PE35361-36 36" 57.45 53.43 49.41 45.96 PE35363-36 36" 56.15 52.22 48.29 44.92 
|PE35361-48 48" 58.35 54.27 50.18 46.68 PE35363-48 48" 57.10 53.10 49.11 45.68 
/PE35361-60 60" 59.30 55.15 51.00 47.44 PE35363-60 60" 58.10 54.03 49.97 46.48 
}PE35361-XX Any Same-Day Shipment / Call for Pricing PE35363-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG188A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35365-12 12" $42.20 $39.25 $36.29 $33.76 PE35367-12 12" $41.00 $38.13 $35.26 $32.80 
PE35365-24 24" 43.20 40.18 37.15 34.56 PE35367-24 24" 41.90 38.97 36.03 33.52 
PE35365-36 36" 44.05 40.97 37.88 35.24 PE35367-36 36" 42.95 39.94 36.94 34.36 
'PE35365-48 48" 45.10 41.94 38.79 36.08 PE35367-48 48" 43.85 40.78 EY /AR AE 35.08 
/PE35365-60 60" 46.00 42.78 39.56 36.80 PE35367-60 60" 44.90 41.76 38.61 35.92 
/PE35365-XX Any Same-Day Shipment / Call for Pricing PE35367-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
|PE35369-12 12" $42.20 $39.25 $36.29 $33.76 PE35371-12 12" $41.00 $38.13 $35.26 $32.80 
/PE35369-24 24" 43.50 40.46 37.41 34.80 PE35371-24 24" 42.30 39.34 36.38 33.84 
/PE35369-36 36" 44.90 41.76 38.61 35.92 PE35371-36 36" 43.60 40.55 37.50 34.88 
PE35369-48 48" 46.15 42.92 39.69 36.92 PE35371-48 48" 45.00 41.85 38.70 36.00 
)PE35369-60 60" 47.50 44.18 40.85 38.00 PE35371-60 60" 46.25 43.01 39.78 37.00 
PE35369-XX Any Same-Day Shipment / Call for Pricing PE35371-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 

/Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
/PE35373-12 128 $42.20 $39.25 $36.29 $33.76 PE35375-12 128 $41.00 $38.13 $35.26 $32.80 
PE35373-24 24" 43.20 40.18 37.15 34.56 PE35375-24 24" 41.90 38.97 36.03 33.52 
PE35373-36 36" 44.05 40.97 37.88 35.24 PE35375-36 36" 42.95 39.94 36.94 34.36 
PE35373-48 48" 45.10 41.94 38.79 36.08 PE35375-48 48" 43.85 40.78 37.71 35.08 
'PE35373-60 60" 46.00 42.78 39.56 36.80 PE35375-60 60" 44.90 41.76 38.61 35.92 
'PE35373-XX Any Same-Day Shipment / Call for Pricing PE35375-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 
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FME JACK TO FME JACK 


FME JACK TO BNC MALE 


50 OHM, RG58C/U COAX 50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34856-12 12? $14.50 $13.49 $12.47 $11.60 PE34862-12 12" $14.50 $13.49 $12.47 $11.60 
PE34856-24 24" 14.85 13.81 12.77 11.88 PE34862-24 24" 14.85 13.81 E2377 11.88 
PE34856-36 36" 15.30 14.23 13.16 12.24 PE34862-36 36" 15.30 14.23 13.16 12.24 
PE34856-48 48" 15.70 14.60 13.50 12.56 PE34862-48 48" 15.70 14.60 13.50 12.56 
PE34856-60 60" 16.10 14.97 13.85 12.88 PE34862-60 60" 16.10 14.97 13.85 12.88 
PE34856-XX Any Same-Day Shipment / Call for Pricing PE34862-XX Any Same-Day Shipment / Call for Pricing 
Ty 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
=m Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
iy7J = PE34858-12 12° $19.35 $18.00 $16.64 $15.48 PE34864-12 12" $19.35 $18.00 $16.64 $15.48 
PE34858-24 24" 21.95 20.41 18.88 17.56 PE34864-24 24" 21.95 20.41 18.88 17.56 
PE34858-36 36" 24.65 22.92 21.20 19.72 PE34864-36 36" 24.65 22.92 21.20 19.72 
PE34858-48 48" 27.25 25.34 23.44 21.80 PE34864-48 48" 27.25 25.34 23.44 21.80 
PE34858-60 60" 29.90 27.81 25.71 23.92 PE34864-60 60" 29.90 27.81 25.71 23.92 
PE34858-XX Any Same-Day Shipment / Call for Pricing PE34864-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34860-12 12" $19.35 $18.00 $16.64 $15.48 PE34866-12 12" $19.35 $18.00 $16.64 $15.48 
PE34860-24 24" 19.60 18.23 16.86 15.68 PE34866-24 24" 19.60 18.23 16.86 15.68 
PE34860-36 36" 19.85 18.46 17.07 15.88 PE34866-36 36" 19.85 18.46 17.07 15.88 
PE34860-48 48" 20.05 18.65 17.24 16.04 PE34866-48 48" 20.35 18.93 17.50 16.28 
PE34860-60 60" 20.35 18.93 17.50 16.28 PE34866-60 60" 20.60 19.16 17.72 16.48 
PE34860-XX Any Same-Day Shipment / Call for Pricing PE34866-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35953-12 125 $14.50 $13.49 $12.47 $11.60 PE35959-12 12" $14.50 $13.49 $12.47 $11.60 
PE35953-24 24" 14.85 13.81 12.77 11.88 PE35959-24 24" 14.85 13.81 12.77 11.88 
PE35953-36 36" 15.30 14.23 13.16 12.24 PE35959-36 36" 15.30 14.23 13.16 12.24 
PE35953-48 48" 15.70 14.60 13.50 12.56 PE35959-48 48" 15.70 14.60 13.50 12.56 
PE35953-60 60" 16.10 14.97 13.85 12.88 PE35959-60 60" 16.10 14.97 13.85 12.88 
PE35953-XX Any Same-Day Shipment / Call for Pricing PE35959-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35955-12 125 $19.35 $18.00 $16.64 $15.48 PE35962-12 125 $19.35 $18.00 $16.64 $15.48 
PE35955-24 24" 21.95 20.41 18.88 17.56 PE35962-24 24" 21.95 20.41 18.88 17.56 
PE35955-36 36" 24.65 22.92 21.20 19.72 PE35962-36 36" 24.65 22.92 21.20 19.72 
PE35955-48 48" 27.25 25.34 23.44 21.80 PE35962-48 48" 27.25 25.34 23.44 21.80 
PE35955-60 60" 29.90 27.81 25.71 23.92 PE35962-60 60" 29.90 27.81 25.71 23.92 
PE35955-XX Any Same-Day Shipment / Call for Pricing PE35962-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35957-12 12" $19.35 $18.00 $16.64 $15.48 PE35964-12 iz? $19.35 $18.00 $16.64 $15.48 
PE35957-24 24" 19.60 18.23 16.86 15.68 PE35964-24 24" 19.60 18.23 16.86 15.68 
PE35957-36 36" 19.85 18.46 17.07 15.88 PE35964-36 36" 19.85 18.46 17.07 15.88 
PE35957-48 48" 20.05 18.65 17.24 16.04 PE35964-48 48" 20.35 18.93 17.50 16.28 
PE35957-60 60" 20.35 18.93 17.50 16.28 PE35964-60 60" 20.60 19.16 17.72 16.48 
PE35957-XX Any Same-Day Shipment / Call for Pricing PE35964-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping — 


- 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMP FEMALE TO SMP FEMALE 


\ 

ki 

} 50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 Model No.  _—s Length =——(<$< (<$ssa-24 25-49 = 500-99 = «100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE36146-12 12" SAV Tg a CU RC BE OE 65 $55.47 $51.30 $47.72 PE36150-12 ace $59.65 $55.47 $51.30 $47.72 
_ PE36146-24 24" 63.30 58.87 54.44 50.64 PE36150-24 24" 63.30 58.87 54.44 50.64 
- PE36146-36 36" 66.85 62.17 57.49 53.48 PE36150-36 36" 66.85 62.17 57.49 53.48 
PE36146-48 48" 70.50 65.57 60.63 56.40 PE36150-48 48" 70.50 65.57 60.63 56.40 
PE36146-60 60" 74.10 68.91 63.73 59.28 PE36150-60 60" 74.10 68.91 63.73 59.28 
_PE36146- XX Any Same-Day Shipment / Call for Pricing PE36150-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-SRO47FL (.047 RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 

+ Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE36148-12 125 $62.00 $57.66 $53.32 $49.60 PE36152-12 12" $62.00 $57.66 $53.32 $49.60 

| PE36148-24 24" 65.70 61.10 56.50 52.56 PE36152-24 24" 65.70 61.10 56.50 52.56 

| PE36148-36 36" 69.30 64.45 59.60 55.44 PE36152-36 36" 69.30 64.45 59.60 55.44 
PE36148-48 48" 72.90 67.80 62.69 58.32 PE36152-48 48" 72.90 67.80 62.69 58.32 
_PE36148-60 60" 76.55 71.19 65.83 61.24 PE36152-60 60" 76.55 71.19 65.83 61.24 

| PE36148-XX Any Same-Day Shipment / Call for Pricing PE36152-XX Any Same-Day Shipment / Call for Pricing 


| SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMP FEMALE T0 SMP FEMALE RIGHT ANGLE 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36154-12 IZ $66.85 $62.17 $57.49 $53.48 PE36158-12 en $66.85 $62.17 $57.49 $53.48 
| PE36154-24 24" 70.50 65.57 60.63 56.40 PE36158-24 24" 70.50 65.57 60.63 56.40 
| PE36154-36 36" 74.10 68.91 63.73 59.28 PE36158-36 36" 74.10 68.91 63.73 59.28 
| PE36154-48 48" 77.70 72.26 66.82 62.16 PE36158-48 48" 77.70 72.26 66.82 62.16 
| PE36154-60 60" 81.35 75.66 69.96 65.08 PE36158-60 60" 81.35 75.66 69.96 65.08 
| teenie Any Same-Day Shipment / Call for Pricing PE36158-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047 RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36156-12 te $69.30 $64.45 $59.60 $55.44 PE36160-12 12" $69.30 $64.45 $59.60 $55.44 
PE36156-24 24" 72.90 67.80 62.69 58.32 PE36160-24 24" 72.90 67.80 62.69 58.32 
PE36156-36 36" 76.55 71.19 65.83 61.24 PE36160-36 36" 76.55 71.19 65.83 61.24 
| PE36156-48 48" 80.15 74.54 68.93 64.12 PE36160-48 48" 80.15 74.54 68.93 64.12 
PE36156-60 60" 83.75 77.89 72.03 67.00 PE36160-60 60" 83.75 77.89 72.03 67.00 
PE36156-XX _ Any Same-Day Shipment / Call for Pricing PE36160-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


| 
| 
| SMP FEMALE TO SMA MALE 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
_ PE36162-12 12° $50.05 $46.55 $43.04 $40.04 PE36166-12 12" $50.05 $46.55 $43.04 $40.04 
| PE36162-24 24" 53.65 49.89 46.14 42.92 PE36166-24 24" 53.65 49.89 46.14 42.92 

PE36162-36 36" 57.25 53.24 49.24 45.80 PE36166-36 36" 57.25 53.24 49.24 45.80 

PE36162-48 48" 60.90 56.64 52.37 48.72 PE36166-48 48" 60.90 56.64 52.37 48.72 

PE36162-60 60" 64.50 59.99 55.47 51.60 PE36166-60 60" 64.50 59.99 55.47 51.60 
_ PE36162-XX Any Same-Day Shipment / Call for Pricing PE36166-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-SRO47FL (.047 RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 

PE36164-12 12” $52.50 $48.83 $45.15 $42.00 PE36168-12 12" $52.50 $48.83 $45.15 $42.00 

PE36164-24 24" 56.05 52.13 48.20 44.84 PE36168-24 24" 56.05 52.13 48.20 44.84 

PE36164-36 36" 59.65 55.47 51.30 47.72 PE36168-36 36" 59.65 55.47 51.30 47.72 

PE36164-48 48" 63.30 58.87 54.44 50.64 PE36168-48 48" 63.30 58.87 54.44 50.64 

PE36164-60 60" 66.85 62.17 57.49 53.48 PE36168-60 60" 66.85 62.17 57.49 53.48 

PE36164-XX Any Same-Day Shipment / Call for Pricing PE36168-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


‘Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 
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MC-CARD PLUG TO 
MC-CARD PLUG 


—— Re 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36114-12 12” $26.50 $24.65 $22.79 $21.20 
PE36114-24 24" 26.80 24.92 23.05 21.44 
PE36114-36 36" 27.05 25.16 23.26 21.64 
PE36114-48 48" 27.35 25.44 23.52 21.88 
PE36114-60 60" 27.60 25.67 23.74 22.08 
PE36114-XX Any Same-Day Shipment / Call for Pricing 

or] 50 OHM, RG178B/U COAX 
a Model No. Length 1-24 25-49 50-99 100 + 
pt ©6 PE36116-12 I $28.90 $26.88 $24.85 $23.12 
© PE36116-24 24" 29.90 27.81 25.71 23.92 
PE36116-36 36" 30.90 28.74 26.57 24.72 
PE36116-48 48" 31.80 29.57 27.35 25.44 
PE36116-60 60" 32.80 30.50 28.21 26.24 
PE36116-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36118-12 126 $26.50 $24.65 $22.79 $21.20 
PE36118-24 24" 27.50 25.58 23.65 22.00 
PE36118-36 36" 28.45 26.46 24.47 22.76 
PE36118-48 48" 29.40 27.34 25.28 23.52 
PE36118-60 60" 30.40 28.27 26.14 24.32 
PE36118-XX Any Same-Day Shipment / Call for Pricing 


MC-CARD PLUG RIGHT ANGLE 
TO MC-CARD PLUG RIGHT ANGLE 


90 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36126-12 12" $32.55 $30.27 $27.99 $26.04 
PE36126-24 24" 32.80 30.50 28.21 26.24 
PE36126-36 36" 33.05 30.74 28.42 26.44 
PE36126-48 48" 33.30 30.97 28.64 26.64 
PE36126-60 60" 33.60 31.25 28.90 26.88 
PE36126-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36128-12 12" $34.95 $32.50 $30.06 $27.96 
PE36128-24 24" 35.95 33.43 30.92 28.76 
PE36128-36 36" 36.85 34.27 31.69 29.48 
PE36128-48 48" 37.90 35.25 32.59 30.32 
PE36128-60 60" 38.80 36.08 33037. 31.04 
PE36128-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36130-12 ize $32.55 $30.27 $27.99 $26.04 
PE36130-24 24" 33.50 31.16 28.81 26.80 
PE36130-36 36" 34.50 32.09 29.67 27.60 
PE36130-48 48" 35.45 32.97 30.49 28.36 
PE36130-60 60" 36.40 33.85 31.30 29.12 
PE36130-XX Any Same-Day Shipment / Call for Pricing 
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MC-CARD PLUG TO SMA MALE 


MC-CARD PLUG TO 


MC-CARD PLUG RIGHT ANGLE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36120-12 12" $30.15 $28.04 $25.93 $24.12 
PE36120-24 24" 30.40 28.27 26.14 24.32 
PE36120-36 36" 30.70 28.55 26.40 24.56 
PE36120-48 48" 30.95 28.78 26.62 24.76 
PE36120-60 60" 31.20 29.02 26.83 24.96 
PE36120-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36122-12 12% $32.55 $30.27. $27.99 $26.04 
PE36122-24 24" 33.50 31.16 28.81 26.80 
PE36122-36 36" 34.50 32.09 29.67 27.60 
PE36122-48 48" 35.45 32.97 30.49 28.36 
PE36122-60 60" 36.40 33.85 31.30 29.12 
PE36122-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length — 1-24 25-49 50-99 100 + | 
PE36124-12 12" $30.15 $28.04 $25.93 $24.12 © 
PE36124-24 24" 31.10 28.92 26.75 24.88 
PE36124-36 36" 32.10 29.85 27.61 25.68 
PE36124-48 48" 33.00 30.69 28.38 26.40 — 
PE36124-60 60" 33.95 31.57 29.20 27.16 
PE36124-XX Any Same-Day Shipment / Call for Pricing — 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


50 OHM, RG174A/U COAX 
‘Model No. Length 1-24 25-49 50-99 100 + 
PE36112-12 12° $33.75 $31.39 $29.03 $27.00 
PE36112-24 24" 33.95 31.57 29.20 27.16 
PE36112-36 36" 34.25 31.85 29.46 27.40 — 
PE36112-48 48" 34.55 32.13 29.71 27.64 
PE36112-60 60" 34.80 32.36 29.93 27.84 | 
PE36112-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX | 
Model No. Length 1-24 25-49 50-99 100 + 
PE36110-12 12" $36.20 $33.67. $31.13 $28.96 
PE36110-24 24" 37.15 34.55 31.95 29.72 
PE36110-36 36" 38.10 35.43 Sees7 30.48 
PE36110-48 48" 39.05 36.32 33.58 31.24 
PE36110-60 60" 40.00 37.20 34.40 32.00 
PE36110-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36108-12 12% $33.75 $31.39 $29.03 $27.00 
PE36108-24 24" 34.70 32.27 29.84 27.76 
PE36108-36 36" 35.70 33.20 30.70 28.56 
PE36108-48 48" 36.60 34.04 31.48 29.28 
PE36108-60 60" 37.60 34.97 32.34 30.08 
PE36108-XX Any Same-Day Shipment / Call for Pricing 


1.6/5.6 PLUG TO 1.6/5.6 PLUG 


75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36109-12 12" $26.50 $24.65 $22.79 $21.20 
/PE36109-24 24" 26.95 25.06 23.18 21.56 
PE36109-36 36" 27.35 25.44 23.52 21.88 
PE36109-48 48" 27.75 25.81 23.87 22.20 
/PE36109-60 60" 28.15 26.18 24.21 22.52 
_PE36109-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG179B/U COAX 
Model _No. Length 1-24 25-49 50-99 —-100 + 
PE36111-12 Fy $28.90 $26.88 $24.85 $23.12 
PE36111-24 24" 29.90 27.81 25.71 23.92 
| PE36111-36 36" 30.90 28.74 26.57 24.72 
| PE36111-48 48" 31.80 29.57 27.35 25.44 
PE36111-60 60" 32.80 30.50 28.21 26.24 
| PE36111-XX Any Same-Day Shipment / Call for Pricing 


| 


: 75 OHM, RG187A/U COAX 
“Model No. Length 1-24 25-49 50-99 100 + 
 PE36113-12 iz? $28.90 $26.88 $24.85 $23.12. 
PE36113-24 24" 29.90 27.81 25.71 23.92 
| PE36113-36 36" 30.90 28.74 26.57 24.72 
| PE36113-48 48" 31.80 29.57 27.35 25.44 
_PE36113-60 3605 32.80 30.50 28.21 26.24 
Same-Day Shipment / Call for Pricing 


PE36113-XX Any 


4.6/5.6 PLUG RIGHT ANGLE TO 
| 1.6/5.6 PLUG RIGHT ANGLE 
| 


1.6/5.6 PLUG TO 75 OHM BNC MALE 


75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36127-12 12) $26.50 $24.65 $22.79 $21.20 
PE36127-24 24" 26.95 25.06 23.18 21.56 
PE36127-36 36" 27.35 25.44 23.52 21.88 
PE36127-48 48" 27.75 25.81 23.87 22.20 
PE36127-60 60" 28.15 26.18 24.21 22.52 
PE36127-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36129-12 125 $28.90 $26.88 $24.85 $23.12 
PE36129-24 24" 29.90 27.81 25.71 23.92 
PE36129-36 36" 30.90 28.74 26.57 24.72 
PE36129-48 48" 31.80 29.57 27.35 25.44 
PE36129-60 60" 32.80 30.50 28.21 26.24 
PE36129-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36131-12 12" $28.90 $26.88 $24.85 $23.12 
PE36131-24 24" 29.90 27.81 25.71 23.92 
PE36131-36 36" 30.90 28.74 26.57 24.72 
PE36131-48 48" 31.80 29.57 273) 25.44 
PE36131-60 60" 32.80 30.50 28.21 26.24 
PE36131-XX Any Same-Day Shipment / Call for Pricing 


1.6/5.6 PLUG TO 
1.6/5.6 PLUG RIGHT ANGLE 


a1qe9 
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75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36121-12 12° $33575 $31.39 $29.03 $27.00 PE36115-12 12> $30.15 $28.04 $25.93 $24.12 
| PE36121-24 24" 34.15 31.76 29.37 27.32 PE36115-24 24" 30.55 28.41 26.27 24.44 
| PE36121-36 36" 34.60 32.18 29.76 27.68 PE36115-36 36" 30.95 28.78 26.62 24.76 
PE36121-48 48" 34.95 32.50 30.06 27.96 PE36115-48 48" 31.35 29.16 26.96 25.08 
PE36121-60 60" 35335 32.88 30.40 28.28 PE36115-60 60" 31.75 29.53 27.31 25.40 
PE36121-XX Any Same-Day Shipment / Call for Pricing PE36115-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36123-12 a2e $36.20 $33.67 $31.13 $28.96 PE36117-12 12" $32.55 $30.27 $27.99 $26.04 
PE36123-24 24" 37.15 34.55 31.95 29.72 PE36117-24 24" 33.50 31.16 28.81 26.80 
| PE36123-36 36" 38.10 35.43 S2. i 30.48 PE36117-36 36" 34.50 32.09 rer il 
| PE36123-48 48" 39.05 36.32 33.58 31.24 PE36117-48 48" 35.45 32.97 30.4 é 
PE36123-60 60" 40.00 37.20 34.40 32.00 PE36117-60 60" 36.40 33.85 31.30 29.12 
PE36123-XX Any Same-Day Shipment / Call for Pricing PE36117-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG187A/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36125-12 12" $36.20 $33.67 $31.13 $28.96 PE36119-12 12" $32.55 $30.27 $27.99 $26.04 
PE36125-24 24" a a 34.55 31.95 29.72 PE36119-24 24 33.50 31.16 28.81 26.80 
PE36125-36 36" 38.10 35.43 32.77 30.48 PE36119-36 36" ane ae 58 a8 
PE36125-48 48" 39.05 36.32 33.58 31.24 PE36119-48 48" ‘ : 3 ; 
PE36125-60 60" 40.00 37.20 34.40 32.00 PE36119-60 60" 36.40 33.85 31.30 29.12 
PE36125-XX Any Same-Day Shipment / Call for Pricing PE36119-XX Any Same-Day Shipment / Call for Pricing 
**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
1 s s 
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‘Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 
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F MALE TO F MALE 


75 OHM, RG6- CATV COAX 75 OHM, RGS9B/U COAK, WHITE 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE36132-12 12" iat Sas $8.69 $8.08 PE36143-12 Te" ete ae $7.40 $6.88 
PE36132-24 24" 11.00 10.23 9.46 8.80 PE36143-24 24" 9.00 8.37 7.74 7.20 
PE36132-36 36" 12.00 11.16 10.32 9.60 PE36143-36 36" 9.40 8.74 8.08 7.52 
PE36132-48 48" 12.90 12.00 11.09 10.32 PE36143-48 48" 9.85 9.16 8.47 7.88 
PE36132-60 60" 13.95 12.97 12.00 11.16 PE36143-60 60" 10.25 9.53 8.82 8.20 
PE36132-XX Any Same-Day Shipment / Call for Pricing PE36143-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE36135-12 i239 itt ane $9.63 $8.96 PE36137-12 12F ne $11.58 $10.71 $9.96 
PE36135-24 ene 12.25 11.39 10.54 9.80 PE36137-24 24" 13.40 12.46 11352 10.72 
PE36135-36 36" 13.20 12.28 11.35 10.56 PE36137-36 36" 14.45 13.44 12.43 11.56 
PE36135-48 48" 14.20 13.21 12.21 11.36 PE36137-48 48" 15.40 14.32 13.24 12.32 
PE36135-60 60" 15.15 14.09 13.03 12.12 PE36137-60 60" 16.30 15.16 14.02 13.04 
PE36135-XX Any Same-Day Shipment / Call for Pricing PE36137-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX, BLACK 75 OHM, RGt 87A/U COAX 
Model No. Length 50-99 100 + Model No. Length -24 25-49 50-99 100 + 
PE36141-12 12" a ee $7.40 $6.88 PE36139-12 tn io $11.58 $10.71 $9.96 
PE36141-24 24" 9.00 8.37 7.74 7.20 PE36139-24 24" 13.40 12.46 11.52 10.72 
PE36141-36 36" 9.40 8.74 8.08 7.52 PE36139-36 36" 14.45 13.44 12.43 11.56 
PE36141-48 48" 9.85 9.16 8.47 7.88 PE36139-48 48" 15.40 14.32 13.24 12.32 
PE36141-60 60" 10.25 9.53 8.82 8.20 PE36139-60 60" 16.30 15.16 14.02 13.04 
PE36141-XX Any Same-Day Shipment / Call for Pricing PE36139-XX Any Same-Day Shipment / Call for Pricing 


F MALE TO 75 OHM BNC MALE 


75 OHM, RG6- CATV COAX 75 OHM, RGS59B/U COAX, WHITE 


Model No. Length 25-49 50-99 100 + Model No. Lengt 25- 49 50-99 100 + 
PE36145-12 len as $13.81 $12.77 $11.88 PE36151-12 te; eae $12.42 $11.48 $10.68 
PE36145-24 24" 15.85 14.74 13.63 12.68 PE36151-24 24" 13.85 12.88 11.91 11.08 
PE36145-36 36" 16.85 15.67 14.49 13.48 PE36151-36 36" 14.25 13.25 12.26 11.40 
PE36145-48 48" 17.75 16.51 15.27 14.20 PE36151-48 48" 14.65 13.62 12.60 11.72 
PE36145-60 60" 18.70 17.39 16.08 14.96 PE36151-60 60" 15.05 14.00 12.94 12.04 
PE36145-XX Any Same-Day Shipment / Call for Pricing PE36151-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGI1A/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE36147-12 12” ‘ih ee $17.21 $15.91 $14.80 PE36153-12 tee nen $14.93 $13.80 $12.84 
PE36147-24 24" 19.50 18.14 16.77 15.60 PE36153-24 24" 17.05 15.86 14.66 13.64 
PE36147-36 36" 20.45 19.02 17.59 16.36 PE36153-36 36" 18.00 16.74 15.48 14.40 
PE36147-48 48" 21.35 19.86 18.36 17.08 PE36153-48 48" 18.95 17.62 16.30 15.16 
PE36147-60 60" 22.35 20.79 19.22 17.88 PE36153-60 60" 19.95 18.55 17.16 15.96 
PE36147-XX Any Same-Day Shipment / Call for Pricing PE36153-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX, BLACK 75 OHM, RG187A/U COAX 
Model No. Length 25- 49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE36149-12 Zr iss : $2.42 $11.48 $10.68 PE36155-12 i2: as $14.93 $13.80 $12.84 
PE36149-24 24" 13.85 12.88 11.91 11.08 PE36155-24 24" 17.05 15.86 14.66 13.64 
PE36149-36 36" 14.25 13.25 12.26 11.40 PE36155-36 36" 18.00 16.74 15.48 14.40 
PE36149-48 48" 14.65 13.62 12.60 11.72 PE36155-48 48" 18.95 17.62 16.30 15.16 
PE36149-60 60" 15.05 14.00 12.94 12.04 PE36155-60 60" 19.95 18.55 17.16 15.96 
PE36149-XX Any Same-Day Shipment / Call for Pricing PE36155-XX Any Same-Day Shipment / Call for Pricing 


3/4"-20 THREADED TWINAX 
MALE TO MALE 


BNC TWINAX CABLE 
ASSEMBLIES PLUG TO PLUG 


SH 
yes 
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5 
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100 OHM, PE-B7029 TWINAXIAL CABLE 


78 OHM, RG108A/U TWINAXIAL CABLE 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3930-18 18" $41.00 $38.13 $35.26 $32.80 PE3480-18 18" $78.35 $72.87 $67.38 $62.68 
PE3930-36 36" 42.80 39.80 36.81 34.24 PE3480-36 36" 79.20 73.66 68.11 63.36 
PE3930-60 60" 45.20 42.04 38.87 36.16 PE3480-60 60" 80.50 74.87 69.23 64.40 
PE3930-90 90" 48.25 44.87 41.50 38.60 PE3480-90 90" 81.95 76.21 70.48 65.56 
PE3930-120 120" 51.15 47.57 43.99 40.92 PE3480-120 120" 83.45 77.61 71.77 66.76 
PE3930-180 180" 57.25 53.24 49.24 45.80 PE3480-180 180" 86.50 80.45 74.39 69.20 
PE3930-XXX Any Same-Day Shipment / Call for Pricing PE3480-XXX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


Pasternack introduces our New line of LFU connectors 
and cable assemblies. Similar to U.FL™ connectors’, 
these miniature RF Coaxial connectors operate up to 

| 6 GHz at 50 Ohms. The cable assemblies use 1.13mm 
coax or RG178B/U coax cables as indicated. 


LFU PLUG TO SMA FEMALE BULKHEAD, 
1.13mm COAX 


Model No. Length 1-24 25-49 50-99 100 + 
| PE38297-6 6" $14.95 $13.90 $12.86 $11.96 
PE38297-12 i” 15.95 14.83 laste 12.76 
PE38297-18 18" 16.95 15.76 14.58 13.56 


Hegre nmitaieeecncotes! BAS TE RNAG Hettaireintecsemencicienasteth aetiamn Sotoittiro nina thane ARAN, | 


| PE38296-6 6" $14.95 $13.90 $12.86 $11.96 
| PE38296-12 12" 15.95 14.83 13.72 12.76 
_ PE38296-24 24" 16.95 15.76 14.58 13.56 
| PE38296- XX Any Same-Day Shipment / Call for Pricing 


LFU PLUG TO REVERSE POLARITY SMA FEMALE 
BULKHEAD, RG178B/U COAX 


“Model No. ; Length 1-24 25-49 50-99 100 + 


PE38300-3 3° $29.95 $27.85 $25.76 $23.96 
PE38300-6 6" 30.45 28.32 26.19 24.36 
PE38300-9 9" 30.95 28.78 26.62 24.76 
PE38300-12 12" 31.45 29.25 27.05 25.16 
PE38300-18 18" 32.45 30.18 27.91 25.96 
PE38300-24 24" 33.95 31.57 29.20 27.16 
PE38300-XX Any Same-Day Shipment / Call for Pricing 
LFU PLUG TO REVERSE POLARITY MCX JACK 
BULKHEAD, RG178B/U COAX 
‘Model No. Length 1-24 25-49 50-99 100 + 
PE38302-3 a $43.95 $40.87 $37.80 $35.16 
PE38302-6 6" 44.45 41.34 38.23 35.56 
PE38302-9 9" 44.95 41.80 38.66 35.96 
PE38302-12 12" 45.45 42.27 39.09 36.36 
PE38302-18 18" 45.95 42.73 39.52 36.76 
PE38302-24 24" 46.45 43.20 39.95 37.16 
PE38302-XX Any Same-Day Shipment / Call for Pricing 


*Note: U.FL™ is a Registered Trademark of Hirose Electric Group. 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


0 LFU CABLE ASSEMBLIES 


LFU PLUG TO LFU PLUG, 1.13mm COAX 
i emanates mame al 


Model No. Length 1-24 25-49 50-99 100 + 
PE38295-3 she $4.95 $4.60 $4.26 $3.96 
PE38295-6 6" 5.45 5.07 4.69 4.36 
PE38295-12 12" 5.95 5.53 5.12 4.76 


LFU PLUG TO MCX JACK BULKHEAD, 
1.13mm COAX 


Model No. Length 1-24 25-49 50-99 
PE38298-6 6" $14.95 $13.90 $12.86 
PE38298-12 12" 15.95 14.83 13.72 
PE38298-18 18" 16.95 15.76 14.58 


LFU PLUG TO REVERSE THREAD SMA FEMALE 
BULKHEAD, RG178B/U COAX 


100 + 


25-49 


Model No. Length 1-24 

PE38301-3 3 $34.95 $32.50 $30.06 $27.96 
PE38301-6 6" 35.45 32.97 30.49 28.36 
PE38301-9 g” 35.95 33.43 30.92 28.76 
PE38301-12 12" 36.45 33.90 31.35 29.16 
PE38301-18 18" 37.45 34.83 32.21 29.96 
PE38301-24 24" 38.45 35.76 33.07 30.76 
PE38301-XX Any Same-Day Shipment / Call for Pricing 


LFU PLUG TO REVERSE POLARITY TNC FEMALE 
BULKHEAD, RG178B/U eres 
wii 


ah: 


Model No. Length 1-24 25-49 100 + 
PE38303-3 hd $29.95 $27.85 $25.76 $23.96 
PE38303-6 6" 30.45 28.32 26.19 24.36 
PE38303-9 9" 30.95 28.78 26.62 24.76 
PE38303-12 12% 31.45 29.25 27.05 25.16 
PE38303-18 18" 32.45 30.18 27.91 25.96 
PE38303-24 24" 33.95 31.57 29.20 27.16 
PE38303-XX Any Same-Day Shipment / Call for Pricing 


LFU PLUG TO TNC FEMALE BULKHEAD, RG178B/U COAX 


CHT ernie 
cory rr | | | i 
Nar NM phe 

a ew 


Model No. Length 1-24 25-49 50-99 100 + 
PE38304-3 * $29.95 $27.85 $25.76 $23.96 
PE38304-6 6" 30.45 28.32 26.19 24.36 
PE38304-9 9" 30.95 28.78 26.62 24.76 
PE38304-12 12" 31.45 29.25 27.05 25.16 
PE38304-18 18" 32.45 30.18 27.91 25.96 
PE38304-24 24" 33.95 $1.57 29.20 27.16 
PE38304-XX Any Same-Day Shipment / Call for Pricing 


Phone: 949-261-1920 Fax: 949-261-7451 
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140 = All Products Available Online! www.pasternack.com 


HIGH DEFINITION (HD) CABLE ASSEMBLIES 


The HD Precision 75 Ohm cable assemblies are recommended for demanding applications where signal 


integrity is critical. 
cable, which provides improved impedance and 


The assemblies are designed around Pasternack's new PE-BYR940 Mini-59 coax 
phase stability over standard RG type assemblies. 


Typical applications include HDTV, satellite communications, and digital broadcast. 


BNC MALE TO BNC MALE 


TU: etait ames it senna 


Model No. Length 1-24 25-49 50-99 100 + 
PE38130-12 UF $32.60 $30.32 $28.04 $26.08 
PE38130-24 24" 34.65 32.22 29.80 27.72 
PE38130-36 36" 36.65 34.08 31.52 29.32 
PE38130-48 48" 38.70 35.99 33.28 30.96 
PE38130-60 60" 40.75 37.90 35.05 32.60 
PE38130-72 7Zz 42.80 39.80 36.81 34.24 
PE38130-120 120" 50.95 47 .38 43.82 40.76 


_ BNC FEMALE BULKHEAD TO BNC MALE 


coer 


100 + 


ee 


Model No. 


Length 1-24 25-49 50-99 
PE38132-12 12” $43.80 $40.73 $37.67 $35.04 
PE38132-24 24" 45.85 42.64 39.43 36.68 
PE38132-36 36" 47.90 44.55 41.19 38.32 
PE38132-48 48" 49.95 46.45 42.96 39.96 
PE38132-60 60" 51.95 48.31 44.68 41.56 
PE38132-72 727 54.00 50.22 46.44 43.20 
PE38132-120 120" 62.15 57.80 53.45 49.72 
F MALE TO F MALE 


eal ESTE 


=i | | 
L—4 


Model No. Length 1-24 25-49 50-99 100 + 
PE38136-12 12" $12.70 $11.81 $10.92 $10.16 
PE38136-24 24" 14.25 13.25 12.26 11.40 
PE38136-36 36" 15.75 14.65 13.55 12.60 
PE38136-48 48" 17.30 16.09 14.88 13.84 
PE38136-60 60" 18.80 17.48 16.17 15.04 
PE38136-72 hee 20.35 18.93 17.50 16.28 
PE38136-120 120" 25.95 24.13 22.32 20.76 


F FEMALE BULKHEAD TO F MALE 
ai 


peta _ 
i cen it 
Model No. Length 1-24 25-49 50-99 100 + 


aetaise? 


PE38138-12 12" $16.25 $15.11 $13.98 $13.00 
PE38138-24 24" 17.80 16.55 15.31 14.24 
PE38138-36 36" 19.35 18.00 16.64 15.48 
PE38138-48 48" 20.85 19.39 17.93 16.68 
PE38138-60 60" 22.40 20.83 19.26 17.92 
PE38138-72 A ir dee 23.90 22.23 20.55 19.12 
PE38138-120 120" 30.55 28.41 26.27 24.44 

MINI SMB PLUG TO MINI SMB PLUG 

ii PAGAN AOK ii 
Model No. Length 1-24 25-49 50-99 100 + 
PE38139-12 12" $50.95 $47.38 $43.82 $40.76 
PE38139-24 24" 44.85 41.71 38.57 35.88 
PE38139-36 36" 46.85 43.57 40.29 37.48 
PE38139-48 48" 48.90 45.48 42.05 39.12 
PE38139-60 60" 50.95 47.38 43.82 40.76 
PE38139-72 Lee 53.00 49.29 45.58 42.40 
PE38139-120 120" 61.15 56.87 52.59 48.92 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


BNC MALE RIGHT ANGLE TO BNC MALE 


Model No. Length 1-24 25-49 50-99 100 + 
PE38131-12 12° $41.75 $38.83 $35.91 $33.40 
PE38131-24 24" 43.80 40.73 37.67 35.04 
PE38131-36 36" 45.85 42.64 39.43 36.68 
PE38131-48 48" 47.90 44.55 41.19 38.32 
PE38131-60 60" 49.95 46.45 42.96 39.96 
PE38131-72 72" 51.95 48.31 44.68 41.56 
PE38131-120 120" 60.15 55.94 5h. 73 48.12 
BNC MALE TO MINI SMB PLUG 
ASTERNACK ea IN 
Model No. Length 1-24 25-49 50-99 100 + 
PE38040-12 12? $35.65 $33.15 $30.66 $28.52 
PE38040-24 24" 36.65 34.08 31.52 29.32 
PE38040-36 36" 37.70 35.06 32.42 30.16 
PE38040-48 48" 38.70 35.99 33.28 30.96 
PE38040-60 60" 39.75 36.97 34.19 31.80 
PE38040-72 72" 40.75 37.90 35.05 32.60 
PE38040-120 120" 43.80 40.73 37.67 35.04 


F MALE RIGHT ANGLE TO F MALE 


_ 
Model No. Length 1-24 25-49 50-99 100 + 


PE38137-12 12" $20.35 $18.93 $17.50 $16.28 
PE38137-24 24" 21.90 20.37 18.83 17.52 
PE38137-36 36" 23.40 21.76 20.12 18.72 
PE38137-48 48" 24.95 23.20 21.46 19.96 
PE38137-60 60" 26.45 24.60 RY | 21.16 
PE38137-72 7ex 28.00 26.04 24.08 22.40 
PE38137-120 120" 34.10 31.71 29.33 27.28 


MINI SMB JACK TO MINI SMB PLUG 


Model No. Length 1-24 25-49 50-99 100 + 


PE38141-12 125 $40.75 $37.90 $35.05 $32.60 
PE38141-24 24" 42.80 39.80 36.81 34.24 
PE38141-36 36" 44.85 41.71 38.57 35.88 
PE38141-48 48" 46.85 43.57 40.29 37.48 
PE38141-60 60" 48.90 45.48 42.05 39.12 
PE38141-72 123 50.95 47.38 43.82 40.76 
PE38141-120 120" 59.10 54.96 50.83 47.28 


MINI SMB PLUG RIGHT ANGLE TO MINI SMB PLUG 


Toubniackuusiinkesttt; tl 


Model No. 


Length 1-24 25-49 50-99 100 + 
PE38140-12 125 $50.95 $47.38 $43.82 $40.76 
PE38140-24 24" 53.00 49.29 45.58 42.40 
PE38140-36 36" 55.05 51.20 47.34 44.04 
PE38140-48 48" 57.05 53.06 49.06 45.64 
PE38140-60 60" 59.10 54.96 50.83 47.28 
PE38140-72 Lee 61.15 56.87 52.59 48.92 
PE38140-120 120" 69.30 64.45 59.60 55.44 


Free Ground Freight 
Same-Day Shipping 
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RCA MALE TO RCA MALE 
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_ Model _ No. Length 1-24 25-49 50-99 100 + 
) PE38133-12 lz $40.75 $37.90 $35.05 $32.60 
| PE38133-24 24" 42.80 39.80 36.81 34.24 
| PE38133-36 36" 44.85 41.71 38.57 35.88 
_ PE38133-48 48" 46.85 43.57 40.29 37.48 
| PE38133-60 60" 48.90 45.48 42.05 39.12 
| PE38133-72 7a 50.95 47.38 43.82 40.76 


| 
| PE38133-120 120" 59.10 54.96 50.83 47.28 


| Model_No. Length 1-24 25-49 50-99 100 + 
| PE38135-12 12? $45.85 $42.64 $39.43 $36.68 
| PE38135-24 24" 47.90 44.55 41.19 38.32 
 PE38135-36 36" 49.95 46.45 42.96 39.96 
| PE38135-48 48" 51.95 48.31 44.68 41.56 
| PE38135-60 60" 54.00 50.22 46.44 43.20 
| PE38135-72 ie. 56.05 52.13 48.20 44.84 
| PE38135-120 120" 64.20 59.71 55.21 51.36 


| Model No. Length 1-24 25-49 50-99 100 + 

PE37968-36 36" $81.55 $75.84 $70.13 $65.24 

PE37968-72 ie 101.95 94.81 87.68 81.56 
For Additional Lengths, Please Contact Technical Support 


N MALE TO N MALE RIGHT ANGLE 
THT 1/2” HELICAL FLEX 
jem RMN 


PASTERNACK 


) Model No. Length 1-24 25-49 50-99 100 + 


PE37970-36 36" $101.95 $94.81 $87 .68 $81.56 
PE37970-72 72" 122.35 113.79 105.22 97.88 


For Additional Lengths, Please Contact Technical Support 


N MALE TO N FEMALE, 1/2” HELICAL FLEX 


PASTERNACK 


Tan TTT | 


| Model No. Length 1-24 25-49 50-99 100 + 

_ PE37969-36 36" $91.75 $85.33 $78.91 $73.40 

PE37969-72 72" 112.15 104.30 96.45 89.72 
For Additional Lengths, Please Contact Technical Support 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


CoHIGH DEFINITION (HD) CABLE ASSEMBLIES (conro) 


RCA MALE RIGHT ANGLE TO RCA MALE 


Model_No. Length 1-24 25-49 50-99 100 + 
PE38134-12 12" $49.95 $46.45 $42.96 $39.96 
PE38134-24 24" 51.95 48.31 44.68 41.56 
PE38134-36 36" 54.00 50.22 46.44 43.20 
PE38134-48 48" 56.05 52.13 48.20 44.84 
PE38134-60 60" 58.10 54.03 49.97 46.48 
PE38134-72 185 60.15 55.94 51.73 48.12 
PE38134-120 120" 68.30 63.52 58.74 54.64 


If you need a custom-length cable assembly, you can select 


your desired length, see pricing, and order online at our 
100% secure website: www.Pasternack.com, or contact 
Technical Support at (866) 727-8376, or email at 
TechSupport@pasternack.com. 


Model No. Length 1-24 25-49 50-99 100 + 
PE37971-36 36" $101.95 $94.81 $87 .68 $81.56 
PE37971-72 ry 122.35 113.79 105.22 97.88 


For Additional Lengths, Please Contact Technical Support 


7/16 DIN MALE TO 7/16 DIN MALE RIGHT ANGLE 
is 1/2” HELICAL FLEX aaa 


lA 
in 


Model No. Length 1-24 25-49 50-99 100 + 


PE37973-36 36" $122.35 $113.79 $105.22 $97.88 
PE37973-72 Ut Ae 142.75 132.76 122.77 114.20 
For Additional Lengths, Please Contact Technical Support 


7/16 DIN MALE TO 7/16 DIN FEMALE, 1/2” HELICAL FLEX 


Model No. Length 1-24 25-49 50-99 100 + 
PE37972-36 36" $112.15 $104.30 $96.45 $89.72 
PE37972-72 72" 132.55 123.27 113.99 106.04 


For Additional Lengths, Please Contact Technical Support 


Phone: 949-261-1920 Fax: 949-261-7451 
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142 ~All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


ALLIGATOR CLIPS TO BANANA PLUG 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3502-12 12" $21.20 $19.72 $18.23 $16.96 
PE3502-24 24" 21.60 20.09 18.58 17.28 
PE3502-36 36" 22.05 20.51 18.96 17.64 
PE3502-48 48" 22.45 20.88 19.31 17.96 
PE3502-60 60" 22.85 21.25 19.65 18.28 
PE3502-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3164-12 12" $23.85 $22.18 $20.51 $19.08 
PE3164-24 24" 25.20 23.44 21.67 20.16 
PE3164-36 36" 26.50 24.65 22.79 21.20 
PE3164-48 48" 27.85 25.90 23.95 22.28 
PE3164-60 60" 29.15 27.11 25.07 eae 
PE3164-XX Any Same-Day Shipment / Call for Pricing 


UHF MALE TO BANANA PLUG 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3010-12 12" $19.90 $18.51 $17.11 $15.92 
PE3010-24 24" 20.30 18.88 17.46 16.24 
PE3010-36 36" 20.70 19.25 17.80 16.56 
PE3010-48 48" 21.10 19.62 18.15 16.88 
PE3010-60 60" 21.50 20.00 18.49 17.20 
PE3010-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34244-12 12% $23.85 $22.18 $20.51 $19.08 
PE34244-24 24" 25.20 23.44 21.67 20.16 
PE34244-36 36" 26.50 24.65 22.79 21.20 
PE34244-48 48" 27.85 25.90 23.95 22.28 
PE34244-60 60" 29.15 27.11 25.07 2332 
PE34244-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO 
ALLIGATOR CLIPS 


CABLE LENGTH IS LENGTH STATED PLUS APPROXIMATELY 
6” OF BLACK & RED TEST LEAD 


93.9 OHM, RGSSB/U COAX, DOUBLE SHIELDED 


Model No. 25-49 50-99 100 + 
PE34536-12 ae ie $19.72 $18.23 $16.96 
PE34536-24 24" 21.95 20.41 18.88 17.56 
PE34536-36 36" 22.70 21.7% 19.52 18.16 
PE34536-48 48" 23.35 21.724 20.08 18.68 
PE34536-60 60" 24.05 22.37 20.68 19.24 
PE34536-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGS8C/U COAX 


ee 


Model No. Length 1-24 25-49 50-99 100 + 
PE3501-12 12" $19.90 $18.51 $17.11 $15.92 
PE3501-24 24" 20.30 18.88 17.46 16.24 
PE3501-36 36" 20.70 19.25 17.80 16.56 
PE3501-48 48" 21.10 19.62 18.15 16.88 © 
PE3501-60 60" 21.50 20.00 18.49 17.20 
PE3501-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RGS9B/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3954-12 ig tists $20.93 $19.35 $18.00 
PE3954-24 24" 22.95 21.34 19.74 18.36 
PE3954-36 36" 23.30 21.67 20.04 18.64 
PE3954-48 48" 23.75 22.09 20.43 19.00 
PE3954-60 60" 24.10 22.41 20.73 19.28 
PE3954-XX Any Same-Day Shipment / Call for Pricing 


93 OHM, RG62A/U COAX 


Model No. Length 50-99 100 + 
PE34532-12 12% ae see $19.35 $18.00 
PE34532-24 24" 22.95 21.34 19.74 18.36 
PE34532-36 36" 23.30 21.67 20.04 18.64 
PE34532-48 48" 23.75 22.09 20.43 19.00 
PE34532-60 60" 24.10 22.41 20.73 19.28 
PE34532-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 50-99 100 + 
PE3571-12 ia" ‘iiss $18.51 $17.11 $15.92 
PE3571-24 24" 22.50 20.93 19.35 18.00 
PE3571-36 36" 25.20 23.44 21.67 20.16 
PE3571-48 48" 27.85 25.90 23.95 22.28 
PE3571-60 60" 30.50 28.37 26.23 24.40 
PE3571-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 5-49 50-99 

PE3346-12 12" Siases rite $17.11 mace 
PE3346-24 24" 21.20 19.72 18.23 16.96 
PE3346-36 36" 22.50 20.93 19.35 18.00 
PE3346-48 48" 23.85 22.18 20.51 19.08 
PE3346-60 60" 25.20 23.44 21.67 20.16 
PE3346-XX Any 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model N ength 25-49 50-99 100 + 
seiaaa! 12 oe ices $18.51 $17.11 $15.92 
PE34534-24 24" 22.50 20.93 19.35 18.00 
PE34534-36 36" 25.20 23.44 21.67 20.16 
PE34534-48 48" 27.85 25.90 23.95 22.28 
PE34534-60 60" 30.50 28.37 26.23 24.40 
PE34534-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Free Ground Freight 
Same-Day Shipping 


Same-Day Shipment / Call for Pricing 


BNC MALE TO BANANA PLUG BANANA PLUG TO BANANA PLUG 


| 
| 50 OHM, RG58C/U COAX 50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3000-12 12" $18.55 $17.25 $15.95 $14.84 PE3005-12 12" $18.55 $17.25 $15.95 $14.84 
PE3000-24 24" 18.95 17.62 16.30 15.16 PE3005-24 24" 18.95 17.62 16.30 15.16 
| PE3000-36 36" 19.45 18.09 16.73 15.56 PE3005-36 36" 19.45 18.09 16.73 15.56 
PE3000-48 48" 19.80 18.41 17.03 15.84 PE3005-48 48" 19.80 18.41 17.03 15.84 
PE3000-60 60" 20.25 18.83 17.42 16.20 PE3005-60 60" 20.25 18.83 17.42 16.20 
| PE3000-XX Any Same-Day Shipment / Call for Pricing PE3005-XX Any Same-Day Shipment / Call for Pricing 2 
” 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 2 hy 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + = = 
| PE33440-12 iz. $21.20 $19.72 $18.23 $16.96 PE33446-12 12s $21.20 $19.72 $18.23 $16.96 ia 
| PE33440-24 24" 23.85 22.18 20.51 19.08 PE33446-24 24" 23.85 22.18 20.51 19.08 fy:] 
| PE33440-36 36" 26.50 24.65 22.79 21.20 PE33446-36 36" 26.50 24.65 22.79 21.20 ” 
| PE33440-48 48" 29.15 27.11 25.07 23.32 PE33446-48 48" 29.15 Lawl. 25.07 23.32 
| PE33440-60 60" 31.80 29.57 27:35 25.44 PE33446-60 60" 31.80 29.57 27.35 25.44 
PE33440-XX Any Same-Day Shipment / Call for Pricing PE33446-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
| Model No. Length 1-24 25-49 50-99 100-+ Model No. Length 1-24 25-49 50-99 100. + 
_ PE34593-12 12" $21.20 $19.72 $18.23 $16.96 PE34595-12 12" $21.20 $19.72 $18.23 $16.96 
| PE34593-24 24" 21.45 19.95 18.45 17.16 PE34595-24 24" 21.45 19.95 18.45 17.16 
| PE34593-36 aa, 21.75 20.23 18.71 17.40 PE34595-36 36" 21.75 20.23 18.71 17.40 
- PE34593-48 . 48" 22.05 20.51 18.96 17.64 PE34595-48 48" 22.05 20.51 18.96 17.64 
| PE34593-60 60" 22.30 20.74 19.18 17.84 PE34595-60 60” 22.30 20.74 19.18 17.84 
| PE34593-XX Any Same-Day Shipment / Call for Pricing PE34595-XX Any Same-Day Shipment / Call for Pricing 
| 50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
_ Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
_ PE33442-12 12" $21.20 $19.72 $18.23 $16.96 PE33449-12 128 $21.20 $19.72 $18.23 $16.96 
| PE33442-24 24" 22.50 20.93 19.35 18.00 PE33449-24 24" 22.50 20.93 19.35 18.00 
| PE33442-36 36" 23.85 22.18 20.51 19.08 PE33449-36 36" 23.85 22.18 20.51 19.08 
| PE33442-48 48" 25.20 23.44 21.67 20.16 PE33449-48 48" 25.20 23.44 21.67 20.16 
PE33442-60 60" 26.50 24.65 22.79 21.20 PE33449-60 60" 26.50 24.65 22.79 21.20 
PE33442-XX Any Same-Day Shipment / Call for Pricing PE33449-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34597-12- 125 $22.50 $20.93 $19.35 $18.00 PE34600-12 125 $22.50 $20.93 $19.35 $18.00 
| PE34597-24 24" 23.45 21.81 20.17 18.76 PE34600-24 24" 23.45 21.81 20.17 18.76 
PE34597-36 36" 24.50 22.79 21.07 19.60 PE34600-36 36" 24.50 22.79 21.07 19.60 
PE34597-48 48" 25.45 23.67 21.89 20.36 PE34600-48 48" 25.45 23.67 21.89 20.36 
| PE34597-60 60" 26.40 24.55 22.70 21:12 PE34600-60 60" 26.40 24.55 22.70 21.12 
| PE34597-XX Any Same-Day Shipment / Call for Pricing PE34600-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34602-12 12" $23.85 $22.18 $20.51 $19.08 PE34604-12 12" $23.85 $22.18 $20.51 $19.08 
PE34602-24 © 24" 26.30 24.46 22.62 21.04 PE34604-24 24" 26.30 24.46 22.62 21.04 
PE34602-36 36" 28.65 26.64 24.64 22.92 PE34604-36 36" 28.65 26.64 24.64 22.92 
PE34602-48 48" 31.10 28.92 26.75 24.88 PE34604-48 48" 31.10 28.92 26.75 24.88 
PE34602-60 60" 33.50 31.16 28.81 26.80 PE34604-60 60" 33.50 31.16 28.81 26.80 
PE34602-XX Any Same-Day Shipment / Call for Pricing PE34604-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33444-12 12" $21.20 $19.72 $18.23 $16.96 PE33454-12 12e $21.20 $19.72 $18.23 $16.96 
PE33444-24 24" 23.85 22.18 20.51 19.08 PE33454-24 24" 23.85 22.18 20.51 19.08 
PE33444-36 36" 26.50 24.65 22.79 21.20 PE33454-36 36" 26.50 24.65 22.79 21.20 
PE33444-48 48" 29.15 27.11 25.07 23.32 PE33454-48 48" 29.15 27.12 25.07 23.32 
PE33444-60 60" 31.80 29.57 27.35 25.44 PE33454-60 60" 31.80 29.57 27.35 25.44 
PE33444-XX Any Same-Day Shipment / Call for Pricing PE33454-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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LENGTH FOR ALL CABLES ON THIS PAGE IS DETERMINED AS FOLLOWS: 
LENGTH STATED PLUS APPROXIMATELY 6” OF RED & BLACK TEST LEAD : 


BNC MALE TO MINIATURE 
ALLIGATOR CLIPS 


50 OHM, RGS8C/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33546-12 LZs $24.65 $22.92 $21.20 $19.72 
PE33546-24 24" 25.05 23.30 21.54 20.04 
PE33546-36 36" 25.45 23.67 21.89 20.36 
PE33546-48 48" 25.80 23.99 22.19 20.64 
PE33546-60 60" 26.25 24.41 22.58 21.00 
PE33546-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
a Model No. Length 1-24 25-49 50-99 100 + 
Phe PE33548-12 12" $26.00 $24.18 $22.36 $20.80 
Fe =PE33548-24 24" 26.45 24.60 22.75 21.16 
oO PE33548-36 36" 26.85 24.97 23.09 21.48 
PE33548-48 48" 27.30 25.39 23.48 21.84 
PE33548-60 60" 27.65 rk 23.78 22.12 
PE33548-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO 
STACKING TIP PLUGS 


50 OHM, RGS8C/U COAX 


Model No. Length 24 25-49 50-99 100 + 
PE33009-12 127 “te 65 $22.92 $21.20 $19.72 
PE33009-24 24" 25.05 23.30 21.54 20.04 
PE33009-36 36" 25.45 23.67 21.89 20.36 
PE33009-48 48" 25.80 23.99 22.19 20.64 
PE33009-60 60" 26.25 24.41 22.58 21.00 
PE33009-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE33550-12 12" “= ~ $24.18 $22.36 $20.80 
PE33550-24 24" 26.45 24.60 22.75 21.16 
PE33550-36 36" 26.85 24.97 23.09 21.48 
PE33550-48 48" 27.30 25.39 23.48 21.84 
PE33550-60 60" 27.65 25.71 23.78 22.12 
PE33550-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO STANDARD 
STACKING BANANA PLUGS 


50 OHM, RGS8C/U COAX 


Model No. Length 24 25-49 50-99 100 + 
PE33552-12 12" on 65 $22.92 $21.20 $19.72 
PE33552-24 24" 25.05 23.30 21.54 20.04 
PE33552-36 36" 25.45 23.67 21.89 20.36 
PE33552-48 48" 25.80 23.99 22.19 20.64 
PE33552-60 60" 26.25 24.41 22.58 21.00 
PE33552-XX Any Same-Day Shipment / Call for Pricing 
15 OHM, RGS9B/U COAX 
Model No. Length -24 25-49 50-99 100 + 
PE33554-12 Iza ag: 00 $24.18 $22.36 $20.80 
PE33554-24 24" 26.45 24.60 22.75 21.16 
PE33554-36 36" 26.85 24.97 23.09 21.48 
PE33554-48 48" 27.30 25.39 23.48 21.84 
PE33554-60 60" 27.65 25.71 23.78 22.12 
PE33554-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO MINIATURE 
STACKING BANANA PLUGS 


50 OHM, RGS8C/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33557-12 12" $24.65 $22.92 $21.20 $19.72 
PE33557-24 24" 25.05 23.30 21.54 20.04 
PE33557-36 36" 25.45 23.67 21.89 20.36 
PE33557-48 48" 25.80 23.99 22.19 20.64 
PE33557-60 60" 26.25 24.41 22.58 21.00 
PE33557-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 


PE33559-12 12" $26.00 $24.18 $22.36 $20.80 
PE33559-24 24" 26.45 24.60 22.75 21.16 
PE33559-36 36" 26.85 24.97 23.09 21.48 
PE33559-48 48" 27.30 25.39 23.48 21.84 
PE33559-60 60" 27.65 25.71 23.78 22.12 
PE33559-XX Any Same-Day Shipment / Call for Pricing 


Bickle MALE Te SAFETY HOOKS 


50 OHM, RGS8C/U COAX 


Model No. Length _ -49 50-99 100 + 
PE33561-12 aD aT fs oF 92 $21.20 $19.72 
PE33561-24 24" 25.05 23.30 21.54 20.04 
PE33561-36 36" 25.45 23.67 21.89 20.36 
PE33561-48 48" 25.80 23.99 22.19 20.64 
PE33561-60 60" 26.25 24.41 22.58 21.00 
PE33561-XX Any Same-Day Shipment / Call for Pricing 
1s OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + 
PE33563-12 12" rvs * $24.18 $22.36 $20.80 
PE33563-24 24" 26.45 24.60 22.75 21.16 
PE33563-36 36" 26.85 24.97 23.09 21.48 
PE33563-48 48" 27.30 25.39 23.48 21.84 
PE33563-60 60" 27.65 25.71 23.78 22.12 
PE33563-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO 
UNTERMINATED WIRES | 


50 OHM, RG58C/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33565-12 12" $23.10 $21.48 $19.87 $18.48 
PE33565-24 24" 23.50 21.86 20.21 18.80 
PE33565-36 36" 23.90 22.23 20.55 19.12 
PE33565-48 48" 24.40 22.69 20.98 19.52 
PE33565-60 60" 24.85 23.11 21.37 19.88 
PE33565-XX Any Same-Day Shipment / Call for Pricing 
Ls OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33567-12 12" $24.65 $22.92 $21.20 $19.72 
PE33567-24 24" 25.05 23.30 21.54 20.04 
PE33567-36 36" 25.45 23.67 21.89 20.36 
PE33567-48 48" 25.80 23.99 22.19 20.64 
PE33567-60 60" 26.25 24.41 22.58 21.00 
PE33567-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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SINGLE WIRE PATCH CORDS 


All of the color coded Patch Cords listed below are rated at 2500 Volts, 5 Amps and +50 °C 


BLACK RED PRICE 
M LENGTH 1-24 25-49 50-99 100 + 
STACKING BANANA PLUG TOSTACKING BANANA PLUG PE9930-6-B PE9930-6-R 6" $5.75 $5.35 $4.95 $4.60 
PE9930-12-B PE9930-12-R 12" 5.85 5.44 5.03 mi6s 
PE9930-18-B PE9930-18-R 18" 6.00 5.58 5.16 4.80 
PE9930-24-B PE9930-24-R 24" 6.10 5.67 5.25 4.88 
See ee PE9930-36-B PE9930-36-R 36" 6.30 5.86 5.42 5.04 
PE9930-48-B PE9930-48-R 48" 6.60 6.14 5.68 5.28 
PE9930-60-B PE9930-60-R 60" 6.80 6.32 5.85 5.44 
PE9930-72-B PE9930-72-R 72" 7.05 6507 6.06. 5.64 
M Red Model No. LENGTH 1-24 25-49 50-99 100+ 
ALLIGATOR CLIP TO STACKING BANANA PLUG PE9931-6-B PE9931-6-R 6" $5.55 $5.16 $4.77 $4.44 
PE9931-12-B PE9931-12-R 12" 5.65 5.25 4.86 4.52 
PE9931-18-B PE9931-18-R 18" 5.80 5.39 4.99 4.64 
PE9931-24-B PE9931-24-R 24" 5.90 5.49 5.07 4.72 
PE9931-36-B PE9931-36-R 36" 6.10 5.67 5.25 4.88 
PE9931-48-B PE9931-48-R 48" 6.35 5.91 5.46 5.08 
PE9931-60-B PE9931-60-R 60" 6.55 6.09 5.63 5.24 
PE9931-72-B PE9931-72-R 72" 6.80 6.32 5.85 5.44 
LENGTH 1-24 25-49 50-99 100 + 
ALLIGATOR CLIP TO ALLIGATOR CLIP PE9932-6-B PE9932-6-R 6" $5.55 $5.16 $4.77. $4.44 
PE9932-12-B PE9932-12-R 12" 5.65 5.25 4.86. 4.52 
PE9932-18-B PE9932-18-R 18" 5.80 5.39 4.99 4.64 
PE9932-24-B PE9932-24-R 24" 5.90 5.49 5.07 4.72 
PE9932=36-B PE9932-36-R 36" 6.10 5.67 5.25 4.88 
ene Sa aaa PE9932-48-B PE9932-48-R 43" 6.35 5.91 5.46 5.08 
PE9932-60-B PE9932-60-R 60" 6.55 6.09 5.63 5.24 
PE9932-72-B PE9932-72-R 72" 6.80 6.32 5.85 5.44 
LENGTH 1-24 25-49 50-99 100+ 
MINI ALLIGATOR CLIP TO STACKING BANANA PLUG PE9933-6-B PE9933-6-R 6" $5.55°) $5.16 $4.77 $4.44 
PE9933-12-B PE9933-12-R 12" 5.65 5.25 4.86 4.52 
PE9933-18-B PE9933-18-R 18" 5.80 5.39 4.99 4.64 
PE9933-24-B PE9933-24-R 24" 5.90 5.49 5.07 4.72 
PE9933-36-B PE9933-36-R 36" 6.10 5.67 5.25 4.88 
PE9933-48-B PE9933-48-R 48" 6.35 5.91 5.46 5.08 
PE9933-60-B PE9933-60-R 60" 6.55 6.09 5.63 5.24 
PE9933-72-B PE9933-72-R 72" 6.80 6.32 5.85 5.44 
Model LENGTH a2 25-49 50-99 100+ 
MINI ALLIGATOR CLIP TO MINI ALLIGATOR CLIP PE9934-6-B PE9934-6-R 6" Pr $5.16 $4.77 $4.44 
PE9934-12-B PE9934-12-R 12" 5.65 5.25 dalbaandes] 
PE9934-18-B PE9934-18-R 18" 5.80 5.39 4.99 a6 
PE9934-24-B PE9934-24-R 24" 5.90 5.49 5.07 4.72 
PE9934-36-B PE9934-36-R 36" 6.10 5.67 5.25 4.88 
oe a a ee es PE9934-48-B PE9934-48-R 48" 6.35 5.91 5.46 5.08 
PE9934-60-B PE9934-60-R 60" 6.55 6.09 5.63 5.24 
; PE9934-72-B PE9934-72-R 72" 6.80 6.32 5.85 5.44 
M LENGTH 1-24 25-49 50-99 100 _+ 
INSULATED SPADE LUG TO ALLIGATOR CLIP PE9935-6-B PE9935-6-R 6" $5.55 $5.16 $4.77 $4.44 
PE9935-12-B PE9935-12-R 12" 5.65 Sg5 = <alag 4.52 
PE9935-18-B PE9935-18-R 18" 5.80 5.39 4.99 4.64 
PE9935-24-B PE9935-24-R 24" 5.90 5.49 5.07 4.72 
PE9935-36-B PE9935-36-R 36" 6.10 5.67 5.25 4.88 
Si —n/ | PE9935-48-B PE9935-48-R 48" 6.35 5.91 5.46 5.08 
PE9935-60-B PE9935-60-R 60" 6.55 6.09 5.63 5.24 
PE9935-72-B PE9935-72-R 72" 6.80 6.32 5.85 5.44 
M LENGTH £ 25-49 50-99 100 + 
INSULATED SPADE LUG TO STACKING BANANA PLUG PE9936-6-B PE9936-6-R 6" ae $5.16 $4.77 $4.44 
PE9936-12-B PE9936-12-R 12" 5.65 5.25 4.86 4.52 
PE9936-18-B PE9936-18-R 18" 5.80 5.39 4,99 4.64 
PE9936-24-B PE9936-24-R 24" 5.90 5.49 5.07 4.72 
PE9936-36-B PE9936-36-R 36" 6.10 5.67 5.25 4.88 
PE9936-48-B PE9936-48-R 48" 6.35 5.91 5.46 5.08 
PE9936-60-B PE9936-60-R 60" 6.55 6.09 5.63 5.24 
PE9936-72-B PE9936-72-R 72" 6.80 6.32 5.85 5.44 


a1qe) 


> 
w 
7) 
© 
3 
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BREAKOUTS 


ALL BREAKOUTS HAVE APPROXIMATELY 6” LONG RED AND BLACK LEADS 


BNC MALE 


Model _No. PE9900 
1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


STANDARD ALLIGATOR 
CLIPS 

> 

4 Bees; 

© = aps” de] PE9901 

so 1-24 25-49 50-99 100 + 

— iy $12.05 $11.21 $10.36 $9.64 

e MINIATURE ALLIGATOR 

“” CLIPS 


ll, EIN Model No. PE9903 
ym ey * 1-24 25-49 50-99 100 + 
$13.20 $12.28 $11.35 $10.56 
STANDARD STACKING 
BANANA PLUGS 


Mode] No. PE9904 
1-24 25-49 50-99 100 + 
$14.30 $13.30 $12.30 $11.44 


MINIATURE STACKING 
BANANA PLUGS 
ne Model P 
\\ 1-24 25-49 50-99 100 + 
$13.20 $12.28 $11.35 $10.56 
SAFETY HOOKS 


Model _ No. PE9906 
1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76 


PRAIA Rg 50-99 100 + 
| lO .05 $11.21 $10.36 $9.64 


INSULATED SPADE LUGS 


1-24 25-49 50-99 100 + 
$8.65 $8.04 $7.44 $6.92 
UN-TERMINATED #20 


AWG LEADS 


—— man 


BNC FEMALE 


Model No. PE9909 
1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76 


Model No. PE9910 
1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76 


Model No. PE9912 
1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


Model No. PE9913 
1-24 25-49 50-99 100 + 
$13.20 $12.28 $11.35 $10.56 


Model No. PE9915 
$9.90 $9.21 $8.51 $7.92 


1 PE991 
1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76 


Model No. PE9917 
1-24 25-49 50-99 100 + 
$7.75 $7.21 $6.67 $6.20 


—— | | ——_— 


CRIMP ON FOR RG58 


Model No, PE9950 
1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


Model No, PE9951 
1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76 


Model No. PE9952 
1-24 25-49 50-99 100 + 
$13.20 $12.28 $11.35 $10.56 


Model No, PE9953 


1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


Model No. PE9954 
1-24 25-49 50-99 100 + 
$13.20 $12.28 $11.35 $10.56 


Model No. PE9955 
1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


Model No, PE9956 
1-24 25-49 50-99 100 + 
$9.90 $9.21 $8.51 $7.92 


8.51Model No. PE9957 
1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76 


Model No. PE9958 
1-24 25-49 50-99 100 + 
$7.75 $7.21 $6.67 $6.20 


—=—| | 


CRIMP ON FOR RG59 


Model No, PE9959 
1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


Model No, _PE9960 
1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


Model No, PE9961 
1-24 25-49 50-99 100 + 
$14.30 $13.30 $12.30 $11.44 


~ Model No. PE9962 
$13.20 $12.28 $11.35 $10.56 


Model No, PE9963 
1-24 25-49 50-99 100 + 
$14.30 $13.30 $12.30 $11.44 


Mode] No, _PE9964 
1-24 25-49 530-99 100 + 
$13.20 $12.28 $11.35 $10.56 


Model No, PE9965 
1:24 25-49 
$10.95 $10.18 $9.42 $8.76 


Model No, PE9966 
1-24 25-49 50-99 100 + 
$12.05 $11.21 $10.36 $9.64 


Mode] No, PE9967 
1-24 25-49 50-99 100 + 
$8.65 $8.04 $7.44 $6.92 
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Oe 


50-99 100+ 


_ INDEX GUIDE TO 
COAXIAL CONNECTORS 


GUIDE: CONNECTORS ARE ARRANGED IN THIS SECTION BY GROUP AND THEN BY INCREASING 


FREQUENCY RANGE. PLEASE REVIEW THE CONNECTOR FREQUENCY RANGE CHART ON THE NEXT PAGE 
FOR REFERENCE. 


NEW PRODUCTS AND CATEGORIES ARE IDENTIFIED WITH THE Q{EQ§ SYMBOL. 


THREADED 
CONNECTORS 


PUSH-ON 
CONNECTORS 


REVERSE POLARITY TEST & OTHER 
& REVERSE THREAD CONNECTORS 
CONNECTORS 


POSITIVE SNAP 
MINI SMB-75 OHM 182 & 184 
MCX-75 OHM 


BNC TWINAX 
TNC-75 OHM 


3/4"-20 TWINAX 


‘ 
: 
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CONNECTOR FREQUENCY RANGE CHART 


Cable Routers 
LAN 
Broadcast TV 
LAN 
Cable TV 
Mobile Radio 
Body Scanners 
Satcom (uplink) 
Base Stations 
Police Radar 
Microwave Radio Links 
High Frequency 
Communication 


c 
°o 
Ld 
ee) 
a) 
PP 
© 
a 
E 
= 
s 
~ 
“ 
4 
_ 


SMA, OMA 


Point to Point 
Telecommunications 
Airport Search Radar 
Test & Measurement 
Datacom 
Airborne Radar 
Navigation Radar 
Satcom (downlink) 
Test & Measurement 
Test Measurement 
Military Aerospace 
Electronic Warfare 


MINI UHF et | 
10-32 


26-40 GHz 40-100 GHz 


Notes: 

1: BNC-75 Ohm connectors operate up to 1 GHz 

2: SMB-75 Ohm & Mini SMB-75 Ohm connectors operate up to 4 GHz 
3: MCX-75 Ohm connectors operate up to 6 GHz 

4: SMC-75 Ohm connectors operate up to 10 GHz 

5: N-75 Ohm connectors operate up to 1.5 GHz 

6: TNC-75 Ohm connectors operate up to 1 GHz 


RD Ee FE RR EE nen ee 
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FME CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Mode] No. PE44148 
FME JACK, CRIMP ATTACHMENT 
FOR RG174, RG188, RG316 


Model No, PE44295 
FME PLUG CRIMP ATTACHMENT 
FOR RG58 


Model No, _PE44149 

FME PLUG BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE44147 
FME JACK, CRIMP ATTACHMENT 
FOR RG55, RG142, RG223 & 


Model No, PE44146 
FME JACK, CRIMP ATTACHMENT 
FOR RG58 


ieee eegnee tio <a la 
? o, AAA 
|  Beseses —— Reee 
| wrerete XXX vaeogeyt 
2207 Bese  Boseses 
Fl cose COA rah 


1-24 25-49 
| $5.50 $5.12 $5.45 $5.07 
50-99 100 + 20-99 100 + 
$4.73 $4.69 $4.36 


PE4 
FME PLUG CRIMP ATTACHMENT 
FOR RG174, RG188 & RG316 


Model No. PE44296 

FME PLUG CRIMP ATACHMENT 
FOR RG55, RG142, RG223 & 
RG400 


Se] 


50-99 = 100 + 


| 

| 

| $7.65 $7.11 
$6.58 


| eee UHF CONNECTORS 


| SEE PAGE 266 FOR MOUNTING HOLES 


| PR E 
HF MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE44050 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $7.75 $7.21 $6.67 $6.20 
ATTACHMENT PE4295 RG8, RG213 CRIMP 9.55 8.88 8.21 7.64 
PE4020 RGB, RG9, RG213, RG214, RG225, RG393 SOLDER (PL259) 9.35 . 8.70 8.04 — 7.48 
PE44051 RG9, RG214, RG225, RG393 CRIMP S07. 8.18 27.57... 7204 
PE44052 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP F160. °FL07 A 06L54:8) 6.08 
PE44053 RG55, RG141, RG142, RG223, RG400 CRIMP Ct IT Sake aie 
PE4069 RG58 CRIMP aag) aa 3.83 "3.56 
PE4073 RG59B/U, RG62 CRIMP Biikaks AclS BerdcAtcar 412 
PE44054 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 7.60 7.07 6.54 6.08 
| aes PE44055 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 9.75 9.07. 8.39 7.80 
| es PE44056 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 9.75 an@Okess 8.39. -7.80 
FOR C PE44057 RG55, RG141, RG142, RG223, RG400 CRIMP 9,90, EO2to8 8.51 7.92 
PE44058, RG58 CRIMP 9.75 9.07 8.39 7.80 


| ATTACHMENT 


4021 
UHF ADAPTER FOR USE 
WITH PE4020 FOR RG59B/U 


Model No. PE4022 
UHF ADAPTER FOR USE 
WITH PE4020 FOR RG5S8 


Mode] 
UHF FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B12 


PE44 
UHF FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B12 


Model No, PE4012 

| UHF FEMALE PANEL MOUNT 
| SOLDER CUP CONTACT 
MOUNTING HOLE A05 
(S0-239) 
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MINI UHF CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 
Model Mo. PE4342 Wodel No. PES521 Model No. PE4644 Model No. PE4408i Model No. PE44082 
MINI USF MALE, CRIMP MINI UBF MALE, CRIMP MINI WHF FEMALE BULKHEAD MINI UHF MALE, RIGHT ANGLE | MINI UHF MALE, RIGHT ANGLE 
ATTACHMENT FOR RGSS ATTACHMENT FOR RGSS, REAR MOUNT CRIMP ATTACHMENT FOR RGSS, | CRIMP FOR 
= RG141, RG142, RG223 & SOLDER CUP CONTACT RG141, RG142, RG6223 & = 
REL00 ______ | MOUNTING HOLE B04 22171 
RS 3 
ererese ater’ 
ass ‘sare. 
—— 
1-24 25-29 acace ; = 2m me 
4.45 4.14 ix . : See 
530-399 100+ | , : 
$3.83 $3.56 } 2 : c : ——— 
Model No. PES2083 Model No. PES2054 Model No. PE44086 
MIMI USF FEMALE. CRIMP - MINI WHF FEMALE, CRIMP MINI UHF FEMALE BULKHEAD 


ATTACHMENT FOR se ATTACHMENT FOR RG174, 


CRIMP ATTACHMENT FOR RGSS, 
RG141, RG142, RG223 & 


: 1-24 25-49 
$7.65 $7.11 
— = 100 + 
$6.58 $6.12 


Mode] No. PES4091 

MINI UHF FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE Al8 (vy 


MINI USF MALE. PUSE OW 
CRIMP ATTACEWENT FOR RGSS, 


MINI UHF MALE, CRIMP 
ATTACHMENT FOR RG174, 
REISS & RC316 


© 
— 
= 
= 
is] 
© 
= 
= 
= 
ve) 


Rt00 ——— 
1-28 25-48 
$6.50 $6.05 Et 
56-39 100 + eS 
$5.59 $5.20 7 § 
SEE PAGE 266 FOR MOUNTING HOLES 
Mode] Mo. PE4192 Model No. PE4323 Model No. PE4563 Model No. PE4564 
LC FEMALE. PANEL MOUNT LC MALE. CLAMP ATTACHMENT LC MALE. CLAMP oo LC MALE, CLAMP ATTACHMENT 
MOUNTING BOLE Al? FOR RE2Z18 & RGE2Z19 9 FOR 26217 FOR RGS, RGS, RGZ13, RG214, 
SSS" a RG225 & RG393 ) 
Es) ———— 
1-24 2-43 i:24 25-49 : 1-24 25-49 } 1-24 
$73.19 $67.33 $135.80 $126.29 $114.90 $106.86 < qt 50 6.2 : 
56-939 190+ ~~ 3-39 100 + 58-99 100 + = 2 
$62.87 $58.48 $116.78 $168.64 == $88.81 $91.92 a 
Model Mo. PESS£47 Model Wo. PE44448 Model No. PE44449 
LC MALE. RIGHT AWGLE. CLAWP | LC WALE. RIGHT ANGLE. CLAMP] LC MALE. RIGHT ANGLE, CLAMP 
ATTACHMENT FOR 268. R69. ATTACHMENT FOR 6217 ATTACHMENT FOR RG218 
RG213, B6214, 26225, 
& RG393 inn 
yr yr ow 
ee ie 1:24 25-49 
$146.25 $136.01..——_ 4 : E p . ‘ $149.55 $139.08 


2-33 Lt + 30-99 = 100 + 
125. ; : “ : . . $128.61 $119.64 
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_ ATTACHMENT FOR RG174, 


—-RG188 & RG316 RG183 & RE316 & RG196 RG1SS & RGI16 
MOUNTING HOLE B031- — 
coum iiial 
a E Ca | Ih Ip 
: 25-49 -24 : -4 1-246 «6-25-49 | FTL) 
$17.70 $16.46 $17.70 $16.46 $19.80 $18.41 $20.85 $19.39 
- : 50-99 100 + 50-99 100 + 


10-32 CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 
Model Mo. PE44355 


Mode] No, PE44351 Model No, PE44352 Mode] No. PE44353 Mode] No. PE44354 
10-32 MALE, CRIMP 10-32 MALE, CRIMP 10-32 MALE, CLAMP 10-32 MALE, CLAMP 10-32 MALE RIGHT ANGLE 


ATTACHMENT FOR RG174, RG188 | ATTACHMENT FOR RG178 & ATTACHMENT FOR RG174, RG188| ATTACHMENT FOR RG17& & 196 | CRIMP ATTACHMENT FOR R6174, 
& RG316 & RG316 oo —{ ) RG183. R6316 | 
; > ; : —— +a 
| } : peeseeee 
| +4 J : | p>—4 o SS : 
1-24 25-49 1-24 25-49 1-24 25-4394 
$14.60 $13.58 $20.45 $19.02 $20.85 $19.39 $16.65 $15.48 
30-99 100+ 50-99 =6100 + 50-99 100 + 30-99 100 + 
$12.56 $11.68 $15.22 $14.16 $17.59 $16.36 $17.93 $16.68 $14.32 $13.32 


Mode] No. PE44356 Model No. PE44357 Mode] No. PE44358 Mode] No. PE&S359 Model Wo. PE44360 
10-32 MALE RIGHT ANGLE 10-32 FEMALE BULKHEAD 10-32 FEMALE BULKHEAD 10-32 FEMALE, P.C. MOUNT 10-32 FEMALE RIGHT ANGLE 
CRIMP ATTACHMENT FOR FRONT MOUNT REAR MOUNT MOUNTING HOLE DO1 P.C. MOUNT 


RG178 & RG196 MOUNTING HOLE BO1 MOUNTING HOLE DO1 


ia 


MOUNTING HOLE B03 — 


1-24 1-24 25-49 
$16.65 $15.48° r : $15.60 ~ 1} $18.75 $17.44 
50-99 100+ 50-99 100 +| ) 50-99 100 + 
$14.32 P $13.42 $12.48] | i} $16.13 $15.00 |} || || : 


Model Mo. PE44365 
10-32 FEMALE BULKHEAD 
CRIMP ATTACHMENT FOR RG174 


Mode] No. PE44363 
10-32 FEMALE, CLAMP 
ATTACHMENT FOR RG174, 


Model No. PE44362 
10-32 FEMALE, CRIMP 
ATTACHMENT FOR RG178 


Model No. PE44361 
10-32 FEMALE, CRIMP 10-32 FEMALE, CLAMP 


ATTACHMENT FOR RG178 


$15.22 $14.16 $17.03 $15.84 


Model No. PE44367 
10-32 FEMALE BULKHEAD 
CLAMP ATTACHMENT FOR 
RG174, RG188 & RG316 
MOUNTING HOLE B03 


Model Mo. PE44368 
10-32 FEMALE BULKHEAD 
CLAMP ATTACHMENT FOR 
RG178 & RG196 

MOUNTING HOLE B03 


CRIMP ATTACHMENT FOR 
RG178 & RG196 
eins Ee MST, e 


aren tt | 


PLEASE CONTACT OUR ENGINEERING 


DEPARTMENT FOR ALL YOUR SPECIAL 


1-24 825-49 
$20.85 $19.39 $20.85 REQUIREMENTS AT (866) 727-8376 EXT. 3 
50-99 100+ 50-99 
$17.93 $16.68 $17.93 


SC CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. _PE4232 Model No. PE4322 Model No. PE4519 Model No. _PE4520 
SC MALE, CRIMP ATTACHMENT SC FEMALE, PANEL MOUNT SC MALE, CLAMP ATTACHMENT SC MALE, CLAMP ATTACHMENT 
FOR RGS, RG214, RG225 & SOLDER CUP CONTACT FOR RG55, RG58, RG141, FOR RGS, REGS, RGZI3, RG214, 
RG393 MOUNTING HOLE Al3 RG142, RG223 & RG400 RG225 & REI93 ae 
<r ; = eteveteretetetete. 
SES Secareee ecarereceatareets 
> Oe . se x x = x xs = 
siete ate oes 
1-24 «25-49 > 1-24 25-49 1-24 25-49 Bd 
$73.10 $67.98 ¥ $73.10 $67.98 xX $104.45 $97.14 
30-99 100 + 50-99 100 + 50-99 100 + 
$62.87 $58.48 $62.87 $58.48 (“J $89.83 $83.56 ( T>=7 7) 
Model No. PE4978 todel = 4 
SC MALE, RIGHT ANGLE SC MALE, RIGHT ANGLE SC FEMALE, BULKHEAD 
CLAMP ATTACHMENT FOR CLAMP ATTACHMENT FOR R68, HERMETICALLY SEALED 
RG55, RGSS, RG141, RG142, RGS, RGZ13, RG214, RG225 MOUNTING HOLE Bll ss 
RG223 & RG400 ———s 
-——— 
Fs 
yf ————_—— a 
.——— 
1-24 cS 


$83.55 $77.70 = : $91.05 $25.60 $23.81 
50-99 100 + 
$71.85 $66.84. 
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$84.19 $78.32 


HN CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


P Ree Gee 

HN MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + [0427 No, peadson . 
FOR CABLE  PE4182 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $15.55 $14.46 $13.37 $12.44 | uae “pret ANGLE 
ATTACHMENT  PE4473 RG8, RG213 CRIMP 28.60 26.60 24.60 22.88 | Aisin ates civeur FOR 

PE4474 RG9, RG214, RG225, RG393 CRIMP 28.90 26.88 24.85 23.12 

PE4475 RG14, RG217 CLAMP 28.90 26.88 24.85 23.12 | RG217 

PE4476 RG17, RG218 CLAMP 52.20 48.55 44.89 41.76 

PE4198 RG55, RG58, RG141, RG142, RG223, RG400- CLAMP 22.90 21.30 19.69 18.32 

PE4477 RG55, RG142, RG223, RG400 CRIMP 23.90 22.23 20.55 19.12 

PE4478 RG58, RG141 CRIMP 23.10 21.48 19.87 18.48 

PE4479 RG59B/U, RG62 CLAMP 31.30 29.11 26.92 25.04 


1-24 
$39.95 $37.15 
+ 


$31.96 


50-99 
$34.36 


P 
HN FEMALE, BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE G03 


Model No, PE4480 

HN MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR RG55, 
RG58, RG141, RG142, RG223 


Model No. PE4230 

HN MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR RG8, 
RG9, RG213, RG214, RG225 


Model No. PE4183 

HN FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
-125 MOUNTING HOLES 
MOUNTING HOLE A08 


HN FEMALE, CLAMP 
ATTACHMENT FOR RG8, RG9, 
RG213, RG214, RG225 & 
RG393 


1:24 25-49 


1-24 825-49 1-24 
$14.90 $13.86 $34.90 $36.50 $33.95 
50-99 100+ 30-99 30-99 100 + 
$12.81 $30.01 $31.39 $29.20 


7/16 MALE SEE PAGE 266 FOR MOUNTING HOLES 
FOR CABLE PRICE 
ATTACHMENT Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49. §0-99 100 + 
PE4567 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $63.25 $58.82 $54.40 $50.60 
PE4570 RGB, RG213 CRIMP 81.45 75.75 70.05 65.16 
PE4571 RG9, RG214, RG225, RG393 CRIMP 77.90 72.45 66.99 62.32 
PE4566 RG55, RG58, RG141, RG142, RG223 & RG400 CLAMP 83.55 77.70 71.85 66.84 
PE4568 RG55, RG142, RG223, RG400 CRIMP 73.10 67.98 62.87 58.48 
PE4569 RG58 CRIMP 73.10 67.98 62.87 58.48 
PE44276 RG217 CLAMP 94.00 87.42 80.84 75.20 
PE44277 RG218 CLAMP 94.00 87.42 80.84 75.20 
PE44278 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER/CLAMP : 94.00 87.42 80.84 75.20 
PE44279 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER/CLAMP 94.00 87.42 80.84 75.20 
7/16 MALE ! 
RIGHT ANGLE PE44280 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 103.65 96.39 89.14 982.92 
FOR CABLE PE44281 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 125.35 116.58 107.80 100.28 
ATTACHMENT PE44282 RG217 CLAMP 125.35 116.58 107.80 100.28 
7/16 FEMALE PE44283 RGB, RG9, RG213, RG214, RG225, RG393 CLAMP 94.00 87.42 80.84 75.20 | 
FOR CABLE PE44284 RG8, RG213 CRIMP 88.75 82.54 76.33 71.00 
ATTACHMENT PE4575 RGO, RG214, RG225, RG393 CRIMP 88.75 82.54 76.33 71.00 | 
PE44285 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 94.00 87.42 80.84 75.20 
PE44286 RG55, RG142, RG223, RG400 CRIMP 79.35 73.80 68.24 63.48 
PE44287 RG58 CRIMP 77.15 71.75 66.35 61.729 
PE44288 RG217 CLAMP 87.75 81.61 75.47 70.20 
PE44289 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER/CLAMP 88.75 82.54 76.33 71.00 
PE44290 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER/CLAMP 88.75 82.54 76.33 71.00 | 


d 
7/16 FEMALE, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 


Model 4 
7/16 FEMALE, 4 HOLE PANEL 
MOUNT, WITH THREADED 


Model No. PE44292 
7/16 FEMALE, 4 HOLE PANEL 
MOUNT, CLAMP ATTACHMENT 


Model No. PE44291 
7/16 FEMALE, 4 HOLE 
PANEL MOUNT, CLAMP 


Model No. PE4572 
7/16 FEMALE BULKHEAD 
REAR MOUNT, SOLDER CUP 


CONTACT MOUNTING HOLE A21 CONTACT, MOUNTING HOLE A21 | ATTACHMENT FOR RG8, RG9 FOR RG217 
RG213, RG214, RG225 & MOUNTING HOLE A21 
RG393 
MOUNTING HOLE A21 
1-24 25-49 1-24 25-49 - - 1-24 25-49 -24 25.49 
$104.45 $97.14 $62.65 $58.26 $62.65 $58.26 $104.45 $97.14 $104.45 $97.14 
$89.83 $53.88 $53.88 $50.12 $89.83 $83.56 $89.83 $83.56 
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ta 7/16 DIN CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


The Pasternack 7/16 DIN line of low PIM (Passive Intermodulation Distortion) connectors is designed 
for applications where intermodulation distortion is a concern. The connector bodies are brass with 
White Bronze plating, and the contacts are silver plated with no nickel undercoat. Pasternack's low 
PIM connectors are fully interchangeable with 7/16 DIN connectors designed to IEC 169-4, CECC 22-190, 
DIN 47223 and VG 95250 specifications. 


FITS MIL-SPEC AND 
alba: Model No. EQUIVALENT CABLES METHOD = «1-24 25-49-5009 100 
nt tn PE44536 PE-T195*, LMR195** CRIMP $29.95 $27.85 $25.76 $23.96 
AULACHMENA es PE44537 PE-T240*, LMR240** CRIMP 29.95 27.85 25.76 23.96 
reatetates PE44538 PE-T400*, LMR400** CRIMP 34.95 32.50 30.06 27.96 
BERS PE44539 PE-T600*, LMR600** CRIMP 39.95 37.15 34.36 31.96 
7/16 MALE 
RIGHT ANGLE PE44540 PE-T195*, LMR195** CRIMP 39.95 37.15 34.36 31.96 
FOR CABLE PE44541 PE-T240*, LMR240** CRIMP 39.95 37.15 34.36 31.96 
ATTACHMENT PE44542 PE-T400*, LMR400** CRIMP 44.95 41.80 38.66 35.96 
PE44543 PE-T600*, LMR600** CRIMP 49.95 46.45 42.96 39.96 
7/16 MALE 
FOR CABLE PE44567 1/2" ANNULAR CLAMP 39.95 37.15 34.36 
ATTACHMENT PE44557 1/2" HELICAL CLAMP 40.95 38.08 35.22 
PE44568 7/8" ANNULAR CLAMP 54.95 51.10 47.26 
PE44558 7/8" HELICAL CLAMP 54.95 51.10 47.26 
7/16 MALE 
RIGHT ANGLE PE44569 1/2" ANNULAR CLAMP 49.95 46.45 42.96 39.96 
FOR CABLE PE44559 1/2" HELICAL CLAMP 49.95 46.45 42.96 39.96 
ATTACHMENT 
7/16 FEMALE 
FOR CABLE PE44544 PE-T195*, LMR195** CRIMP 39.95 37.15 34.36 31.96 
ATTACHMENT PE44545 PE-T240*, LMR240** CRIMP 39.95 37.15 34.36 31.96 
PE44546 PE-T400*, LMR400** CRIMP 44.95 41.80 38.66 35.96 
PE44547 PE-T600*, LMR600** CRIMP 49.95 46.45 42.96 39.96 
7/16 FEMALE 
BULKHEAD FOR PE44548 PE-T195*, LMR195** CRIMP 44.95 41.80 38.66 35.96 
ABLE ATTACHMENT PE44549 PE-T240*, LMR240** CRIMP 44.95 41.80 38.66 35.96 
er or PE44550 PE-T400*, LMR400** CRIMP 49.95 46.45 42.96 39.96 
PE44551 PE-T600*, LMR600** CRIMP 54.95 51.10 47.26 43.96 
MOUNTING HOLE G08 
7/16 FEMALE 
FOR CABLE PE44570 1/2" ANNULAR CLAMP 39.95 37.15 34.36 31.96 
ree WT PE44560 1/2" HELICAL CLAMP 44.95 41.80 38.66 35.96 
PE44571 7/8" ANNULAR CLAMP 49.95 46.45 42.96 39.96 
PE44561 7/8" HELICAL CLAMP 54.95 51.10 47.26 43.96 


* PE-T SERIES COAX IS FUNCTIONALLY EQUIVALENT TO TIMES MICROWAVE LMR® SERIES COAX 
** LMR® IS A REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS 
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[2 50 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH 75 OHM N CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


The Pasternack Type N line of low PIM (Passive Intermodulation Distortion) connectors is designed for 
applications where intermodulation distortion is a concern. The connector bodies are brass with 

White Bronze plating, and the contacts are gold plated with no nickel undercoat. Pasternack's low PIM 
connectors are fully interchangeable with Type N connectors designed to the MIL-C39012 specifications. 


: 
diate : ELIS MIL SPEC AND ATTACHMENT pio whee 4 
FOR: SABES prrzrzr = PE44520 PE-T195*, LMR195** CRIMP $9.95 $9.25 $8.56 $7.96 
ATTACHMENT RIS = PE44521 PE-T240*, LMR240** CRIMP 9.95 9.25 8.56 7.96 
RY : = PE44522 PE-T400*, LMR4OO** CRIMP 10.95 10.18 9.42 8.76 
= PE44523 PE-T600*, LMR600** CRIMP 19.95 18.55 17.16 15.96 
N MALE 
RIGHT ANGLE PE44524 PE-T195*, LMR195** CRIMP 17.95 16.69 15.44 14.36 
east PE44525 PE-T240*, LMR240** CRIMP 19.95 18.55 17.16 15.96 
Srcecnt PE44526 PE-T400*, LMR4OO** CRIMP 24.95 23.20 21.46 19.96 
PE44527 PE-T600*, LMR600** CRIMP 29.95 27.85 25.76 23.96 
N MALE 
coe CABLE PE44562 1/2" ANNULAR CLAMP 39.95 37.15 34.36... 31.96 
ATTACHMENT oH PE44552 1/2" HELICAL CLAMP 39.95 37.15 34.36 31.96 
ry PE44563 7/8" ANNULAR CLAMP 49.95 46.45 42.96 39.96 
Sealers PE44553 7/8" HELICAL CLAMP 49.95 46.45 42.96 39.96 
ca 
N MALE 
RIGHT ANGLE PE44564 1/2" ANNULAR CLAMP 48.95 45.52 42.10 39.16 
as CABLE PE44554 1/2" HELICAL CLAMP 45.95 42.73 39.52 36.76 
ATTACHMENT 
N FEMALE 
BULKHEAD PE44528 PE-T195*, LMR195** CRIMP 10.95 10.18 9.42 8.76 
FoR CABLE PE44529 PE-T240*, LMR240** CRIMP 10.95 10.18 9.42 8.76 
a ae PE44530 PE-T400*, LMR400** CRIMP 14.95 13.90 12.86 11.96 
PE44531 PE-T600*, LMR600** CRIMP 24.95 23.20 21.46 19.96 
MOUNTING HOLE G01 
N FEMALE 
FOR CABLE PE44532 PE-T195*, LMR195** CRIMP 11.95 11.11 10.28 9.56 
ATTACHMENT PE44533 PE-T240*, LMR240** CRIMP 11.95 11.11 10.28 9.56 
PE44534 PE-T400*, LMR400** CRIMP 14.95 13.90 12.86 11.96 
PE44535 PE-T600*, LMR600** CRIMP 29.95 27.85 25.76 23.96 
Ad apie PE44565 1/2" ANNULAR CLAMP 39.95 37.15 34.36 31.96 
a aenie PE44555 1/2" HELICAL CLAMP 39.95 37.15 34.36 31.96 
PE44566 7/8" ANNULAR CLAMP 49.95 46.45 42.96 39.96 


PE44556 7/8" HELICAL CLAMP 49.95 46.45 42.96 39.96 ; 


* PE-T SERIES COAX IS FUNCTIONALLY EQUIVALENT TO TIMES MICROWAVE LMR® SERIES COAX 
** LMR® IS A REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS 
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90 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH 75 OHM N CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES PRICE 
N MALE Model _No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD A-24 25-49 50-99 100+ 
FOR CABLE PE4062 - RGB, RG9, RG11, RGZ13, RG214, RG225, RG393 CLAMP $9.20 $8.56 $7.91 $7.36 
ATTACHMENT PE4132 «RGB, RG9, RG11, RGZ213, RG214, RG225, RG393 CLAMP(CAPTIVE CONTACT) 9.75 9.07 8.39 7.80 
PE4430 RGB, RG213 CRIMP 11.45 10.65 9.85 9.16 
PE4431 © RGBX, PE-TO4ZRML CLAMP 9.90 9.21 8.51 7.92 
PE4344 ©» RGBX,PE-TOA2RML CRIMP 14.60 13.58 12.56 11.68 
PE4048 —-RGY, RG214, RG225, RG393 CRIMP 10.60 9.86 9.12 8.48 
PE4221 © RG14, RG217 CLAMP 20.70 19.25 17.80 16.56 
PE4081 ——- RGSS, RGS8, RGI41, RG142, RG223, RG4OO CLAMP R78 196 47.21-s 6.67») 620 
| PE4042 «RGSS, RG141, RG142, RG223, RG4OO CRIMP 10.00 9.30 8.60 8.00 
PE4329 = RGS8 CRIMP 9.90 9.21 8.51 7.92 
PE4331 -RG59B/U, RG62 CLAMP 11.65 10.83 10.02 9.32 
: PE4432 © RG59B/U, RG62 CRIMP 9.75 9.07 8.39 7.80 
| PE4224 —sRGI74, RG188, RG316 CLAMP 12.05 11.21 10.36 9.64 
PE4429 —»sRG174, RG188, RG316 CRIMP 11.10 10.32 9.55 8.88 
PE4647 —«RG178, RG196 CRIMP 18.75 17.44 16.13 15.00 
PE4433—sRG218 CLAMP 62.65 58.26 53.88 50.12 
PE4434 —«-RG4O1, PE-SR4O1AL, PE-SR401FL (.250" SEMI-RIGID)  SOLDER/CLAMP 14.30 13.30 12.30 11.44 
PE4376 --«-RG4O1, PE-SR4O1AL, PE-SR401FL (.250" SEMI-RIGID)  SOLDER-PRECISION TYPE 28.15 26.18 24.21 22.52 
PE4006 -«-RG4OZ, PE-SR4O2AL, PE-SR402FL (.141" SEMI-RIGID)  SOLDER/CLAMP 14.30 13.30 12.30 11.44 
| PE4140 -RG4O2, PE-SR4O2AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER-PRECISION TYPE 16.60 15.44 14.28 13.28 
|| wecersas | PE4129 ——-RG4OS, PE-SRAOSAL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER/CLAMP 14.30 13.30 12.30 11.44 
Reseed | PEG222 —«RG4O5, PE-SRAQSAL, PE-SR405FL (.085" SEMI-RIGID)  SOLDER-PRECISION TYPE 25.05 23.30 21.54 20.04 
| eagegaaye PE4133 —-BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 12.50 11.63 10.75 10.00 
| KeXxe | E4550 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 10.45 9.72 8.99 8.36 
| PE4934 —-PE-O47SR, PE-SROA7AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 20.70 19.25 17.80 16.56 
| PE44043 —-PE-TOO2RML CLAMP 9.90 9.21 8.51 7.92 
| PE44044 ——-PE-TOO2RML CRIMP 10.95 10.18 9.42 8.76 
PE44045 —-PE-TOO3RML CLAMP 14.60 13.58 12.56 11.68 
PE44046 —-PE-TOOSRML CLAMP 20.70 19.25 17.80 16.56 
PE44349 —- PE-TOO6RML CLAMP 39.25 36.50 33.76 31.40 
| PE44454 —- PE-TOO6RML CRIMP 34.90 32.46 30.01 27.92 
[ter PE4136 «RGB, G9, RG213, RG214, RG225, RG393 CLAMP 16.60 15.44 14.28 13.28 
vcarr ‘aneLe PE4482 RGB, -RG213 CRIMP 25.35 23.58 21.80 20.28 
leon tease PE4483 —--RGY, RG214, RG225, RG393 CRIMP 25.60 23.81 22.02 20.48 
| mene PE4135 «RGSS, RGSB, RGI41, RG142, RG223, RG4OO CLAMP 14.40 13.39 12.38 ~—11.52 
| PE4484 «RGSS, RG141, RG142, RG223, RG4OO CRIMP 18.85 17.53 16.21 15.08 
| PE4485 © RGSB CRIMP 18.70 17.39 16.08 14.96 
| PE4935 -«-RG4O1, PE-SR4O1AL, PE-SR4O1FL (.250" SEMI-RIGID)  SOLDER/CLAMP 20.85 19.39 17.93 16.68 
| PE4936 -—»«-RG4O2, PE-SR4O2AL, PE-SR4O2FL (.141" SEMI-RIGID) SOLDER 16.15 15.02 13.89 12.92 
PE4937 -RG4OS, PE-SR4O5AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 16.65 15.48 14.32 13.32 
PE4938 —«-BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 19.80 18.41 17.03 15.84 
PE4939 —«-BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 29.75 27.67 25.59 23.80 
FEMALE PEA061 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 11.45 10.65 9.85 9.16 
Ben CALE PE4059 «RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP(CAPTIVE CONTACT) 17.85 16.60 15.35 14.28 
PE4435 RGB, RG213 CRIMP 10.95 10.18 9.42 8.76 
ae RA CPENT PE4191 ——-RGY, RG214, RG225, RG393 CRIMP 11.10 10.32 9.55 8.88 
PE4645 ——-RG14, RG217 CLAMP 36.50 33.95 31.39 29.20 
PE4072 «RGSS, GSB, RG141, RG142, RG223, RGAOO CLAMP 11.10 10.32 9.55 8.88 
PE4134 ——-RGS55, RG141, RG142, RG223, RG400 CRIMP 11.10 10.32 9.55 8.88 
PE4436 «= RGSS CRIMP 10.95 10.18 9.42 8.76 
PE4330 © RG59B/U, RG6Z CLAMP 10.85 10.09 9.33 8.68 
PE4437 —«sRG174, RG188, RG316 CLAMP 13.55 12.60 11.65 10.84 
PE4438' —-RG174, RG188, RG316 CRIMP 14.15 13.16 12.17 11.32 
PE4646 ©=—-RGZ218 CLAMP 38.60 35.90 33.20 30.88 
PE4439 —»«-RG4O1, PE-SR4O1AL, PE-SRAO1FL (.250" SEMI-RIGID) | SOLDER/CLAMP 16.45 15.30 14.15 13.16 
PE4138 --RG4O2, PE-SR4O2AL, PE-SR402FL (.141" SEMI-RIGID)  SOLDER/CLAMP 14.30 13.30 12.30 11.44 
PE4652 -RG4O2, PE-SR4O2AL, PE-SR4O2FL (.141" SEMI-RIGID)  SOLDER-PRECISION TYPE 20.85 19.39 17.93 16.68 
PE4130 -RGAO5, PE-SR405AL, PE~SRAOSFL (.085" SEMI-RIGID)  SOLDER/CLAMP 14.30 13.30 12.30 11.44 
PE4653 --RG4OS, PE-SR4OSAL, PE-SR405FL (.085" SEMI-RIGID)  SOLDER-PRECISION TYPE 18.75 17.44 16.13 15.00 
PE4945 —-PE-O47SR, PE-SROA7AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER-PRECISION TYPE 41.75 38.83 35.91 33.40 
PE4372 -—-BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 17.85 16.60 15.35 14.28 
PE44350 —_ PE-TOO6RML CLAMP 46.95 43.66 40.38 37.56 
| ~PEG223 «= RGB, -RGI, RG11, RG213, RGZ14, RG225, RG393 CLAMP 16.30 15.16 14.02 13.04 
_N FEMALE PE4940 «= RGB, RGZ13 CRIMP 20.85 19.39 17.93 16.68 
BULKHEAD PE4941 —-—-RG9, RG214, RG225, RG393 CRIMP 20.70 19.25 17.80 16.56 
FOR CABLE PE4114 «RGSS, RG58, RG141, RG142, RG223, RG4OO CLAMP 12.75 11.86 10.97 10.20 
ATTACHMENT PE4371 «RGSS, RG141, RG142, RG223, RG4OO CRIMP 12.75 11.86 10.97 10.20 
PE4440 = RGB CRIMP 12.05 11.21 10.36 9.64 
PE4297 —»-RGS9B/U, RG62 CLAMP 19.80 18.41 17.03 15.84 
PE4441 —«-RG174, RG188, RG316 CLAMP 15.30 14.23 13.16 12.24 
PE4442 —»«RG174, RG188, RG316 CRIMP 18.10 16.83 15.57 14.48 
PE44633 ——-RGI78 CLAMP 15.30 14.23 13.16 12.24 
PE4942 -»«-RGAO1, PE-SR401AL, PE-SR4O1FL (.250" SEMI-RIGID) SOLDER/CLAMP 17.55 16.32 15.09 14.04 
PE4113 -—-RGAO2, PE-SR402AL, PE-SR4O2FL (.141" SEMI-RIGID) SOLDER/CLAMP 14.30 13.30 12.30 11.44 
PE4654 -RG4O2, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID)  SOLDER-PRECISION TYPE 22.20 20.65 19.09 17.76 
PE4443 —»-RG4O5, PE-SR405AL, PE-SRA05FL (.085" SEMI-RIGID)  SOLDER/CLAMP 4.30 13.30 12.30 11.44 
PE4655 --RG4OS, PE-SR4OSAL, PE-SR405FL (.085" SEMI-RIGID)  SOLDER-PRECISION TYPE 22.90 21.30 19.69 18,32 
PE4946 -—-PE-O47SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER-PRECISION TYPE 36.50 33.95 31.39 29.20 
MOUNTING HOLE GO1 £4943 —=&BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 17.40 16.18 14.96 13.92 
PE4944 __—BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 20.85 19.39 17.93 16.68 
s = a 
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N FEMALE Model No. ATTACHMENT METHOD 1-24 

PANEL MOUNT PE4060 RG8, RG9, RG11,. RG213, RG214, RG225, RG393 CLAMP (CAPTIVE CONTACT) $16.15 

FOR CABLE PE44065 RG8, RG213 CRIMP 15.40 

ATTACHMENT PE44066 RG9, RG214, RG225, RG393 CRIMP 15.25 
PE4141 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 10.85 
PE44068 RG55, RG141, RG142, RG223, RG400 CRIMP 15.55 
PE44069 RG58 CRIMP 15.40 
PE44070 RG174, RG188, RG316 CLAMP 13.20 
PE44071 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 17.55 
PE44072 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 17.55 
PE44073 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 17255 

MOUNTING HOLE A05 

Mod PE401 lodel_ No. PE4131 Model No. PE4137 Model No. PE4139 

N FEMALE, PANEL MOUNT N MALE, PANEL MOUNT N FEMALE BULKHEAD, FRONT N FEMALE BULKHEAD 

SOLDER CUP CONTACT SOLDER CUP CONTACT MOUNT, SOLDER CUP CONTACT | REAR MOUNT 


MOUNTING HOLE A05 MOUNTING HOLE A05 
1-24 25-49 
$8.45 $7.86 : . 


50-99 100 + 
$7.27 $6.76 
del Model No, PE4444 4 Model No, PE4487 
N FEMALE, PANEL MOUNT N FEMALE, PANEL MOUNT N FEMALE RIGHT ANGLE N FEMALE, PANEL MOUNT 
-590" EXTENDED DIELECTRIC -590" EXTENDED DIELECTRIC PANEL MOUNT, SOLDER CUP HERMETICALLY SEALED WITH 
-500" SQ. FLANGE SIZE -687" SQ. FLANGE SIZE CONTACT, MOUNTING HOLE AOS |0-RING, SOLDER CUP CONTACT 
-162" DIELECTRIC DIAMETER -162" DIELECTRIC DIAMETER MOUNTING HOLE A05 


-050" CONTACT DIAMETER 


90 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH 75 OHM N CONNECTORS 
SEE PAGE 266 FOR MOUNTING HOLES 


-050" CONTACT DIAMETER 


HERMETICALLY SEALED HALF MOON CONTACT 


MOUNTING HOLE G01 MOUNTING HOLE G01 
1-24 25-49 
4 $10.32 ‘ : 
100 _+ 
: $8.88 i , 


MOUNTING HOLE A0O1 MOUNTING HOLE A04 
1-24 25-49 25-49 1-24 
$13.05 $12.14 3 $12.37 $36.50 
50-99 100+ 100 + 50-99 
$11.22 $10.44 ‘ $10.64 $31.39 
M 44 Model No. PE4490 Model No. PE4492 
N MALE BULKHEAD, FRONT N MALE BULKHEAD, FRONT N MALE, PANEL MOUNT N FEMALE, PANEL MOUNT 


MOUNT, SOLDER CUP CONTACT MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE G01 


1-24 25-49 - 1-24 25-49 
$21.90 $20.37 $19.80 $16.65 $15.48 
$18.83 $17.52 $17.03 $14.32 $13.32 
Model Model Model No. PE44078 
N FEMALE, PRESS MOUNT N FEMALE, PRESS MOUNT N FEMALE, 2 HOLE PANEL N FEMALE, 2 HOLE PANEL 
TAB CONTACT .005" THICK SOLDER CUP CONTACT MOUNT, SOLDER CUP CONTACT |MOUNT, TAB CONTACT 
BY .120" WIDE MOUNTING HOLE FO02 MOUNTING HOLE C04 -005" THICK BY .120" WIDE 


MOUNTING HOLE F02 


1-24 
$18.75 

50-99 
$16.13 


] 


$14.32 


156 


25-49 25-48 
$17.44 ° 9.07 
100 + 100-2 
$15.00 . $7.80 


Model No. PE44397 


100 + 50-99 
$13.32 $17.93 


-330" EXTENDED DIELECTRIC | CAPTURED TAB CONTACT 


MOUNTING HOLE B04 MOUNTING HOLE A05 -100" LONG, .005" THICK 
BY .120" WIDE 
MOUNTING HOLE A05 


MOUNTING HOLE C04 


44 
N FEMALE, PCB-GRIP 


50-99 100+ 30-99 100+ 
$15.27. $14.20 $16.30 $15.16 


Model No. PE44398 
N FEMALE, P.C. MOUNT N FEMALE BULKHEAD N FEMALE BULKHEAD 
MOUNTING HOLE D12 P.C. MOUNT RIGHT ANGLE, P.C. MOUNT | EDGE LAUNCH 
MOUNTING HOLE D12 MOUNTING HOLE D12 MOUNTING HOLE G01 @ 
MOUNTING HOLE G01 MOUNTING HOLE B15 comes HATA 
1-24 25-49 1-24 1-24 ml 1-24 25-49 PMY 
$16.65 $15.48 $20.85 ; $17.75 $16.51 $18.95 $17.62 
THe 


All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


$12.92 


PRICE 

25-49 =50-99 100 + 
$15.02 $13.89 
14.32 13.24 
14.18 =:13.12 
10.09 9.33 
14.46 13.37 
14.32 13.24 
12.28 11.35 
16.32 15.09 
16.32 15.09 
16.32 15.09 


$13.05 


$11.22 


$8.39 


1-24 
$16.65 
50-99 
$14.32 


Model No. PE4328 
N FEMALE, PANEL MOUNT 
-590" EXTENDED DIELECTRIC 
1" SQ. FLANGE SIZE 
-384" DIELECTRIC DIAMETER 
-120" CONTACT DIAMETER 
MOUNTING HOLE A05 


25-49 
$12.14 
100 + 
$10.44 


Model No, PE4488 

N FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE F05 


Model No. PE44074 

N FEMALE, PRESS MOUNT 
-050" DIAMETER CONTACT 
MOUNTING HOLE F02 


Model No. PE44079 
N FEMALE, 2 HOLE PANEL 
MOUNT, .590" EXTENDED 
DIELECTRIC 

-162" DIELECTRIC DIAMETER 


-050" CONTACT DIAMETER 


MOUNTING HOLE C04 


PLEASE CONTACT OUR 


ENGINEERING DEPARTMENT 


FOR ALL YOUR SPECIAL 


REQUIREMENTS AT 
(866) 727-8376 EXT. 3 


50 OHM TNC CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES PRICE 
TNC MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 4-24 «=625-49 —«50-99 39 100 + 
FOR CABLE PE4088 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $12.60 $11.72 $10.84 $10.08 
| ATTACHMENT PE4446 RG8, RG213 CRIMP 13520. 412528 720535 10.56 
PE44063 RG8X, PE-TO42RML CLAMP L185 y,-11gllo 10328 9.56 
PE4447 RG9, RG214, RG225, RG393 CRIMP 17.30 16.09 14.88 13.84 
ao : PE4067 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 7.75 7.21 6.67 6.20 
2 PE4047 RG55, RG141, RG142, RG223, RG400 CRIMP 7.80 7.25 6.71 6.24 
PE4156 RG58 CRIMP 7.65 7<A% 6.58 6.12 
PE4154 RG59B/U, RG62 CLAMP 10.00 9.30 8.60 8.00 
PE4071 RG59B/U, RG62 CRIMP Tors 7.21 6.67 6.20 
PE4303 RG174, RG188, RG316 CLAMP 10.95 10.18 9.42 8.76 
PE4302 RG174, RG188, RG316 CRIMP 13.80 12.83 11.87 11.04 
| PE4448 RG178, RG196 CLAMP be I6V'A pose od Td ice NF soma Ate | 
PE4909 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) DIRECT SOLDER 38.60 35.90 33.20 30.88 
| PE4143 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 2§.40 °° 14,32 «13.24 »,.12432 
PE4648 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 19.10.. 4.17376 16.43 15.28 
| PE4142 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 15.40 14.32 33524. 12.32 
| PE4649 RG405,. PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 18.50 17.21 15.91 14.80 
| PE4975 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) DIRECT SOLDER 17.40 | 16.48). 14.96... 13.92 
PE4449 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 14.15 13216. © 12.17 11.32 
| PE44293 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 20.85 19.39 17.93 16.68 
| PE44061 PE-TOO2RML CLAMP 12.05 11521. 10.36 9.64 
PE44062 PE-TOOZRML CRIMP 12.05 11.21 10.36 9.64 
| PE44064 PE-TOO3RML CLAMP Moseunen 12.20) }) 12.35 10.56 
| TNC MALE PE4146 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 22-90, \is2a.30 19.69 18.32 
| RIGHT ANGLE PE4054 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 17.40 16.18 14.96 13.92 
| FOR CABLE PE4450 RG55, RG141, RG142, RG223, RG400 CRIMP 18.75 17.44 =16.13 15.00 
| ATTACHMENT PE4451 RG58 CRIMP 15.95 14.83 13.72 12.76 
PE4452 RG59B/U, RG62 CLAMP 18 50. needs tabi) bom OL 14.80 
| PE4453 RG59B/U, RG62 CRIMP 15.25 14.18 13.12 12.20 
| PE4454 RG174, RG188, RG316 CLAMP 15.40 14.32 13.24 12.32 
i PE4455 RG174, RG188, RG316 CRIMP 16.30 15.16 14.02 13.04 
| PE4456 RG178, RG196 CLAMP 18.70..----17.39 16.08 14.96 
TNC FEMALE PE4155 RG8, RG, RG11, RG213, RG214, RG225, RG393 CLAMP 22.90 1 21.30 ped969 18.32 
FOR CABLE PE4068 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 8.65 8.04 7.44 6.92 
ATTACHMENT ( PE4457 RG55, RG141, RG142, RG223, RG400 CRIMP 10.40 9.67 8.94 8.32 
| , PE4458 RG58 CRIMP 9.55 8.88 8.21 7.64 
PE4459 RG59B/U, RG62 CRIMP 9.75 9.07 8.39 7.80 
PE4460 RG59B/U, RG62 CLAMP 9.75 9.07 8.39 7.80 
| PE4461 RG174, RG188, RG316 CLAMP 10,9577) 10.18 9.42 8.76 
PE4462 RG174, RG188, RG316 CRIMP 12.50 11.63 10.75 10.00 
PE4463 RG178, RG196 CLAMP 12.05 11.21 10.36 9.64 
PE4145 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 15.40 14.32 Tact etlevse 
| PE4144 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 15.40 14.32 13.24 12.32 
| TNC FEMALE ~ PE4152 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 13. O54" 12.14" “TI 22 10.44 
BULKHEAD PE4153 RG55, RG141, RG142, RG223, RG400 CRIMP 13255 12.60 11.65 10.84 
FOR CABLE PE4151 RG58 CRIMP 12.75 11.86 10.97 10.20 
ATTACHMENT PE4464 RG59B/U, RG62 CLAMP 18.75 17.44 =: 16.13 15.00 
PE4465 RG59B/U, RG62 CRIMP 15.25 14.18 =13.12 12.20 
MOUNTING PE4304 RG174, RG188, RG316 CLAMP 15.40 14.32 13.24 12.32 
) HOLE B06 PE4466 RG174, RG188, RG316 - CRIMP 15.55 14.46 13.37 12.44 
PE4467 RG178, RG196 CLAMP 15.40 14.32 13,24 (12.32 
PE4148 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER-PRECISION 41.75 . 38.83 °°35.91 ~~ 33.40 
PE4150 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 18.70 17.39 16.08 14.96 
PE4147 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER-PRECISION 44.90 41.76 38.61 35.92 

PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 


PE4149 RG405, PE-SR405AL, 


Model No. PE4305 

TNC FEMALE BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B04 


Model No, PE4066 

TNC FEMALE, PANEL MOUNT 
CLAMP ATTACHMENT FOR RG55, 
RG58, RG141, RG142, RG223 
& RG400 #3-56 TAPPED HOLES 
MOUNTING HOLE A03 


Model No, PE4065 

TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4064 
TNC FEMALE, PANEL MOUNT 
#3-56 TAPPED HOLES 
SOLDER CUP CONTACT 
MOUNTING HOLE A03 


Model No. PE4063 
| TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 


MOUNTING HOLE B05 
4-24 25-49 
| $13.30 $12.37 
i 80-99 ~100 + 

$11.44 


| Model No. PE4306 
| TNC FEMALE BULKHEAD 


| ISOLATED GROUND 
| SOLDER CUP CONTACT 
) MOUNTING HOLE B04 


Free Ground Freight  Aj| Products Available Online! www.pasternack.com 157 
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1-24 
$10.85 


25-49 


Model No. PE4470 
TNC MALE, PANEL MOUNT 
SOLDER CUP CONTACT, 
MOUNTING HOLE A07 f= 


Model No, PE4471 

TNC FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT, MOUNTING HOLE B13 


Model No. PE4469 

TNC FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B06 


Model No, PE4468 
TNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


1-24 1-24 25.49 
$26.05 $18.50 $17.21 
50-99 100 + 50-99 100+ 


$22.40 $20.84 $15.91 $14.80 


SMC CONNECTORS 


STANDARD 50 OHM M39012 INTERFACE 
SEE PAGE 266 FOR MOUNTING HOLES 


These 50 Ohm SMC connectors will interface with all M39012 50 Ohm SMC connectors. These will NOT 
mate with any 75 Ohm SMC connectors. JACK=MALE contact, PLUG=FEMALE contact 


Model_No. FITS MIL SPEC AND EQUIVALENT CABLES 1-24 25-49 - 100 + | SMC JACK BULKHEAD RECEPTACLE 
PLUG, CRIMP PE4558 RGSS $15.60 $14.51 $13.42 $12.48 | REAR MOUNT, SOLDER CUP 
ATTACHMENT PE4594 RG55, RG142, RG223, RG400 15.60 14.51 13.42 12.48 | CONTACT, MOUNTING HOLE B01 
PE4045 RG174, RG188, RG316 1:75 7270" 6 ar gee 
PE4074 RG178, RG196 11.10 10.32 9.55 8.88 
PLUG, CLAMP PE4201 RG174, RG188, RG316 8.65 8.04 7.44 6.92 1-24 4 
ATTACHMENT PE4202 RG178, RG196 11.45 10.65 9.85 9.16] 68-39 © $779 
PE4357 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 13.55 12.60 11.65 10.84 50-99 100 + 
PLUG, RIGHT PE4557 —sRGSB 14.15 13.16 12.17. 11.32] %7-14 $6.64 
ANGLE, CRIMP PE4596 RG55, RG142, RG223, RG400 14.30 13.30 12.30 11.44 
ATTACHMENT PE4051 RG174, RG188, RG316 11.10 10.32 9.55 98.88 | Model No. PE4171 
PE4160 ——-RG178, RG196 10.85 10.09 9.33 8.68 | SMC JACK BULKHEAD RECEPTACLE 
ai FRONT MOUNT, SOLDER CUP 
PLUG, RIGHT ig PE4262 RG174, RG188, RG316 10.00 9.30 8.60 8.90 | CONTACT, MOUNTING HOLE B1 
ANGLE, CLAMP PE4263 RG178, RG196 10.40 9.67 8.94 8.32 | 
ATTACHMENT PE4359 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 15.60 14.51 13.42 12.48 
JACK, CRIMP ee PE4094 RG174, RG188, RG316 10.40 9.67 8.94 8.32 1-24 25-49 
ATTACHMENT XS PE4927 RG178, RG196 11.45 10.65 9.85 9.16] $8.39 $7.72 | 
50-99 100 + . 
JACK, CLAMP PE4270 RG174, RG188, RG316 18.75 17.44 16.13 15.00] $714 $6.64 
ATTACHMENT PE4271 RG178, RG196 18.75 17.44 16.13 15.00 
PE4361 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 18.75 17.44 16.13 15.00 Model No. _PE4285 : 
JACK, BULKHEAD PE44047 —s« RGSS, RG142, RG223, RG400 18.75 17.44 16.13 15.0 een RECEPTAC 
CRIMP Se PE44095 —s-RG5B 18.75 17.44 16.13 15.0 
ATTACHMENT |__ Wes] PE4095 ——-RG174, RG188, RG316 10.40 9.67 8.94 8.32 | SOLDER CUP CONTACT 
PE4365  —-RG178, RG196 19.80 18.41 17.03 15.84 | MOUNTING HOLE B01 
JACK, BULKHEAD PE4278 RG174, RG188, RG316 20.85 19.39 17.93 16.68 
CLAMP PE4279 RG178, RG196 20.85 19.39 17.93 16.68 1-24 =. 25-49 
ATTACHMENT PE4363 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 20.85 19.39 17.93 16.68| $17.70 $16.46 
50-99 100 + 
$15.22 $14.16 


Mode] No, PE4246 
SMC PLUG, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 


Mode] No, PE4178 
SMC JACK, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 


Mode] No. PE4367 
SMC PLUG, PRINTED CIRCUIT 
MOUNT, MOUNTING HOLE D02 


Model No. PE4289 Mode] No. PE4175 
SMC PLUG BULKHEAD RECEPTACLE} SMC JACK, PRINTED CIRCUIT 
SOLDER CUP CONTACT MOUNT, MOUNTING HOLE D02 


MOUNTING HOLE B01 


1-24 =. 25-49 
$13.55 $12.60 
50-99 100 + 


Model No. PE44120 
SMC JACK, SURFACE MOUNT 


1-24 25-49 
$10.40 $9.67 
50-99 100 + 
$8.94 $8.32 


Model No. PE44133 
SMC JACK, END LAUNCH FOR 
-042" THICK BOARD 


ROUND CONTACT TAB CONTACT 


$16.65 $15.48 $15.60 
50-99 100 + 30-99 
$14.32 $13.32 $13.42 
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Model No. PE44122 
SMC JACK, RIGHT ANGLE 
SURFACE MOUNT 


Model No, PE44136 
SMC JACK, END LAUNCH FOR 
-062" THICK BOARD 


Mod 

SMC JACK BULKHEAD 

P.C. MOUNT 

MOUNTING HOLE B01 & DO2 


1-24 
$17.70 
50-99 
$15.22 


25-49 
$16.46 
100 _+ 
$14.16 


Model No, PE44138 

SMC JACK, END LAUNCH FOR 
-042" THICK BOARD 

TAB CONTACT 


$16.65 


$14.32 


MOUNTING HOLE D02 


$8.70 
100 + 
$7.48 


SMC JACK BULKHEAD 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE BO1 & DO2 


1-24 
$14.15 


$12.17 


Model No, PE44140 

SMC JACK, 2 HOLE FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE C07 


1-24 
$13.55 
30-99 
$11.65 
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Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


MOUNTING HOLE D02 


4-24 = 25-49 ‘ 
$18.75 $17.44 


$16.13 


: 


Model No. PE44130 

SMC JACK, END LAUNCH FOR 
-062" THICK BOARD 

ROUND CONTACT 


SMC JACK, 4 HOLE FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE A22 


1-24 
$13.55 $12.60 
50-99 100 + 
$11.65 $10.84 


Free Ground Freight 


Same-Day Shipping — 


4 


SEE PAGE 266 FOR MOUNTING HOLES PRICE 
SSMA MALE 1-24 825-49 = 50-99» 100 + 
FOR CABLE PE44379 RG174, RG188, RG316 CRIMP $15.55 $14.46 $13.37 $12.44 
ATTACHMENT PE4184 RG174, RG188, RG316 SOLDER 17.70 16.46 15.22 14.16 
PE44416 RG188-DS, RG316-DS CRIMP 16.45 15.30 14.15 13.16 
PE44417 RG188-DS, RG316-DS SOLDER 17.55 16.32 15.09 14.04 
PE44381 RG178, RG196 CRIMP 17.70 16.46 15.22 14.16 
PE4199 RG178, RG196 SOLDER 20.85 19.39 17.93 16.68 
PE44382 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER(WITHOUT CONTACT) 17.70 16.46 15tZz2 14.16 
PE44383 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER(WITH CONTACT) 17.70 16.46 15.22 14.16 
PE44440 PE-034SR (.034" SEMI-RIGID) SOLDER 18.75 17.44 16.13 15.00 
i PE44441 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 18.75 17.44 16.13 15.00 
\SSMA MALE PE44378 RG174, RG188, RG316 CRIMP 18.75 17.44 16.13 15.00 
RIGHT ANGLE PE44401 RG174, RG188, RG316 SOLDER 24.95 23.20 21.46 19.96 
FOR CABLE PE44418 RG188-DS, RG316-DS CRIMP 20.90 19.44 17.97 16.72 
ATTACHMENT PE44419 RG188-DS, RG316-DS SOLDER 20.85 19.39 17.93 16.68 
PE44380 RG178, RG196 CRIMP 20.85 19.39 17.93 16.68 
PE44402 RG178, RG196 SOLDER 20.85 19.39 17.93 16.68 
PE44384 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 20.85 19.39 17.93 16.68 
PE44420 PE-034SR (.034" SEMI-RIGID) SOLDER 29.20 27.16 Ay a 23.36 
PE44421 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 29.20 27.16 25.008 23.36 
'SSMA FEMALE PE44385 RG174, RG188, RG316 CRIMP 17.40 16.18 14.96 13.92 
FOR CABLE PE44403 RG174, RG188, RG316 SOLDER 18.70 17.39 16.08 14.96 
ATTACHMENT PE44422 RG188-DS, RG315-DS CRIMP 19.80 18.41 17.03 15.84 
PE44423 RG188-DS, RG316-DS SOLDER 20.85 19.39 17.93 16.68 
PE44386 RG178, RG196 CRIMP 30.10 27.99 25.89 24.08 
PE44404 RG178, RG196 SOLDER 18.70 17.39 16.08 14.96 
PE44387 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 17.40 16.18 14.96 13.92 
PE44424 PE-034SR (.034" SEMI-RIGID) SOLDER 22.90 21.30 19.69 18.32 
PE44425 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 21.80 20.27 18.75 17.44 
‘SsMa FEMALE PE44388 RG174, RG188, RG316 CRIMP 24.00 22.32 20.64 19.20 
BULKHEAD PE44405 RG174, RG188, RG316 SOLDER 19.80 18.41 17.03 15.84 
‘FOR CABLE PE44426 RG188-DS, RG316-DS CRIMP 20.85 19.39 17.93 16.68 
ATTACHMENT PE44427 RG188-DS, RG316-DS SOLDER 19.80 18.41 17.03 15.84 
PE44389 RG178, RG196 CRIMP 21.95 20.41 18.88 17.56 
PE44406 RG178, RG196 SOLDER 19.80 18.41 17.03 15.84 
PE44390 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 19.80 18.41 17.03 15.84 
PE44428 PE-034SR (.034" SEMI-RIGID) SOLDER 28.30 26.32 24.34 22.64 
PE44429 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 28.30 26.32 24.34 22.64 


Mode} No, PE44391 
SSMA FEMALE, P.C. MOUNT 


TURRET TERMINAL CONTACT 
MOUNTING HOLE B01 


i 
E 


Model No, PE44392 
SSMA FEMALE BULKHEAD 


USE MOUNTING HOLE B01 


Model No, PE44393 
SSMA FEMALE BULKHEAD 
REAR MOUNT 

MOUNTING HOLE BO1 


SSMA FEMALE 

4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A22 


PE4 


SSMA FEMALE 

2 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE C07 


$17.03 $15.84 


| emote MALE, PC MOUNT 


MOUNTING HOLE D02 
| $16.30 $15.16 
$14.02 $13.04 


ea peute tran FEMALE RIGHT ANGLE 
PLC. MOUNT 
MOUNTING HOLE D02 


$30.15 
50-99 100+ 
$25.93 
Free Ground Freight 


Same-Day Shipping 


—_—_— — — .-_ 


$17.93 


Mode] No. PE44431 
SSMA MALE, 2 HOLE PANEL 


MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C07 


$20.85 
30-99 
$17.93 


Model No, PE44436 

SSMA FEMALE, 2 HOLE PANEL 
MOUNT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 
MOUNTING HOLE C07 


$22.90 


$19.69 
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MOUNTING HOLE DO02 FRONT MOUNT 

1-24 1-24 1-24 1-24 = 25-49 

| $19.80 $18.41 $20.85 : $18.75 : $22.95 : $20.85 $19.39 
30-99 100 + 30-99 50-99 50-99 30-99 


$16.13 


Model _No, PE44432 

SSMA MALE, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A22 


$20.85 
50-99 
$17.93 


Model No, PE44437 

SSMA FEMALE, 2 HOLE PANEL 
MOUNT FOR RG405, 
PE-SR405AL & PE-SR405FL 
MOUNTING HOLE C07 


1-24 
$25.10 
50-99 
$21.59 


Toll-Free: 866-PASTERNACK (866-727-8376) 


$19.74 $17.93 


Mode] No. _PE44433 Mode] No. PE44434 
SSMA FEMALE, 2 HOLE PANEL SSMA FEMALE, 4 HOLE PANEL 
MOUNT, STUB CONTACT MOUNT, STUB CONTACT 


.375" EXTENDED DIELECTRIC .375" EXTENDED DIELECTRIC 


MOUNTING HOLE C07 MOUNTING HOLE A22 
1-24 1-24 = =25-49 
$20.85 . $24.00 $22.32 
30-99 50-99 100 + 
$17.93 : $20.64 $19.20 


Model No, PE44439 

SSMA FEMALE, 4 HOLE PANEL 
MOUNT FOR RG405, 
PE-SR405AL & PE-SR405FL 
MOUNTING HOLE A22 


Model No, PE44438 

SSMA FEMALE, 4 HOLE PANEL 
MOUNT FOR PE-047SR, 
PE-SRO47FL & PE-SRO47FL 
MOUNTING HOLE A22 


$27.10 $26.05 $24.23 
50-99 50-99 100 + 
$23.31 $22.40 $20.84 
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SMA CONNECTORS 


PRICE 
SMA MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 2-24 = 25-49 50-99 100 + 
FOR CABLE PE4332 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $53.40 $49.66 $45.92 $42.72 
ATTACHMENT PE4027 RG55, RG58, RG142, RG223, RG400 CLAMP 17.70 16.46 15.22 14.16 
PE4008 RG55, RG142, RG223, RG400 CRIMP 9.002%) BST, cen Tel 4 wenn Pn2O 
PE4576 RG55, RG142, RG223, RG400 CRIMP(CAPTIVE CONTACT) 15.60 14.51 13.42 12.48 
PE4587 RG55, RG58, RG142, RG223, RG400 SOLDER(CAPTIVE CONTACT) 12.75 11.86 10.97 10.20 
PE4037 RG55, RGSS, RG142, RG223, RG400 SOLDER 11.20 10.42 9.63 8.96 
PE4215 RGSS CRIMP 80526 (7.927 7.142" 6.64 
PE4577 RG58 CRIMP(CAPTIVE CONTACT) 15.60 14.51 13.42 12.48 
— PE4294 RG59B/U, RG62 CRIMP 17.75 16.51 15.27 14.20 
| PE4026 RG174, RG188, RG316 CLAMP 17.40 16.18 14.96 13.92 
PE4003 RG174, RG188, RG316 CRIMP 11.10 10.32 9.55 8.88 
PE4036 RG174, RG188, RG316 SOLDER 9.50 8.84 8.17 7.60 
PE4589 RG174, RG188, RG316 CRIMP(CAPTIVE CONTACT) 11.95 11.11 10.28 9.56 
PE4590 RG174, RG188, RG316 SOLDER(CAPTIVE CONTACT) 12.05 11.21 10.36 9.64 
PE4214 RG178, RG196 CLAMP 33.40 31.06 28.72, 26.72 
PE4398 RG178, RG196 CRIMP 13.30 12.37 11.44 = 10.64 
PE4213 RG178, RG196 SOLDER 13.20 12.28 11.35 10.56 
PE4399 RG180, RG195 CLAMP 13.55 12.60 11.65 10.84 
PE4578 RG180, RG195 CRIMP 15.60 14.51 13.42 12.48 
PE4400 RG188-DS, RG316-DS CLAMP 19.95 18.55 17.16 15.96 
PE4401 RG188-DS, RG316-DS CRIMP 10.40 9.67 8.94 8.32 
PE4402 RG188-DS, RG316-DS SOLDER 10.95. 10.18 9.42 8.76 
PE4403 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER/CLAMP 30.85 28.69 26.53 24.68 
PE4907 RG401, PE-SR401AL, PE-SR401FL (.250") DIRECT SOLDER 31.30 29.11 26.92 25.04 
PE4007 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER(WITHOUT CONTACT) 5.50 5.12 4.73 4.40 
PE4112 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER(WITH CONTACT) 6.60 6.14 5.68 5.28 
PE4005 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 5.90 5.49 5.07 4.72 
PE4918 PE-020SR (.020" SEMI-RIGID) SOLDER 28.30 26.32 24.34 = 22.64 
PE4917 PE-034SR (.034" SEMI-RIGID) SOLDER 35.25 32.78 30.32 28.20 
PE4404 PE-O47SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 16.60 15.44 14.28 13.28 
PE44203 PE-142LL CRIMP 10.00 9.30 8.60 8.00 
PE4085 PE-142SLL CRIMP 15.60 14.51 13.42 12.48 
SMA MALE PE4029 RGSS, RG58, RG142, RG223, RG400 CLAMP 18.50 17.21 15.91 14.80 
RIGHT ANGLE PE4002 RG55, RG142, RG223, RG400 CRIMP 13.30 12.37 11.44 10.64 
FOR CABLE PE4039 RG55, RG58, RG142, RG223, RG400 SOLDER 13.20 12.28 11.35 10.56 
etacment PE4405 RG58 CRIMP 13.20 12.28 11.35 10.56 
PE4327 RG59B/U, RG62 CRIMP 21.80 20.27 18.75 17.44 
PE4028 RG174, RG188, RG316 CLAMP 21.00 19.53 18.06 16.80 
PE4009 RG174, RG188, RG316 CRIMP 13.30 12.37 11.44 = 10.64 
PE4038 RG174, RG188, RG316 SOLDER 13.20 12.28 11.35 10.56 
PE4108 RG178, RG196 CLAMP 13.05 12.14 11.22 10.44 
PE4296 RG178, RG196 CRIMP 18.10 16.83 15.57 14.48 
PE4406 RG178, RG196 SOLDER 17.55 16.32 15.09 14.04 
PE4579 RG180, RG195 CLAMP 16.30 15.16 14.02 13.04 
PE4580 RG180, RG195 CRIMP 16.30 15.16 14.02 13.04 
PE4407 RG188-DS, RG316-DS CLAMP 19.60 18.23 16.86 15.68 
PE4408 RG188-DS, RG316-DS CRIMP 15.40 14.32. 13.24 12.32 
PE4409 RG188-DS, RG316-DS SOLDER 15.40 14.32 13.24 12.32 
PE4932 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER 34.30 31.90 29.50 27.44 
PE4083 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 18.85 17.53 16.21 15.08 
PE4025 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 20.00 18.60 17.20 16.00 
PE4920 PE-020SR (.020" SEMI-RIGID) SOLDER 38.60 35.90 33.20 30.88 
PE4919 PE-034SR (.034" SEMI-RIGID) SOLDER 36.50 33.95 31.39 29.20 
PE4410 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 40.20 37.39 34.57 32.16 
SMA FEMALE PE4411 RG8, RG, RG11, RG213, RG214, RG225, RG393 CLAMP 36.50 33.95 31.39 29.20 
FOR CABLE PE4031 RG55, RG58, RG142, RG223, RG400 CLAMP 26.05 24.23 22.40 20.84 
ATTACHMENT PEA412 RG55, RG142, RG223, RG400 CRIMP 11.10 10.32 9.55 8.88 
PE4O41 RG55, RG58, RG142, RG223, RG400 SOLDER 10.95 10.18 9.42 8.76 
PE4413 RG58 CRIMP 13.55 12.60 11.65. 10.84 
PE4326 RG59B/U, RG6Z CRIMP 17.70 16.46 15.22 14.16 
PE4030 RG174, RG188, RG316 CLAMP 18.75 17.44 16.13 15.00 
PEA414 RG174, RG188, RG316 CRIMP 11.10 10.32 9.55 8.88 
PE4040 RG174, RG188, RG316 SOLDER 10.95 10.18 9.42 8.76 
PE4325 RG178, RG196 CRIMP 18.35 17.07 15.78 14.68 
PE4591 RG178, RG196 CLAMP 18.75 17.44 16.13 15.00 
PE4592 RG178, RG196 SOLDER 16.45 15.30 14.15 13.16 
PE4415 RG188-DS, RG316-DS CLAMP 18.75 17.44 16.13 15.00 
PE4416 RG188-DS, RG316-DS CRIMP 13.55 12.60 11.65 10.84 
PE4417 RG188-DS, RG316-DS SOLDER 12.05 11.21 10.36 9.64 
PE4930 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER 17.40 16.18 14.96 13.92 
PE4115 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 8.85 8.23 7.61 7.08 
PE4116 RG405, PE-SRG05AL, PE-SR405FL (.085") SOLDER 15.55 14.46 13.37 12.44 
PE4922 PE-020SR (.020" SEMI-RIGID) SOLDER 35.50 33.02 30.53 28.40 
PE4921 PE-034SR (.034" SEMI-RIGID) SOLDER 36.50 33.95 31.39 29.20 
PE4418 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 23.70 22.04 20.38 18.96 
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SMA CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES PRICE 
SMA FEMALE Model _No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 4-24 25-49 50-99 100+ 
BULKHEAD PE4033 RG55, RG58, RG142, RG223, RG400 CLAMP $20.85 $19.39 $17.93 $16.68 
FOR CABLE PE4419 RG55, RG142, RG223, RG400 CRIMP 13.30 12.37 11.44 = 10.64 
ATTACHMENT PE4353 RG55, RG58, RG142, RG223, RG400 SOLDER 13.55 12.60 11.65 10.84 
PE4420 RG58 CRIMP 13.20 12.28 11.35 10.56 
PE4914 RG59B/U, RG6Z CRIMP 17.40 16.18 14.96 13.92 
PE4032 RG174, RG188, RG316 CLAMP 19.80 18.41 17.03 15.84 
PE4427 RG174, RG188, RG316 CRIMP 13.80 12.83 11.87 11.04 
PE4188 RG174, RG188, RG316 SOLDER 13.20 12.28 11.35 10.56 
PE4187 RG174, RG188, RG316 CRIMP(CAPTIVE CONTACT) 14.15 13.16 12.17 11.32 
PE4428 RG174, RG188, RG316 SOLDER(CAPTIVE CONTACT) 14.60 13.58 12.56 11.68 
PE4421 RG178, RG196 CLAMP 19.80 18.41 17.03 15.84 
PE4422 RG178, RG196 CRIMP 18.50 17.21 15.91 14.80 
PE4423 RG178, RG196 SOLDER 18.70 17.39 16.08 14.96 
| PE4424 RG188-DS, RG316-DS CLAMP 26.05 24.23 22.40 20.84 
PE4425 RG188-DS, RG316-DS CRIMP 15.65 14.55 13.46 12.52 
| PE4426 RG188-DS, RG316-DS SOLDER 14.30 13.30 12.30 11.44 
| PE4931 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER 22.95 21.34 19.74 18.36 
| PE4120 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 10.00 9.30 8.60 8.00 
PE4119 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 11.45 10.65 9.85 9.16 
PE4924 PE-020SR (.020" SEMI-RIGID) SOLDER 38.15 35.48 32.81 30.52 
| PE4923 PE-034SR (.034" SEMI-RIGID) SOLDER 39.65 36.87 34.10 31.72 
| PE4581 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 32.70 30.41 28.12 26.16 
1 MOUNTING HOLE B02 
SMA MALE 
QUICK PE44460 RG58, RG141 & RG303 CRIMP 41.75 38.83 35.91 33.40 


DISCONNECT 


(2 HOLE PE4196 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 15.60 14.51 13.42 12.48 
PANEL MOUNT PE4197 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 15.60 14.51 13.42 12.48 
ATTACHMENT PE4547 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 17.70 16.46 15.22 14.16 
| MOUNTING HOLE C01 
SMA FEMALE 
4 HOLE PE4034 RG174, RG188, RG316 CLAMP 36.50 33.95 31.39 29.20 
| PANEL MOUNT PE4035 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 36.50 33.95 31.39 29.20 
_ ATTACHMENT PE4121 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 21.85 20.32 18.79 17.48 
PE4122 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 18.75 17.44 16.13 15.00 
PE4548 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 24.00 22.32 20.64 19.20 
MOUNTING HOLE A01 
q 
| 
SMA FEMALE 
| END LAUNCH Model No. BOARD THICKNESS CONTACT SIZE 1-24 25-49 = 100 + 
PE44206 .031" .030" ROUND $12.75 $11.86 $10.97 $10.20 
PE44204 042" .030" ROUND 15.60 14.51 13.42 12.48 
/ PE44205 .047" .030" ROUND 15.60 14.51 13.42 12.48 
| PE4542 .062" .030" ROUND 12.50 11.63 10.75 10.00 
PE44207 .042" .020" X .010" TAB 16.65 15.48 14.32 13.32 
PE44208 .047" .020" X .010" TAB 17.40 16.18 14.96 13.92 
PE4543 .062" .020" X .010" TAB 12.25 11.39 10.54 9.80 
SMA FEMALE PE44211 .042" .030" ROUND 16.65 15.48 14.32 13.32 
BULKHEAD PE44212 062" .030" ROUND 16.65 15.48 14.32 13.32 
END LAUNCH PE44213 042" .020" X .010" TAB 16.65 15.48 14.32 13.32 
PE44214 .062" .020" X .010" TAB 16.65 15.48 14.32 13.32 
MOUNTING HOLE FO1 
sack PE44209 042" .030" ROUND 19.80 18.41 17.03 15.84 
PE4912 .062" .030" ROUND 16.30 15.16 14.02 13.04 
PE44210 .042" .020" X .010" TAB 19.80 18.41 17.03 15.84 
PE4913 062" .020" X .010" TAB 18.75 17.44 16.13 15.00 
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Model No. PE4000 
SMA FEMALE, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE AO1 
1-24 
$10.40 Ro 
50-99 
$8.94 


Model No. PE4117 
SMA FEMALE, P.C. MOUNT 


MOUNTING HOLE DO1 
1-24 = 25-49 
$11.10 $10.32 
50-99 = 100 + 
PEA 
SMA MALE, 4 HOLE PANEL 


MOUNT, STUB CONTACT 
-330" EXTENDED DIELECTRIC 


MOUNTING HOLE AQ1 
1-24 25-49 
$15.25 $14.18 
50-99 100+ 
$13.12 $12.20 


Model No. _PE4190 

SMA FEMALE, STRIPLINE 
END LAUNCH, CAPTIVE 

TAB CONTACT, 1/8" GROUND 
PLANE SPACING 


1-24 
$30.90 : 
50-99 100+ 
$26.57 $24.72 
4 


SMA FEMALE, RADIUS RIGHT 
ANGLE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE AO1 


$38.83 


$41.75 
50-99 100+ 
$35.91 $33.40 


Model No. PE4525 
SMA MALE, P.C. MOUNT 
MOUNTING HOLE DO1 


1-24 
$13.05 


50-99 
$11.22 $10.44 


162 


$12.14 
+ 


SMA CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Mode] No, PE4001 

SMA FEMALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 
EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


1-24 25-49 
$11.65 $10.83 
50-99 100 + 
$10.02 $9.32 


Model No, PE4118 

SMA FEMALE, RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE DO1 


1-24 
$13.30 
50-99 
$11.44 


Model No, PE4127 

SMA MALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 

330" EXTENDED DIELECTRIC 
MOUNTING HOLE C02 


$13.42 


Model No, PE4216 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1" FLANGE, .012" 
WIDTH SLOT IN CONTACT 
MOUNTING HOLE A05 


Model No. PE4300 

SMA FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B02 


8 


Sera MALE, RIGHT ANGLE 
P.C. MOUNT 
MOUNTING HOLE DO1 


1-24 ~25- 
$23.63 $21.98 
100 + 


$20.32 $18.90 


Model No, PE4004 
SMA FEMALE, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C01 


1-24 25-49 
$10.05 $9.35 
50-99 100 + 
$8.64 $8.04 


Model No. PE4123 

SMA FEMALE, RIGHT ANGLE 
4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE AO1 


25-49 
24.23 
100 + 
20.84 


Model_No. PE4128 
SMA FEMALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 

590" EXTENDED DIELECTRIC 


MOUNTING HOLE C01 
i168 
re 


Ba reise FEMALE, 4 HOLE PANEL 
MOUNT, .5" FLANGE, .012" 
WIDTH SLOT IN CONTACT 


MOUNTING HOLE aes 
1-24 


$13.55 


$11.65 


Model No, PE4354 
SMA MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE 2 


Model No, PE4527 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .687" FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE A04 


Phone: 949-261-1920 


Model No, PE4099 
SMA FEMALE, 4 HOLE PANEL 
MOUNT, STUB CONTACT 


-590" EXTENDED DIELECTRIC 


MOUNTING HOLE A01 


1-24 25-49 
$8.85 $8.23 
50-99 100 + 
$7.61 $7.08 


Model No, PE4124 
SMA MALE, 4 HOLE PANEL 


MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE AO1 


$15.60 


$13.42 


Model No. PE4186 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE AO1 


Mode] No, PE4218 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1" FLANGE 

SOLDER CUP CONTACT 
MOUNTING HOLE HOLE A05 


$13.42 


Model No, _PE4370 

SMA FEMALE, 2 HOLE PANEL 
MOUNT, FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE C01 


1-24 
$15.60 
50-99 
$13.42 


Model _No, PE4528 
SMA FEMALE BULKHEAD 
REAR MOUNT, .020" DIA. 


STUB CONTACT, HERMETICALLY 


SEALED WITH O-RING 
MOUNTING HOLE B02 


$20.85 
30-99 
$17.93 
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Model No. PE4101 
SMA FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


1:24 = 25-49 
$8.85 $8.23 
50-99 100+ 
$7.61 $7.08 


Model No. PE4125 
SMA MALE, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE C01 
1:24 825-49 | 


$17.95 $16.69 
50-99 100 + 
$15.44 $14.36 


Mode] No. PE4189 
SMA FEMALE BULKHEAD 
-050" DIA. STUB CONTACT 


MOUNTING HOLE FO1 
2-24 = 25-49 
$9.75 $9.07 
50-99 100 + 
$8.39 $7.80 


Model _No. PE4219 
SMA FEMALE BULKHEAD 


FRONT MOUNT 

SOLDER CUP CONTACT 

MOUNTING HOLE B02 
1-24 25-49 
$8.65 $8.04 
30-99 100 + 


$7.44 $6.92 


Model No. PE4524 
SMA FEMALE BULKHEAD 


P.C. MOUNT 
MOUNTING HOLE D01 
MOUNTING HOLE B02 
1-24 25-49 
$12.25 $11.39 : 
30-99 100+ 
$10.54 $9.80 


Model No, PE4529 
SMA FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 


WITH O-RING 
MOUNTING HOLE B02 
1-24 ose 
$13.55 $12.60 
30-99 100+ 
$11.65 


Free Ground Freight 
Same-Day Shipping 


Mode] No. PE4530 

SMA FEMALE BULKHEAD, FRONT 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 
MOUNTING HOLE FO1 


1-24 =—25-49 
$21.90 $20.37 
30-99 100+ 
$18.83 $17.52 


Model No. PE4535 
SMA FEMALE, STRIPLINE 
END LAUNCH, CAPTIVE 
TAB CONTACT, 1/4" 
GROUND PLANE SPACING 


1:24 25-49 
$36.50 $33.95 
50-99 100 + 

$31.39 $29.20. © 


Model No. PE4540 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .020" DIA STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 
MOUNTING HOLE A01 


1-24 
$30.00 
50-99 
$25.80 


7.0 


sea'no 


Model No. PE4549 
SMA FEMALE BULKHEAD 
SOLDER CUP CONTACT 


: | wal. HOLE FO1 

| ae . 
$13.05 sg. 

$11.22 $10.44 


Model No. PE44237 

SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 
90° DIRECTION 
590 EXTENDED DIELECTRIC 
MOUNTING HOLE CO1 


1-24 
$29.20 


50-99 
$25.11 


Model No, _PE44340 
27 GHz SMA FEMALE, 2 HOLE 
PANEL MOUNT, STUB CONTACT 
EXTENDED DIELECTRIC 
MOUNTING HOLE C01 
MAX VSWR 1.20:1 


SMA CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


4 
SMA MALE BULKHEAD, FRONT 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH 0-RING 
MOUNTING HOLE FO1 


1-24 25-4 
$24.00 $22.32 
50-99 100 + 
$20.64 $19.20 


PE4 
SMA FEMALE BULKHEAD, FRONT 
MOUNT, .380" MOUNTING HOLE 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


1-24 
$36.50 


$31.39 


Model No. PE4541 

SMA MALE, 4 HOLE PANEL 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH 0-RING 
MOUNTING HOLE AO1 


1-24 
$31.30 
30-99 
$26.92 


25-49 
100 _+ 


PE491 
SMA FEMALE, SURFACE MOUNT 


Model No. PE44239 
SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 


+45° DIRECTION. -45° 
DIRECTION, ORDER PE44239 
MOUNTING HOLE CO1 


1-24 
$29.20 


50-99 
$25.11 


$27.16 
100 + 
$23.36 


Model No, PE44341 

27 GHz SMA FEMALE, 2 HOLE 
PANEL MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE CO1 
MAX VSWR 1.20:1 


Model No. PE4532 

SMA FEMALE BULKHEAD 
-020" DIA. STUB CONTACT 
HERMETICALLY SEALED 
MOUNTING HOLE FO1 


1-24 = =25-49 
$17.70 $16.46 
30-99 100+ 
$15.22 $14.16 


SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE E01 


1-24 
$19.80 
50-99 
$17.03 


Model No, PE4544 

SMA MALE BULKHEAD, FRONT 
MOUNT, .380" MOUNTING HOLE 
WITH SOLDER CUP CONTACT 
MOUNTING HOLE B04 


$17.40 
50-99 
$14.96 


Model No, PE4911 
SMA FEMALE, RIGHT ANGLE 
SURFACE MOUNT 


$16.30 


$14.02 


Model No. PE44593 

SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 

90° DIRECTION 

-250 EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


$29.20 
50-99 
$25.11 


27 GHz SMA FEMALE, 
P.C. MOUNT 
MOUNTING HOLE DO1 
MAX VSWR 1.20:1 


Mode]_No, PE4533 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .687" FLANGE, STUB 
CONTACT, .590" EXTENDED 
DIELECTRIC 

MOUNTING HOLE A04 


1-24 
$15.60 Ha a 
50-99 
$13.42 Ree rr 


Model No. PE4538 

SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT, STUB 
CONTACT, .590" EXTENDED 


DIELECTRIC 
MOUNTING HOLE E01 
1 a8 25-49 
eee 
mer 


Model _ No. PE4545 
SMA FEMALE BULKHEAD 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE DO1 
MOUNTING HOLE B02 


1-24 a aii 
$20.30 
pe 


50-99 
$17.46 


Model _No. PE44235 
SMA FEMALE, SURFACE MOUNT 
END LAUNCH 


1-24 
315.55 

50-99 
$11.65 


Model No. PE44240 

SMA FEMALE, PRESS MOUNT 
-010" X .020" TAB CONTACT 
MOUNTING HOLE FO7 


$17.70 
30-99 
$15.22 


Model No, PE44343 

27 GHz SMA FEMALE, 2 HOLE 
PANEL MOUNT, STUB CONTACT 
-590" EXTENDED DIELECTRIC 
MOUNTING HOLE C01 

MAX VSWR 1.20:1 


Model No, PE4534 
SMA FEMALE, STRIPLINE 


END LAUNCH, CAPTIVE 
TAB CONTACT, 1/16" 
GROUND PLANE SPACING 


aes | 
son a0 7 34 Ba |@ © 
rag Noy 52 WAS © 
P 
SMA FEMALE, .500" X .375" 


4 HOLE PANEL MOUNT 
FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE E01 


1-24 25-49 
$19.80 $18.41 
50-99 100 + 
$17.03 $15.84 
Model No. PE4546 
SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1" FLANGE 


FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE A05 


1-240) 28-46) 
$26.85 $24.97 
50-99 100 + 
$23.09 $21.48 


Model No. PE44236 

SMA FEMALE, RIGHT ANGLE 

4 HOLE PANEL MOUNT 

-590" EXTENDED DIELECTRIC 
MOUNTING HOLE A01 


25-49 


$29.20 $27.16 
30-99 100+ 
$25.11 $23.36 


Model No, PE44241 

SMA FEMALE, PRESS MOUNT 
-030" ROUND CONTACT 
MOUNTING HOLE FO07 


S 25-49 
$17.70 $16.46 
50-99 100+ 
$15.22 $14.16 


Model No, PE44344 

27 GHz SMA FEMALE BULKHEAD 
-050" DIA STUB CONTACT 
MOUNTING HOLE FO1 

MAX VSWR 1.20:1 


PRECISION PRECISION PRECISION PRECISION PRECISION 
CONNECTOR CONNECTOR CONNECTOR CONNECTOR CONNECTOR 
$39.65 $36.87 $31.30 $29.11 $31.30 $29.11 $31.30 $29.11 
50-99 100+ 50-99 100+ 50-99 100 + 50-99 100 + 
$34.10 $31.72 $26.92 $25.04 $26.92 $25.04 $26.92 $25.04 
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Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


SMA FIELD REPLACEABLE CONNECTORS 


.900 


0676 
HOLE S> 
250 
] 
FLANGE 
] STYLE 

PE44000 FEMALE 1 
PE44001 FEMALE 1 
PE44002 FEMALE 1 
PE44003 FEMALE 1 
PE44004 FEMALE 1 
PE44005 MALE 1 
PE44006 MALE 1 
PE44007 MALE 1 
PE44008 MALE 1 
PE44009 MALE 1 
PE44010 FEMALE 2 
PE44011 FEMALE 2 
PE44012 FEMALE 2 
PE44013 FEMALE 2 
PE44014 FEMALE 2 
PE44015 FEMALE RIGHT ANGLE 2 
PE44016 FEMALE RIGHT ANGLE 2 
PE44017 FEMALE RIGHT ANGLE 2 
PE44018 MALE 2 
PE44019 MALE 2 
PE44020 MALE 2 
PE44021 MALE 2 
PE44022 MALE 2 
PE44023 FEMALE S) 
PE44024 FEMALE 3 
PE44025 FEMALE 3 
PE44026 FEMALE 3 
PE44027 FEMALE Ss 
PE44028 MALE 3 
PE44029 MALE 3 
PE44030 MALE 3 
PE44031 MALE 3 
PE44032 MALE 3 


EMI / RFI GASKET 


On O 
NEW | 
aD. 


MOUNTING HOLE AO1 


MODEL NO. 
PE1003-1 


PE1003-2 


1-24 PACKS* 25-49 PACKS* 1-24 25-49 
$13.05 $12.14 $9.95 $9.25 
50-99 PACKS* 100+ PACKS* 50-99 100 + 1-24 PACKS* 25-49 PACKS 
$11.22 $10.44 $8.56 $7.96 $13.05 $12.14 $11.22 


SOLD INDIVIDUALLY *SOLD IN PACKS OF 5 PCS. 


| .063 | .180 | .315 | 
Tpe1o0n-3 | 018 | az | 063 | 100 | aus | 14, 

[rex00i-« | .020 | .158 | .069 | .070 | .220 | 15.25 | 16.18 | 13.12 
[reio0i-s | 020 | .15e | .069 | .229 | .375 | 15.25 | 1. 

| Pe1001-7 | .o09 | .o68 | .055 | .031 | .112 | 80.80 | 75.14 
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3.5mm CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


PR Che 
| Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
3.5mm MALE PE4981 RG402, PE-SR402AL, PE-SR402FL (.141") | SOLDER/CLAMP $57.85 $53.80 $49.75 $46.28 
_ FOR CABLE PE4982 RG405, PE-SR405AL, PE-SR405FL (.085") | SOLDER/CLAMP 57.85 53.80 49.75 46.28 
ATTACHMENT 
3.5mm FEMALE 
FOR CABLE PE4983 RG402, PE-SR402AL, PE-SR402FL (.141") | SOLDER/CLAMP 57.85 53.80 49.75 46.28 
ATTACHMENT PE4984 RG405, PE-SR405AL, PE-SR405FL (.085") | SOLDER/CLAMP 94.00 87.42 80.84 75.20 
3.5mm FEMALE 
BULKHEAD FOR PE4985 RG402, PE-SR402AL, PE-SR402FL (.141")  SOLDER/CLAMP 177.60 165.17 152.74 142.08 
CABLE ATTACHMENT PE4986 RG405, PE-SR405AL, PE-SR405FL (.085") | SOLDER/CLAMP 73.10 67.98 62.87 58.48 
MOUNTING HOLE B02 
| 
| 
2.92mm CONNECTORS 
SEE PAGE 266 FOR MOUNTING HOLES 
Model No. PE4987 Model No. PE4988 Model No. PE4989 Model PE Model No. PE4991 
2.92mm MALE, SOLDER 2.92mm MALE, SOLDER 2.92mm MALE, SOLDER 2.92mm FEMALE BULKHEAD 2.92mm FEMALE BULKHEAD 
ATTACHMENT FOR RG402, ATTACHMENT FOR RG405, ATTACHMENT FOR .118" SOLDER/CLAMP ATTACHMENT SOLDER/CLAMP ATTACHMENT 
PE-SR402AL & PE-SR402FL PE-SR405AL & PE-SR405FL SEMI-RIGID FOR RG402, PE-SR402AL & FOR .118" SEMI-RIGID 
PE-SR402FL MOUNTING HOLE B02 
MOUNTING HOLE B02 
: 1-24 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$31.30 ia. a $31.30 $29.11 $41.75 $38.83 $83.55 $77.70 $99.20 $92.26 
50-99 28-99 100+ 50-99 100+ 50-99. 100 + 50-99 100 + 
$26.92 scat 08 $26.92 $25.04 -| $35.91 $33.40 $71.85 $66.84 $85.31 _ $79.36 
Model No, PE4992 Model No, PE44227 Model No. PE44228 Model No. PE44229 Model No. PE44230 
2.92mm FEMALE BULKHEAD 2.92mm FEMALE, SOLDER/CLAMP| 2.92mm FEMALE, SOLDER/CLAMP| 2.92mm FEMALE, 2 HOLE PANEL| 2.92mm FEMALE, 4 HOLE PANEL 
- SOLDER/CLAMP ATTACHMENT ATTACHMENT FOR RG402, ATTACHMENT FOR RG405, MOUNT, ACCEPTS .012" DIA. | MOUNT, ACCEPTS .012" DIA. 
FOR RG405, PE-SR405AL & PE-SR402AL & PE-SR402FL PE-SR405AL & PE-SR405FL CONTACT, MOUNTING HOLE CO1 | CONTACT, MOUNTING HOLE AQ1 
PE-SR405FL 
MOUNTING HOLE B02 
| 
1-24 «25-49 1-24 1-24 1-24 pol oepy eet) 
$94.00 $87.42 $62.65 ‘ $62.65 ; } ; $73.10 $67.98 
50-99 100 + 50-99 50-99 30-99... 100 + 
$80.84 $75.20 $53.88 ; $53.88 : ; ; $62.87 $58.48 
Model No. PE44231 44 Model No. PE44233 Model No, PE44234 Model No. PE44347 
-2.92mm FEMALE, SPARKPLUG 2.92mm MALE, 2 HOLE PANEL | 2.92mm MALE, 4 HOLE PANEL | 2.92mm MALE, SPARKPLUG 2.92mm MALE, 2 HOLE PANEL 
ACCEPTS .012" DIA. CONTACT | MOUNT, ACCEPTS .012" DIA. | MOUNT, ACCEPTS .012" DIA. | ACCEPTS .012" DIA. CONTACT | MOUNT, .025" DIA. CONTACT 


CONTACT, MOUNTING HOLE C02 | CONTACT, MOUNTING HOLE AO1 MOUNTING HOLE C06 
1-24 25-49 1-24 i 1-24 a 
i rir : : : 5 
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2.4mm CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE44215 Model No. PE44216 Mode] No. PE44217 Model No. PE44218 Model No. PE44219 
2.4mm MALE, SOLDER 2.4mm FEMALE, SOLDER/CLAMP | 2.4mm FEMALE, 2 HOLE PANEL | 2.4mm FEMALE, 4 HOLE PANEL | 2.4mm FEMALE, SPARKPLUG 
ATTACHMENT FOR RG405, ATTACHMENT FOR RG405, MOUNT, .250" EXTENDED MOUNT, .250" EXTENDED ACCEPTS .012" DIA. CONTACT 
PE-SR405AL & PE-SR405FL PE-SR405AL & PE-SR405FL DIELECTRIC DIELECTRIC 
MOUNTING HOLE C05 MOUNTING HOLE A01 
1-24 25-49 1-24 25-49 1-24 825-49 1-24 25-49 1-24 25-49 

$39.65 $36.87 $106.50 $99.05 $107.95 $100.39 $81.45 $75.75 $81.45 $75.75 

50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 50-99. 100 + 

$34.10 $31.72 $91.59 $85.20 $92.84 $86.36 $70.05 $65.16 $70.05 $65.16 


Model _No. PE44221 
2.4mm MALE, 4 HOLE PANEL 


MOUNT, .250" EXTENDED 
DIELECTRIC 
MOUNTING HOLE A01 


Model No. PE44222 
2.4mm MALE, SPARKPLUG 


ACCEPTS .012" DIA. CONTACT 


Model No. PE44220 
2.4mm MALE, 2 HOLE PANEL 


MOUNT, .250" EXTENDED 


DIELECTRIC 
MOUNTING HOLE C05 
1-24 25-49 
$94.00 $87.42 
50-99 100 + 
.20 


$80.84 $75 


Model No. PE44225 


Model No. PE44224 
2.4mm MALE, 4 HOLE PANEL 
MOUNT, STRIPLINE CIRCUITS 
-003" X .011" TAB CONTACT 
MOUNTING HOLE A01 


2.4mm MALE, 2 HOLE PANEL 
MOUNT, STRIPLINE CIRCUITS 
-003" X .011" TAB CONTACT 
MOUNTING HOLE C05 


1-24 i, 
$156.70 $145.73 

- 100 + 
$134.76 $125.36 


Model No. PE44345 


2.4mm FEMALE, 2 HOLE PANEL | 2.4mm FEMALE, 4 HOLE PANEL | 2.4mm MALE, SOLDER/CLAMP 2.4mm FEMALE BULKHEAD PLEASE CONTACT 
MOUNT, STRIPLINE CIRCUITS MOUNT, STRIPLINE CIRCUITS | ATTACHMENT FOR RG405, SOLDER/CLAMP ATTACHMENT 
.003" X .011" TAB CONTACT -003" X .011" TAB CONTACT | PE-SR405AL & PE-SR405FL FOR RG405, PE-SR405AL & OUR ENGINEERING 
MOUNTING HOLE C05 MOUNTING HOLE AO1 PE-SR405FL 
MOUNTING HOLE B14 DEPARTMENT FOR 
ALL YOUR SPECIAL 
\ G ma 2 . 
1-24 25-49 1-24 25-49 REQUIREMENTS AT 
$104.45 $97.14 $94.00 $87.42 
50-99 100 + 50-99 100 + (866) 727-8376 EXT. 3 
$89.83 $83.56 $70.05 $80.84 $75.20 
1.85mm CONNECTORS 
SEE PAGE 266 FOR MOUNTING HOLES 
Model No. PE44335 Model No. PE44336 Model No. PE44337 Model No. PE44338 Model No. PE44339 
1.85mm MALE, SOLDER/CLAMP 1.85mm MALE, SOLDER 1.85mm FEMALE, 2 HOLE 1.85mm MALE, SPARKPLUG 1.85mm FEMALE, SPARKPLUG 
ATTACHMENT FOR PE-047SR, ATTACHMENT FOR RG405, PLANEL MOUNT, ACCEPTS .009" DIA. CONTACT | ACCEPTS .009" DIA. CONTACT 
PE-SRO47AL & PE-SRO47FL PE-SR405AL & PE-SR405FL ACCEPTS .009" DIA. CONTACT 
MOUNTING HOLE C01 
(ois tae ee) 
1-24 25-49 1-24 25-49 1-24 25-4 1-24 25-49 
$104.45 $97.14 $94.00 $87.42 $104.45 $97.14 $94.00 $94.00 $87.42 
$89.83 $83.56 $80.84 $75.20 $89.83 $83.56 $80.84 $80.84 $75.20 


Pry aT ee a a a ea aa a ees a ee ee 
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MHV CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


PR LUCE 
| MHV MALE Model _No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 - - + 
FOR CABLE PE4299 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $20.85 $19.39 $17.93 $16.68 
ATTACHMENT PE4493 RG8, RG213 CRIMP 22.00 20.46 18.92 17.60 
PE4350 RG9, RG214 CRIMP 21.80 20.27 18.75 17.44 
PE4076 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 9.75 9.07 8.39 7.80 
PE4657 RG55, RG141, RG142, RG223, RG400 CRIMP 13.55 12.60 11.65 10.84 
PE4093 RG58 CRIMP 11.85 11.02 10.19 9.48 
PE4098 RG59B/U, RG62 CLAMP 10.00 9.30 8.60 8.00 
PE4075 RG59B/U, RG62 CRIMP 10.45 9.72 8.99 8.36 
PE4494 RG174, RG188, RG316 CLAMP 12.05 11.21 10.36 9.64 
PE4933 RG174, RG188, RG316 CRIMP 26.05 24.23 22.40 20.84 
MHV MALE PE4709 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 38.00 35.34 32.68 30.40 
RIGHT ANGLE PE4226 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 22.30 20.74 19.18 17.84 
FOR CABLE PE4227 RG59B/U, RG62 CLAMP 21.80 20.27. 18.75 17.44 
ATTACHMENT PE4710 RG174, RG188, RG316 CLAMP 23.10 21.48 19.87 18.48 
MHV FEMALE PE4373 RG8, RG, RG11, RG213, RG214, RG225, RG393 CLAMP 28.15 26.18 24.21 
FOR CABLE PE4225 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 15.25 14.18 13.12 
ATTACHMENT PE44100 RG55, RG141, RG142, RG223, RG400 CRIMP 20.85 19.39 17.93 
PE44102 RG58 CRIMP 18.75 17.44 16.13 
PE4181 RG59B/U, RG62 CLAMP 15.25 14.18 13.12 
PE44103 RG59B/U, RG62 CRIMP 20.85 19.39 17.93 
PE44104 RG174, RG188, RG316 CLAMP 19.80 18.41 17.03 
MHV FEMALE PE44105 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 40.30 37.48 34.66 32.24 
BULKHEAD PE44106 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 26.05 24.23 22.40 20.84 
FOR CABLE PE44107 RG55, RG141, RG142, RG223, RG400 CRIMP 24.00 22.32 20.64 19.20 
ATTACHMENT PE44108 RG58 CRIMP 22.90 21.30 19.69 18.32 
PE44109 RG59B/U, RG62 CLAMP 26.05 24.23 22.40 20.84 
PE44110 RG59B/U, RG62 CRIMP 97510 25.20 «23.31 «21.68 
= PE44111 RG174, RG188, RG316 CLAMP 31.30 29.11 26.92 25.04 
USE MOUNTING HOLE B06 
MHV FEMALE PE44112' RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 31.30 29.11 26.92 25.04 
PANEL MOUNT PE4313 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 29.20 27.16 25.11 23.36 
FOR CABLE PE4314 RG59B/U, RG62 CLAMP 20,20 0.27,-162 20251152 23,36 
ATTACHMENT PE44113 RG174, RG188, RG316 CLAMP 29.20 27.16 25.11 23.36 


USE MOUNTING HOLE AO3 EXCEPT PE44112 USES MOUNTING HOLE A05 


Model No. PE4228 
MHV FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A03 


Mode] No. PE4312 

MHV FEMALE BULKHEAD, REAR 
MOUNT, TURRET TERMINAL 
MOUNTING HOLE B08 


Mode} _No, PE4311 
MHV FEMALE BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE G02 


Mode] No. PE4193 
MHV FEMALE BULKHEAD, FRONT 
MOUNT WITH O-RING SEAL 


SOLDER CUP CONTACT 
MOUNTING HOLE G02 
2-24 25-49 
$13.80 $12.83 
50-99 100 + 
$11.87 $11.04 


$16.21 $26.92 $19.74 


1-24 25-49 2-24 8 =25-49 1-24 25-49 1-24 825.49 
$18.85 $17.53 $31.30 $29.11 $22.95 $21.34 $30.15 $28.04 
50-99 100 + 50-99 100 + 50-99 100+ 30-99 100+ 


$25.93 $24.12 


MHV FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 
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SHV CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 
SHV PLUG Model No. FITS MIL SPEC AND EQUIVALENT CABLES = ~ DS 100_+ 
FOR CABLE PE4333 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $24.00 $22.32 $20.64 $19.20 
ATTACHMENT PE4496 RG8, RG213 CRIMP 24.25 22.55 20.86 19.40 
PE4349 RG9, RG214, RG225, RG393 CRIMP 24.45 22.74 21.03 19.56 
PE4316 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 16.60 15.44 14.28 13.28 
PE4497 RG55, RG141, RG142, RG223, RG400 CRIMP 24.25 22.55 20.86 19.40 
PE4194 RG58 CRIMP 24.45 22.74 21.03 19.56 
PE4100 RG59B/U, RG62 CLAMP 16.65 15.48 14.32 13.32 
PE4343 RG59B/U, RG62 CRIMP 24.45 22.74 21.03 19.56 
PE4498 RG174, RG188, RG316 CLAMP 24.25 22.55 20.86 19.40 
SHV JACK BULKHEAD PE44049 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 37335 34.74 32.12 29.88 
FOR CABLE PE44080 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 30.50 28.37 26.23 24.40 
ATTACHMENT PE4315 RG59B/U, RG62 CLAMP 30.50 28.37 26.23 24.40 
PE44093 RG174, RG188, RG316 CLAMP 31.90 29.67 27.43 be. Ys 


MOUNTING HOLE B06 


M 4 
SHV JACK BULKHEAD, REAR 

MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B06 


Model No. PE4239 
SHV JACK BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No, PE4501 
SHV JACK, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A15 


Model No, PE4500 

SHV JACK BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No, _PE44118 
SHV PLUG BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
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Free Ground Freight 
Same-Day Shipping 


C CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 
C MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 + 100 + 
FOR CABLE PE4243 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $26.05 $24.23 $22.40 $20.84 
ATTACHMENT PE4950 RG8, RGI, RG11, RG213, RG214, RG225, RG393 CLAMP/HIGH VOLTAGE 31.30 29.11 26.92 25.04 
, PE4518 RG8, RG213 CRIMP 24.00 22.32 20.64 19.20 
PE4375 RG9, RG214, RG225, RG393 CRIMP 19.10 17.76 16.43 15.28 
PE4951 RG14, RG217 CLAMP 36.50 33.95 31.39 29.20 
PE4242 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 26.05 24.23 22.40 20.84 
PE4445 RG55, RG141, RG142, RG223, RG400 CRIMP 18.10 16.83 15.57 14.48 
PE4517 RG58 CRIMP 23.95 22.27 20.60 19.16 
PE4952 RG59B/U, RG62 CLAMP 26.05 24.23 22.40 20.84 
PE4953 RG174, RG188, RG316 CLAMP 22.90 21.30 19.69 18.32 
PE4954 RG218 CLAMP 62.65 58.26 53.88 50.12 
C MALE PE4244 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 46.75 43.48 40.21 37.40 
RIGHT ANGLE PE4955 RG8, RG213 CRIMP 46.95 43.66 40.38 37.56 
FOR CABLE PE4949 RG9, RG214, RG225, RG393 CRIMP 52.20 48.55 44.89 41.76 
ATTACHMENT PE4957 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 51.15 47.57 43.99 40.92 
PE4958 RG55, RG141, RG142, RG223, RG400 CRIMP 46.95 43.66 40.38 37.56 
PE4959 RG58 CRIMP 51.15 47.57 43.99 40.92 
meacaeceeees 
C FEMALE PE4960 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 36.50 33.95 31.39 
FOR CABLE PE4961 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 46.95 43.66 40.38 
ATTACHMENT PE4962 RG59B/U, RG62 CLAMP 32.70 30.41 28.12 
PE4963 RG14, RG217 CLAMP 46.95 43.66 40.38 
C FEMALE PE4964 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 39.65 36.87 34.10 
BULKHEAD PE4965 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 46.95 43.66 40.38 
REAR MOUNT PE4966 RG59B/U, RG62 CLAMP 46.95 43.66 40.38 
FOR CABLE 
ATTACHMENT 
USE MOUNTING HOLE B07 
C FEMALE PE4967 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 46.95 43.66 40.38 37.56 
PANEL MOUNT PE4968 RG8, RG213 CRIMP 36.50 33.95 31.39 29.20 
FOR CABLE PE4374 RG9, RG214, RG225, RG393 CRIMP 41.75 38.83 35.91 33.40 
ATTACHMENT PE4969 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 36.50 33.95 31.39 29.20 
PE4970 RG59B/U, RG62 CLAMP 46.95 43.66 40.38 37.56 
USE MOUNTING HOLE A19 EXCEPT PE4374 & PE4968 USE MOUNTING HOLE A05 
Mode] No. PE4240 PEA24 Model No. PE4973 


Model No. _PE4972 
C FEMALE BULKHEAD 
REAR MOUNT, HIGH VOLTAGE 
3000 VOLTS 

SOLDER CUP CONTACT, 
MOUNTING HOLE B07 


Model No. PE4971 

C FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE B07 


C FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B07 


C FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A14 


C FEMALE BULKHEAD, FRONT 
MOUNT, TURRET TERMINAL 
MOUNTING HOLE B04 


4-24 25-49 1-24 1-24 25.49 
p51.30) . $29.11 $46.95 $43.66 $46.95 $43.66 
30-99 = 100 + 50-99 100 + 30-99 100+ 
$26.92 $25.04 $40.38 $37.56 $40.38 $37.56 


Model No, PE44117 
C FEMALE, 4 HOLE PANEL MOUNT 
HIGH VOLTAGE 3000 VOLTS 
SOLDER CUP CONTACT 

MOUNTING HOLE A14 


Model No, PE44099 
C FEMALE BULKHEAD, FRONT 
MOUNT, CLAMP ATTACHMENT 
FOR RG55, RG58, RG141, 
RG142, RG223, RG400 
MOUNTING HOLE B15 


Model No, PE44098 

C FEMALE BULKHEAD, FRONT 
MOUNT, CLAMP ATTACHMENT 
FOR RG59B/U, RG62 
MOUNTING HOLE B15 


Model No, PE44097 
C MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE44096 

C MALE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A14 


: 1-24 25-49 1-24 1-24 25-49 1-24 =. 25.49 
«$36.50 $33.95 $46.95 $43.66 $41.75 $38.83 $22.90 $21.30 


$31.39 $29.20 $40.38 $37.56 $35.91 $33.40 $19.69 $18.32 
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90 OHM BNC CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


BNC MALE PRICE 
FOR CABLE Model_No. ITS MIL SPEC AND VAL B ATTACHMENT METHOD 1-24 : 30-99 100 + 
ATTACHMENT PE4377 RG6A/U CLAMP $9.75 $9.07. $8.39 $7.80 
PE4109 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 10.00 9.30 8.60 8.00 
PE4378 RG8, RG213 CRIMP 16.65 15.48 14.32 13.32 
PE4379 RG8X, PE-TO42RML CLAMP 10.85 10.09 9.33 8.68 
PE4351 RG9, RG214, RG225, RG393 CRIMP 14.40 13.39 12.38 11.52 
PE4023 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 4.45 4.14 3.83 3.56 
PE4044 RG55, RG141, RG142, RG223; RG400 CRIMP 4.50 4.19 3.87 3.60 
PE4016 RG58 CRIMP 4.70 4.37 4.04 3.76 
PE4381 RG58 PLENUM CRIMP 10.40 9.67 8.94 8.32 
PE4024 RG59B/U, RG62 CLAMP 5.50 5.12 4.73 4.40 
PE4018 RG59B/U, RG62 CRIMP 4.45 4.14 3.83 3.56 
PE4382 RG59B/U PLENUM CRIMP 10.40 9.67 8.94 8.32 
PE4084 RG174, RG188, RG316 CLAMP 7.60 7.07 6.54 6.08 
PE4043 RG174, RG188, RG316 CRIMP 6.90 6.42 5.93 5.52 
PE4643 RG178, RG196 CRIMP 15.25 14.18 13.12 12.20 
PE4384 RG178, RG196 CLAMP 12.05 iced 10.36 9.64 
PE4383 RG180, RG195, BELDEN 8218, PE-B8128 CLAMP 21.95 20.41 18.88 17.56 
PE4247 RG180, RG195, BELDEN 8218, PE-B8128 CRIMP 8.65 8.04 7.44 6.92 
PE4385 RG188-DS, RG316-DS CRIMP 9.90 9.21 8.51 7.92 
PE4380 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 17.55 16.32 15.09 14.04 
PE4908 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) DIRECT SOLDER 30.40 28.27 26.14 24.32 
PE4206 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 14.30 13.30 12.30 11.44 
PE4650 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) DIRECT SOLDER 16.30 15.16 14.02 13.04 
PE4207 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/ CLAMP 16.45 15.30 14.15 13.16 
PE4651 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) DIRECT SOLDER 16.30 15.16 14.02 13.04 
PE4974 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) DIRECT SOLDER 19.80 18.41 17.03 15.84 
PE4210 BELDEN 8281, PE-B1828 CRIMP 8.65 8.04 7.44 6.92 
PE4386 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 17.70 16.46 15.22 14.16 
PE44294 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 19.95 18.55 17.16 15.96 
PE44040 PE-TOO2RML CLAMP 10.95 10.18 9.42 8.76 
PE44041 PE-TOO2RML CRIMP 10.95 10.18 9.42 8.76 
PE44042 PE-TOO3RML CLAMP 10.95 10.18 9.42 8.76 
BNC MALE 
RIGHT ANGLE PE4387 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 22.90 . 21.30 19.69 18.32 
FOR CABLE PE4053 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 11.95 11.11 10.28 9.56 
ATTACHMENT PE4345 RG55, RG141, RG142, RG223, RG400 CRIMP 14.30 13.30 12.30 11.44 
PE4298 RG58 CRIMP 14.40 13.39 12.38 11.52 
PE4320 RG59B/U, RG62 CLAMP 16.65 15.48 14.32 13.32 
PE4195 RG59B/U, RG62 CRIMP 15.60 14.51 13.42 12.48 
PE4307 RG174, RG188, RG316 CLAMP 17.10 15.90 14.71 13.68 
PE4393 RG174, RG188, RG316 CRIMP 17.00 15.81 14.62 13.60 
PE4388 RG178, RG196 CLAMP 16.45 15.30 14.15 13.16 
PE4396 RG188-DS, RG316-DS CRIMP 19.80 18.41 17.03 15.84 
PE4092 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) DIRECT SOLDER 22.90 21.30 19.69 18.32 
PE4102 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) DIRECT SOLDER 26.05 24.23 22.40 20.84 
BNC FEMALE 
FOR CABLE PE4212 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 28.30 26.32 24.34 22.64 
ATTACHMENT PE4058 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 6.00 5.58 5.16 4.80 
PE4397 RG55, RG141, RG142, RG223, RG400 CRIMP 7.25 6.74 6.24 5.80 
PE4070 RG58 CRIMP 5.85 5.44 5.03 4.68 
PE4057 RG59B/U, RG62 CLAMP 5.40 5.02 4.64 4.32 
PE4308 RG59B/U, RG62 CRIMP 8.65 8.04 7.44 6.92 
PE4321 RG174, RG188, RG316 CLAMP 9.90 9.21 8.51 7.92 
PE4079 RG174, RG188, RG316 CRIMP 10.00 9.30 8.60 8.00 
PE4389 RG178, RG196 CLAMP 13.20 12.28 11.35 10.56 
PE4390 RG188-DS, RG316-DS CRIMP 10.95 10.18 9.42 8.76 
PE4204 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 19.80 18.41 17.03 15.84 
PE4205 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 19.80 18.41 17.03 15.84 
BNC FEMALE 
BULKHEAD PE4632 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 29.40 27.34 25.28 23.52 
FOR CABLE PE4078 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 10.85 10.09 9.33 8.68 
ATTACHMENT PE4209 RG55, RG141, RG142, RG223, RG400 CRIMP 12.75 11.86 10.97 10.20 
PE4208 RG58 CRIMP 9.35 8.70 8.04 7.48 
PE4310 RG59B/U, RG62 CLAMP 19.80 18.41 17.03 15.84 
PE4309 RG59B/U, RG62 CRIMP 11.95 11.11 10.28 9.56 
PE4319 RG174, RG188, RG316 CLAMP 12.05 11.21 10.36 9.64 
PE4106 RG174, RG188, RG316 CRIMP 10.60 9.86 9.12 8.48 
PE4391 RG178, RG196 CLAMP 14.30 13.30 12.30 11.44 
PE4392 RG188-DS, RG316-DS CRIMP 13.20 12.28 11.35 10.56 
PE4915 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/ CLAMP 23.10 21.48 19.87 18.48 
PE4916 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 23.10 21.48 19.87 18.48 
USE MOUNTING HOLE B06 
s os . 
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SOLDER CUP CONTACT 
| #3-56 TAPPED HOLES 
| MOUNTING HOLE A03 

1-24 25-49 
$5.40 an 


Model No, PE4010 
BNC FEMALE, PANEL MOUNT 


aia 


$4.64 


Sad 
a 


Model_No. PE4055 
BNC FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 


| CONTACT, MOUNTING HOLE B13 


1-24 
$16.30 
50-99 
$14.02 


15.1 


Prin 04 


orp Tt MALE BULKHEAD MOUNT 


SOLDER CUP CONTACT 


| MOUNTING HOLE B04 


$10.00 $9.30 
50-99 100 + 
$8.60 $8.00 
Model No. PE44616 


| BNC FEMALE, sree NEW 


EDGE LAUNCH © 


90 OHM BNC CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE4011 Model No. PE4014 Model No. PE4015 ] 
BNC FEMALE, PANEL MOUNT BNC FEMALE BULKHEAD FOR UP | BNC FEMALE BULKHEAD FOR UP 
TURRET TERMINAL TO 1/8" PANEL THICKNESS TO 1/4" PANEL THICKNESS 


MOUNTING HOLE Al6! SOLDER CUP CONTACT SOLDER CUP a8 


MOUNTING HOLE B05 MOUNTING HOLE B04 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 
$11.95 $11.11 $4.45 $4.14 $4.45 $4.14 $10.85 
$10.28 $9.56 $3.83 $3.56 $3.83 $3.56 $9.33 


M 
BNC MALE, PANEL MOUNT 
SOLDER CUP CONTACT 


MOUNTING HOLE = 


PE4394 
BNC FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A04 


S 


] 


Model No. PE4056 

BNC FEMALE, PANEL MOUNT 
CLAMP ATTACHMENT FOR RG55, 
RG58, RG141, RG142, RG223 
& RG400, #3-56 TAPPED 
HOLES, MOUNTING HOLE A03 


BNC FEMALE BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 


PE431 

BNC FEMALE, RIGHT ANGLE 
PANEL MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE A16 


| BNC FEMALE BULKHEAD 
ISOLATED GROUND 

SOLDER CUP CONTACT 
MOUNTING HOLE B06 


1-24 25-49 1-24 
$11.10 : $13.55 
30-99 100+ 50-99 
$9.55 A $11.65 


PE4461 


BNC FEMALE BULKHEAD NEW 


PCB-GRIP, EDGE LAUNCH 
MOUNTING “i E iN? a 


$10.95 
30-99 
$9.42 


NOTES 


BNC FEMALE, PANEL MOUNT 
1" SQ. FLANGE, SOLDER CUP 
CONTACT, MOUNTING HOLE A05 


PE404 


BNC FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B06 


BNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


PLEASE CONTACT OUR ENGINEERING DEPARTMENT FOR ALL 
YOUR SPECIAL REQUIREMENTS AT (866) 727-8376 EXT. 3 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 
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1.0/2.3 SNAP ON CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 
1.0/2.3 SNAP ON Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 ~~ 50-99 «= 100 + 
PLUG FOR CABLE PE44242 RG55, RG142, RG223, RG400 CRIMP $8.30 $7.72 $7.14 $6.6 


4 
ATTACHMENT PE44243 RG58 CRIMP 8.30 rh 7.14 6.64 
PE44244 RG174, RG188, RG316 CRIMP 8.30 Fale 7.14 6.64 


1.0/2.3 SNAP ON 
PLUG RIGHT ANGLE 
FOR CABLE 
ATTACHMENT peel 


| PE44247 RG55, RG142, RG223, RG400 CRIMP 10.50 9.77 9.03 8.40 
; PE44248 RG58 CRIMP 10.40 9.67 8.94 8.32 
PE44249 RG174, RG188, RG316 CRIMP 10.40 9.67 8.94 8.32 


1.0/2.3 SNAP ON 


PEa4252 RGSS, RG142, RG223, RG400* CRIMP 9.45 8.79 8.13 7.56 
tcacacettr PE44253 RGS8* CRIMP 9.35 8.70 8.04 7.48 
PE44254 RG174, RG188, RG316* CRIMP 9.35 8.70 8.04 7.48 
PE44255 RG402, PE-SR402AL, PE-SR402FL (.141")** SOLDER 10.40 9.67 8.94 8.32 
PE44256 RG40S, PE-SR40S5AL, PE-SR405FL (.085")** SOLDER 10.40 9.67 8.94 8.32 


*MOUNTING HOLE G06 
**MOUNTING HOLE B02 


Model No. PE44257 Model No. PE44258 Model No. PE44259 Model No, PE44260 Model No. PE44261 

1.0/2.3 SNAP ON JACK, 1.0/2.3 SNAP ON JACK 1.0/2.3 SNAP ON JACK 1.0/2.3 SNAP ON JACK 1.0/2.3 SNAP ON JACK BULKHEAD 
P.C. MOUNT RIGHT ANGLE, P.C. MOUNT BULKHEAD, P.C. MOUNT BULKHEAD, RIGHT ANGLE RIGHT ANGLE, CRIMP ATTACHMENT 
MOUNTING HOLE DO7 MOUNTING HOLE DO7 MOUNTING HOLE DO7 CRIMP ATTACHMENT FOR RG5S8 FOR RG174, RG188 & RG316 


MOUNTING HOLE FO9 MOUNTING HOLE GOS MOUNTING HOLE G05 


1-24 25-49 setae 1-24 © 25-49 
$5.40 $5.02 Bei] | $10.85 $10.09 
50-99 100 + ae 50-99 100 + 
$4.64 $4.32 $9.33 $8.68 
SEE PAGE 266 FOR MOUNTING HOLES 
Model No. PE4017 Model No. PE4019 Model No. PE4334 Model No. PE4335 Model No. PE4336 
SSMB PLUG, CRIMP SSMB PLUG, CRIMP SSMB PLUG, RIGHT ANGLE SSMB PLUG, RIGHT ANGLE SSMB JACK, BULKHEAD 
ATTACHMENT FOR RG174, ATTACHMENT FOR RG178 & CRIMP ATTACHMENT FOR RG174, | CRIMP ATTACHMENT FOR RG178 | CRIMP ATTACHMENT FOR 
RG179, RG188 & RG316 RG196 RG179, RG188 & RG316 & RG196 RG174, RG179, RG188 & 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 1-24 
$17.70 $16.46 $17.95 $16.69 $17.70 $16.46 $11.95 $20.85 $19.3 
50-99 100+ 50-99 100 + 50-99 100 + - 50-99 100 + 
$15.22 $14.16 $15.44 $14.36 $15.22 $14.16 $10.28 $17.93 $16.68 
Mod, P Model No. PE4339 Model No. PE4340 Model No. PE4341 
SSMB JACK BULKHEAD, CRIMP SSMB JACK BULKHEAD, REAR SSMB JACK BULKHEAD, FRONT SSMB JACK, PRINTED CIRCUIT | SSMB JACK, RIGHT ANGLE 
ATTACHMENT FOR RG178 & MOUNT, MOUNTING HOLE B10 MOUNT, MOUNTING HOLE B10 MOUNT, MOUNTING HOLE DO3 PRINTED CIRCUIT MOUNT “ 


RG196, MOUNTING HOLE B10 MOUNTING HOLE DO3 


25-49 
$14.51 
100 + 
$12.48 


$17.93 $16.68 


Model No. PE44455 
SSMB JACK, 4 HOLE PANEL 
MOUNT, TAB CONTACT 
MOUNTING HOLE D15 


1-24 = 25-49 
$16.65 $15.48 
50-99 100 + 


$14.32 $13.32 
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SMB CONNECTORS 


STANDARD 50 OHM M39012 INTERFACE 
SEE PAGE 266 FOR MOUNTING HOLES 


These 50 Ohm SMB connectors will interface with all M39012 50 Ohm SMB connectors. 
_mate with any 75 Ohm SMB connectors. JACK=MALE contact, PLUG=FEMALE contact 
| PRICE 


These will NOT 


Model No. PE4167 


PLUG, CRIMP Model No. FIT B 1-24 25-49 50-99 100 +| SMB JACK BULKHEAD RECEPTACLE 
ATTACHMENT PE4523 RG58 $12.25 $11.39 $10.54 $9.80] REAR MOUNT, SOLDER CUP 
oe — PE4593 RG55, RG142, RG223, RG400 12.05 11.21 10.36 9.64] CONTACT, MOUNTING HOLE B01 
i Ith nee Se Rees PE4046 RG174, RG188, RG316 8.30 : “7.725 7.14 || 6:64 
| PE4080 RG178, RG196 11.10 10.32 9.55 8.88 
PLUG, CLAMP PE4200 RG174, RG188, RG316 10.60 9.86 9.12 8.48] 4.94 96-4 
ATTACHMENT PE4250 RG178, RG196 13.55 12.60 11.65 10.84) ga-45 $4.14 
PE4356 RG405, PE-SRAOSAL, PE-SR405FL(SEMI-RIGID) 9.90 9.21 8.51 7.921 0.99 300 4 
PLUG, RIGHT ° PE4522 —sRGSB 14.15 13.16 12.17 11.32] 93:83 $3.56 
ANGLE, CRIMP PE4595 RG55, RG142, RG223, RG400 14.30 13.30 12.30 11.44 
ATTACHMENT PE4052 RG174, RG188, RG316 11.20 10.42 9.63 8.96 ] PE4 
p=4 PE4159 RG178, RG196 10.85 10.09 9.33 8.68] SMB JACK BULKHEAD RECEPTACLE 
FRONT MOUNT, SOLDER CUP 
| PLUG, RIGHT re. PE4260 —-RG174, RG188, RG316 27.10 25.20 23.31 21.68] CONTACT, MOUNTING HOLE B1 
| ANGLE, CLAMP PE4261 RG178, RG196 27.10 25.20 23.31 21.68 
ATTACHMENT PE4358 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 10.40 9.67 8.94 8.32 
JACK, CRIMP P= ae= PE4096 RG174, RG188, RG316 8.85 8.23 7.61 7.08] 1-24 25-4 
| ATTACHMENT Sees] PE4926 RG178, RG196 16.65 15.48 14.32 13.32] $9.35 $8.70 
JACK, CLAMP PE4268 RG174, RG188, RG316 9.95 9.25 8.56 7.96] $904 $7.48 
| ATTACHMENT PE4269 RG178, RG196 15.60 14.51 13.42 12.48 
PE4360 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 12.50 11.63 10.75 10.00 ; P 
| 
| 
| JACK, BULKH PE44048 «RGSS, RG142, RG223, RG400 Bebe ay. 37.07.93. 116,68| eo ee ee 
CRIMP PE44094 ~—s RGB 19.50 18.14 16.77 15.60 
ATTACHMENT += PE4097 RG174, RG188, RG316 10.00 9.30 8.60 8.00) SOLDER CUP CONTACT 
MOUNTING HOLES Bor PE4364 RG178, RG196 10.00 9.30 8.60 8.00] MOUNTING HOLE B01 
| JACK, BULKHEAD PE4276 RG174, RG188, RG316 10.40 9.67 8.94 8.32 
CLAMP PE4277 RG178, RG196 10.40 9.67 8.94 8.32| 1-24 25-49 
ATTACHMENT PE4362 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 11.95 11.11 10.28 9.56] $17.70 $16.46 
50-99 100 + 
MOUNTING HOLES B01 $15.22 $14.16 


Model No, PE4288 — 1 No. PE4174 Model No. PE4366 
SMB PLUG BULKHEAD RECEPTACLE| SMB JACK, PRINTED CIRCUIT | SMB PLUG, PRINTED CIRCUIT 
SOLDER CUP CONTACT MOUNT, MOUNTING HOLE D02 MOUNT, MOUNTING HOLE D02 

MOUNTING HOLE B01 


Model No. PE4177 
SMB JACK, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE DO02 


Model No. PE4245 
SMB PLUG, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE DO2 


1-24 25-49 1-24 
$10.40 $9.67 $12.75 $11.86 
$8.94 $8.32 $10.97 $10.97 $10.20 


441 
SMB JACK BULKHEAD 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE BO1 & DO2 


441 
SMB JACK, END LAUNCH FOR 
-062" THICK BOARD 
ROUND CONTACT 


Model No. PE44121 
SMB JACK, RIGHT ANGLE 


SURFACE MOUNT 


IL 


SMB JACK BULKHEAD 
P.C. MOUNT 
MOUNTING HOLE B01 & DO2 


Model No. PE44119 
SMB JACK, SURFACE MOUNT 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$5.40 $5.02 $12.95 $12.04 $14.40 $13.39 $13.55 $12.60 
$4.64 $4.32 $11.14 $10.36 $10.54 $12.38 $11.52 $11.65 $10.84 


Model No, PE44132 

SMB JACK, END LAUNCH FOR 
-042" THICK BOARD 

ROUND CONTACT 


Model No, PE44135 

SMB JACK, END LAUNCH FOR 
.062" THICK BOARD 

TAB CONTACT 


Model No, PE44137 

SMB JACK, END LAUNCH FOR 
-042" THICK BOARD 

TAB CONTACT 


1 
SMB JACK, 2 HOLE FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE C07 


“ 


] 
SMB JACK, 4 HOLE FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE A22 


$15.60 $14.51 $13.55 14.51 $15.60 $14.51 
sina? $12.48 si165 Das si3a2 $12.48 
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MC-CARD CONNECTORS 


Model No. PE44308 
MC-CARD PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG174, 
RG188 & RG316 7 _/ 


Model_No. PE44309 
MC-CARD PLUG, CRIMP 


ATTACHMENT FOR RG174, 
RG188 & RG316 


Model No, PE44310 
MC-CARD PLUG CRIMP 
ATTACHMENT FOR RG178 
& RG196 


1-24 
$8.65 $7.07 
50-99 50-99 100 + 


$6.54 $6.08 


Model No. PE44311 
MC-CARD PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 


PLEASE CONTACT OUR 
ENGINEERING 
DEPARTMENT FOR ALL 
YOUR SPECIAL 
REQUIREMENTS AT 
(866) 727-8376 EXT. 3 


co =LFU CONNECTORS 


Compatible with Hirose U.FL™ Connectors 


Model No. 


DESCRIPTION 
PE44594 LFU SURFACE MOUNT JACK, 6 GHz 
is 


Model No. PE4896 Model No. PE4897 Model No. PE4898 
MMCX PLUG, CRIMP MMCX PLUG, CRIMP MMCX PLUG, RIGHT ANGLE 
ATTACHMENT FOR RG174, ATTACHMENT FOR RG178 CRIMP ATTACHMENT FOR 
RG188 & RG316 & RG196 RG174, RG188 & RG316 
1-24 = =—25-49 : 25-49 1-24 25-49 
$11.10 $10.32 $10.85 $10.09 $13.80 $12.83 
50-99 100 + 50-99 =100 + 50-99 100 + 
$9.55 $8.88 $9.33 $8.68 $11.87 $11.04 
Model No. PE4901 ode] No. PE4902 Mode] 
MMCX JACK, CRIMP MMCX JACK, CRIMP MMCX JACK, RIGHT ANGLE 
ATTACHMENT FOR RG174, ATTACHMENT FOR RG178 P.C. MOUNT, .115" LEGS 


RG188 & RG316 & RG196 MOUNTING HOLE DO03 


1-24 25-49 
$10.85 $10.09 
50-99 100 + 
$9.33 $8.68 


Model No. PE44453 Model No. PE44456 Model No. PE44457 
MMCX PLUG, SOLDER MMCX PLUG, SOLDER MMCX PLUG, RIGHT ANGLE 
ATTACHMENT FOR RG405, ATTACHMENT FOR PE-047SR, SOLDER ATTACHMENT FOR 
PE-SR405AL & PE-SR405FL PE-SRO47AL & PE-SRO47FL PE-047SR, PE-SRO47AL & 


1-24 


aR Pe rmmee ammo 227 SLT PE OL Le” IPL LO II I 
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Note: U.FL™ is Registered Trademark of Hirose Electric Group 


MMCX CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 
1-24 =625-49 «6650-99 100 + 
$0.99 $0.92 $0.85 $0.79 


NS eee ee ee 


Model No. PE4899 Model No, PE4900 
MMCX PLUG, RIGHT ANGLE MMCX PLUG, RIGHT ANGLE 


CRIMP ATTACHMENT FOR SOLDER ATTACHMENT FOR 
RG178 & RG196 RG405, PE-SR405AL & 
me PE-SR405FL 
1-24 1-24 = =©25-49 
$11.95 $11 $11.95 4 
50-99 100 + 50-99 
$10.28 $9 $10.28 $9.56 
Model No, PE4905 
aera ace JACK, C. MOUNT MMCX PLUG, P.C. MOUNT 
.115" LEGS .115" LEGS 
MOUNTING HOLE a MOUNTING HOLE DO03 
1-24 25-49 
; $17.70 $16.46 
50-99 100 + 
: $15.22 $14.16 
Model No. PE44458 
MMCX JACK, SOLDER MMCX JACK, SOLDER 
ATTACHMENT FOR RG405, ATTACHMENT FOR PE-047SR, 
PE-SR405AL & PE-SR405FL PE-SRO47AL & PE-SRO47FL 


MCX CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No, PE4551 Model No, PE4552 Model No. PE4553 Model No. PE4554 Model No. PE4555 
MCX PLUG, CRIMP ATTACHMENT | MCX PLUG, CRIMP ATTACHMENT | MCX PLUG, RIGHT ANGLE MCX PLUG, RIGHT ANGLE MCX JACK, P.C. MOUNT 
FOR RG178 & RG196 CRIMP ATTACHMENT FOR CRIMP ATTACHMENT FOR MOUNTING HOLE D04 
RG174, RG188 & RG316 RG178 & RG196 


1-24 25-49 
$7.75 $7.21 
50-99 100 + 


lkaae 1-24 25-49 RS 

Metece $11.45 $10.65 [kes 

paceges == 

a $6.67 $6.20 
Model No. PE4556 Model No. PE4559 Model No. PE4560 Model No. PE4561 Model No. PE4562 
| MCX JACK, RIGHT ANGLE MCX PLUG, P.C. MOUNT MCX JACK, RIGHT ANGLE MCX JACK BULKHEAD MOUNT MCX JACK, CRIMP ATTACHMENT 
. P.C. MOUNT MOUNTING HOLE D04 BULKHEAD MOUNT MOUNTING HOLE B01 FOR RG174, RG188 & RG316 
| pa HOLE D04 MOUNTING HOLE BO1 
| 
| 
| 
| 1:24 25-49 : 1-24 25-49 
: $10.00 $9.30 $25.10 $13.55 $12.60 
| 50-99 100+ 50-99 100 + 50-99 100 + 
: $8.60 $8.00 $21.59 $11.65 $10.84 
Model No. PE4876 Model No. PE4877 Model No. PE4878 Mode] 4 


MCX PLUG, RIGHT ANGLE MCX PLUG, CRIMP ATTACHMEN | MCX PLUG, RIGHT ANGLE 
SOLDER ATTACHMENT FOR FOR RG188-DS & RG316-DS CRIMP ATTACHMENT FOR 
RG405, PE-SR405AL & = RG188-DS & RG316-DS 
PE-SR405FL 


MCX PLUG, CRIMP 


‘MCX PLUG, SOLDER 
ATTACHMENT FOR RG58 


_ ATTACHMENT FOR -RG405, 
| PE-SR405AL & PE-SR405FL 


x) 


> 


S 


1-24 25-49 : 1-24 25-49 

$15.60 $14.51 $13.55 $12.60 
50-99 100 + 50-99 100 + 
$12.48 $11.65 $10.84 


E 
MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG58 


| Model No. PE4881 

/MCX PLUG, CRIMP ATTACHMENT 
FOR RG55, RG142, RG223 

 & RG400 


Model No, PE4885 
MCX JACK, CRIMP ATTACHMENT 
FOR RG188-DS & RG316-DS 


Model No. PE4883 

MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG55, 
RG142, RG223 & RG400 


MCX JACK, CRIMP ATTACHMENT 
FOR RG178 & RG196 


| 
1, $17.95 $11.95 $12.05 $11.45 $10.65 
50-99 50-99 : 50-99 100 + 
$15.44 $10.28 $10.36 $9.85 $9.16 
| 


Model No. PE4890 
MCX JACK, RIGHT ANGLE 
SURFACE MOUNT 


Model No. PE4888 Model No, PE4889 

MCX JACK BULKHEAD, CRIMP MCX JACK, SURFACE MOUNT 
ATTACHMENT FOR RG188-DS 
& RG316-DS 


MOUNTING HOLE B01 


Model No. PE4887 
MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG174, 
RG188 & RG316 
MOUNTING HOLE B01 


| MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG178 

& RG196 

MOUNTING HOLE B01 


1-24 25-49 - 25-49 
$19.80 $18.41 $15.60 $14.51 


$10.36 


| CONTINUED ON NEXT PAGE 
| 
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MCX CONNECTORS (conro) 


SEE PAGE 266 FOR MOUNTING HOLES 


4 Model No, PE4892 Model No. PE4893 Model No, PE4894 Model No, PE4895. 
MCX JACK, 2 HOLE PANEL MCX JACK, END LAUNCH FOR MCX JACK, END LAUNCH FOR | MCX JACK, 2 HOLE PANEL MCX JACK, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 062" THICK BOARD -042" THICK BOARD MOUNT, .200" EXTENDED MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C03 019" ROUND CONTACT -019" ROUND CONTACT DIELECTRIC MOUNTING HOLE A17 


MOUNTING HOLE C03 


CALE 

2-24 = 25-49 2-24 = 25-49 2-24 = 25-49 1-24 = 25-49 1-24 =—25.49 

$11.45 $10.65 $13.55 $12.60] | ||} $11.45 $10.65 $11.45 $10.65 $20.85 $19.39 

50-99 100 + 50-99 100+ 50-99 100+ | 30-99 = 100: + 50-99 = 100 + 

$9.85 $9.16 $11.65 $10.84 $9.85 $9.16 $9.85 $9.16 $17.93 $16.68 
1 4 


MCX PLUG, SURFACE MOUNT 


Baca 


PLEASE CONTACT OUR ENGINEERING DEPARTMENT FOR ALL 
YOUR SPECIAL REQUIREMENTS AT (866) 727-8376 EXT. 3 


[= QN CONNECTORS 


MANUFACTURED AND TESTED TO QLF® SPECIFICATIONS 
QUICK LOCK FORMULA®, THE OLF QUICK LOCK FORMULA® LOGO AND THE QLF® LOGO ARE REGISTERED TRADEMARKS OF HUBER+SUHNER AG AND RADIALL SA. 


SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 
FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100_+ 
RG55, RG142, RG223, RG400 SOLDER-CRIMP $19.95 $18.55 $17.16 $15.96 
RG58, RG141, RG303 SOLDER-CRIMP 19.95 18.55 17.16 15.96 
RG213, RG215 SOLDER-CRIMP 27.95 25.99 24.04 22.36 
RG214, RG225 SOLDER-CRIMP 27.95 25.99 24.04 22.36 
RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 24.95 23.20 21.46 19.96 
QN MALE PE44600 RG55, RG142, RG223, RG400 SOLDER-CRIMP 24.95 23.20 21.46 19.96 
RIGHT ANGLE PE44601 RG58, RG141, RG303 SOLDER-CRIMP 24.95 23.20 21.46 19.96 
11 GHz PE44602 RG213, RG215 SOLDER-CRIMP 32.95 30.64 28.34 26.36 
ge 2 PE44603 RG214, RG225 SOLDER-CRIMP 32.95 30.64 28.34 26.36 
PE44604 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 32.95 30.64 28.34 26.36 
plang, PE44605 RG55, RG142, RG223, RG400 SOLDER-CRIMP 22.95 21.34 19.74 18.36 
a PE44606 RG58, RG141, RG303 SOLDER-CRIMP 22.95 21.34 19.74 18.36 
PE44607 RG213, RG215 SOLDER-CRIMP 30.95 28.78 26.62 24.76 
PE44608 RG214, RG225 SOLDER-CRIMP 30.95 28.78 26.62 24.76 
PE44609 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 30.95 28.78 26.62 24.76 
MOUNTING HOLE F02 
bee yheoe PE44610 1" SQ FLANGE, SOLDER CUP CONTACT MOUNTING HOLE D16 45.95 42.73 39.52 36.76 
11 GHz 


PLEASE SEE PAGE 84 & 85 FOR QN CABLE ASSEMBLIES 


2959 A 
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C2 QMA CONNECTORS 
MANUFACTURED AND TESTED TO QLF® SPECIFICATIONS 


QUICK LOCK FORMULA®, THE OLF QUICK LOCK FORMULA® LOGO AND THE QLF® LOGO ARE REGISTERED TRADEMARKS OF HUBER+SUHNER AG AND RADIALL SA. 
SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 
QMA MALE Model_ No. FITS MIL SP Vv T CA ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
yee PE44503 RG58, RG141 SOLDER-CRIMP $12.50 $11.63 $10.75 $10.00 
PE44501 RG174, RG188, RG316 SOLDER-CRIMP 12.50 11.63 10.75 10.00 
PE44502 RG316-DS SOLDER-CRIMP 12.50 11.63 10.75 10.00 
PE44496 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 12.50 11.63 10.75 10.00 
PE44495 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 12.50 11.63 10.75 10.00 
QMA MALE PE44506 RG58, RG141 SOLDER-CRIMP 15.60 14.51 13.42 12.48 
RIGHT ANGLE PE44504 RG174, RG188, RG316 SOLDER-CRIMP 14.60 13.58 12.56 11.68 
18 GHz PE44505 RG316-DS SOLDER-CRIMP 14.60 13.58 12.56 11.68 
PEG4498 RG402, PE-SRGO2AL, PE-SR402FL (.141") SOLDER 15.60 14.51 13.42 12.48 
PE44497 RG405, PE-SR4OSAL, PE-SR405FL (.085") SOLDER 15.60 14.51 13.42 12.48 
1 5a PE44509 RG58, RG141 SOLDER-CRIMP 12.50 11.63 10.75 10.00 
te cee PE44507 RG174, RG188, RG316 SOLDER-CRIMP 12.50 11.63 10.75 10.00 
: PE44508 RG316-DS SOLDER-CRIMP 12.50 11.63 10.75 10.00 
: PE44500 RG402, PE-SR4O2AL, PE-SR402FL (.141") SOLDER 14.60 13.58 12.56 11.68 
: PE44499 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 14.60 13.58 12.56 11.68 
MOUNTING HOLES B17 . 
QMA FEMALE PE44510 PCB SURFACE MOUNT 34.45 32.04 29.63 27.56 
18 GHz PE44512 PCB THRU HOLE 8.30 7.72 7.14 6.64 
| 
. : 
: PE44511 PCB SURFACE MOUNT 20.85 19.39 17.93 16.68 
tat Sones PE44513 PCB THRU HOLE 15.60 14.51 13.42 12.48 


RIGHT ANGLE 


18 GHz 
PLEASE SEE PAGE 55 FOR QMA CABLE ASSEMBLIES 


| NOTES 


ee nn nnnnnnnnnnneneeneeeenenenaeeey 
rr 
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SMP CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE44274 
SMP FEMALE, RIGHT ANGLE 


SOLDER ATTACHMENT FOR 
PE-047SR, PE-SRO47AL & 
PE-SR405FL 


Model PE442 

SMP FEMALE, SOLDER 
ATTACHMENT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 
PE-SRO47FL 


Model _N PE44272 
SMP FEMALE, SOLDER 


ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


Model No. PE44275 

SMP FEMALE, RIGHT ANGLE 
SOLDER ATTACHMENT FOR 
RG405, PE-SR405AL & 


Model No. PE44348 
SMP MALE, P.C. MOUNT 
MOUNTING HOLE DO3 


1:24 25-49 1:24 25-49 1-24 1-24 25- 
$25.05 $23.30 $25.05 $23.30 $24.40 $22.69 $20.85 $19.39 
+ 100 + - 100 + = 100 _+ = 100 _+ 
$21.54 $20.04 $21.54 $20.98 : $17.93 $16.68 


Model No. PE44480 
SMP MALE, PCB THRU HOLE 


LN PE44481 
SMP MALE, PCB, SMT 


1_No. PE444 
SMP MALE, PCB, EDGE MOUNT 


SMP MALE BULKHEAD 
REAR MOUNT FOR RG405, 

PE-SR405AL & PE-SR405FL 
MOUNTING HOLE F11 


1-24 25-49 1-24 
$21.90 $20.37 $25.05 $23.30 
-9 100 + 


$21.54 


MINI SMP CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE44489 Model _N PE444 del No. PE44491 Model No. PE44492 
MINI SMP MALE, PCB, MINI SMP MALE, PCB MINI SMP FEMALE, 65 GHz MINI SMP FEMALE, 65 GHz MINI SMP FEMALE 
SURFACE MOUNT, 65 GHz EDGE MOUNT, 65 GHz SOLDER ATTACHMENT FOR SOLDER ATTACHMENT FOR RIGHT ANGLE, 65 GHz 
PE-047SR, PE-SROA7AL & RG405, PE-SR405AL & SOLDER ATTACHMENT FOR 
PE-SRO47FL PE-SR405FL PE-047SR, PE-SRO47AL & 
PE-SRO47FL 
1-24 25-4 1-24 25-49 1-24 1-24 §=©25-49 . 2-24 25-49 
$22.95 $21.34 $16.65 $15.48 $22.95 $20.85 $19.39 $26.05 $24.23 
50-99 100 + 50-99 100+ 0-99 50-99 100 + 50-99 100+ 
$19.74 $18.36 $14.32 $13.32 $19.74 $17.93 $16.68 $22.40 $20.84 


Model No. PE44494 
MINI SMP FEMALE 


RIGHT ANGLE, 65 GHz 
SOLDER ATTACHMENT FOR 
RG405, PE-SR405AL & 


PE-SR405FL 
1-24 25-49 
$25.05 $23.30 
50-99 100 + 


73 OHM 1.6/5.6 CONNECTORS 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE44264 
1.6/5.6 PLUG RIGHT ANGLE 
CLAMP ATTACHMENT FOR 


Model No. PE442 
1.6/5.6 PLUG, CRIMP 
ATTACHMENT FOR RG59B/U 


d PE44 
1.6/5.6 PLUG RIGHT ANGLE 
CLAMP ATTACHMENT FOR 


de} 44262 
1.6/5.6 PLUG, CRIMP 
ATTACHMENT FOR RG179 


Model No, PE44266 
1.6/5.6 JACK BULKHEAD 
CRIMP ATTACHMENT FOR 


& RG187 Tm) «|«RG179 & RG187 RG59B/U RG179 & RG187 
| | MOUNTING HOLE G04 
1-24 25-49 1-24 = 25-49 
$9.75 $9.07 $10.85 $10.09 
50-99 100+ 50-99 100+ 


$9.33 


Model No. PE44271 
1.6/5.6 JACK RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE D06 


Model No. PE44270 
1.6/5.6 JACK BULKHEAD 
P.C. MOUNT 

MOUNTING HOLE D06 
MOUNTING HOLE FO08 


1.6/5.6 JACK BULKHEAD 
CRIMP ATTACHMENT FOR 
RG59B/U 

MOUNTING HOLE G04 


1.6/5.6 JACK BULKHEAD 
RIGHT ANGLE, CRIMP 
ATTACHMENT FOR 

RG179 & RG187 


1.6/5.6 JACK BULKHEAD 
RIGHT ANGLE, CRIMP 

ATTACHMENT FOR RG59B/U 
MOUNTING HOLE G04 


4:24 . 25-49 1-24 1:24 = 25.49 
$10.85 $10.09 $11.95 $11.95 $11.11 $11.95 $11.11 
50-99 100 + 30-99 : 100 + 30-99 100 + 
$9.33 $10.28 $10.28 $9.56 $10.28 $9.56 


= s 2 | 
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75 OHM BNC CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES Sap 

Model No. ATTACHMENT METHOD 1-24 25-49 50-99 100 + 

75 OHM PE4597 RG6A/U - CLAMP $14.15 $13.16 $12.17 $11.32 
BNC MALE PE4598 RG6A/U CRIMP 14.40 13.39 12038: 15-52 
FOR CABLE PE4599 RG11, RG216 CLAMP 17.70 16.46 15.22 14.16 
ATTACHMENT ‘———) PE4600 RG11 CRIMP 1908 (i d2e14.) 4122" 240,48 
PE4601 RG59B/U CLAMP 10.60 9.86 9.12 8.48 

PE4602 RG59B/U CRIMP 10.00 9.30 8.60 .00 

PE4603 RG179, RG187 CLAMP 9.75 9.07 8.39 7.80 

PE4604 RG179, RG187 CRIMP 10.15 9.44 8.73 8.12 

PE44626 PE-B1505, 1505A, VMP2000 CRIMP (3 PIECE) 5.95 5.53 5.12 4.76 

PE44627 PE-B1694 CRIMP (3 PIECE) 5.95 5.53 5.12 4.76 

PE44628 PE-B7731, 7731A, VHD1100 CRIMP (3 PIECE) 6.95 6.46 5.98 5.56 

PE4633 BELDEN 8218, PE-B8128 CRIMP 9.75 9.07 8.39 7.80 

PE4634 BELDEN 8281, PE-B1828 CRIMP 9.75 9.07 8.39 7.80 

PE44625 MINI 59, 1855A, VDM230, PE-BYR940 CRIMP (3 PIECE) 5.95 5.53 5.12 4.76 

75 OHM PE4605 RG6A/U CLAMP 18.75 17.44 16.13 15.00 
_ BNC MALE PE4606 RG11, RG216 « CLAMP 22.95 21.34 19.74 18.36 
_ RIGHT ANGLE PE4607 RG59B/U CLAMP 18.75 17.44 16.13 15.00 
FOR CABLE PE4608 RG59B/U CRIMP 2259916 21,34% 19.746 18.36 
| ATTACHMENT PE4609 RG179, RG187 CLAMP 22.95 21.34 19.74 18.36 
PE4610 RG179, RG187 CRIMP 18.10 16.83 15.57 14.48 

75 OHM PE4611 RG6A/U 7 CLAMP 25.10 23.34 21.59 20.08 
BNC FEMALE PE4612 RG11, RG216 CLAMP 17.40 16.18 14.96 13.92 
FOR CABLE PE4613 RG59B/U CLAMP 12.50 11.63 10.75 10.00 
| ATTACHMENT PE4614 RG59B/U CRIMP 11.95 11.11 10.28 9.56 
PE4615 RG179, RG187 CLAMP 15.60 14.51 13.42 12.48 

PE4616 RG179, RG187 CRIMP 11.95 11.11 10.28 9.56 

75 OHM PE4635 RG6A/U CLAMP 31.30 29.11 26.92 25.04 
BNC FEMALE PE4636 RG11, RG216 , CLAMP 31.30, 29011 pew26. 92s). 25.04 
BULKHEAD ~ PE4637 RG59B/U CLAMP 15.60 14.51 13.42 12.48 
FOR CABLE PE4638 RG59B/U CRIMP 18.80 17.48 16.17 15.04 
ATTACHMENT PE4639 RG179, RG187 CLAMP SONS 0520.49 1. 317935. 16.68 

2 PE4640 RG179, RG187 CRIMP 14.40 13.39 12.38 11.52 
PE4641 BELDEN 8218, PE-B8128 CRIMP 16.30 15.16 14.02 13.04 

PE4642 BELDEN 8281, PE-B1828 CRIMP Toes0"- 715,10 7.) 14107). 13-04 

MOUNTING HOLE B06 


] P 
75 OHM BNC FEMALE 
BULKHEAD MOUNT FOR UP TO 
1/8" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B05 


] PE4 
75 OHM BNC FEMALE 
BULKHEAD MOUNT FOR UP TO 
1/4" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


4 
75 OHM BNC FEMALE 
BULKHEAD, REAR MOUNT 
HERMETICALLY SEALED 


MOUNTING HOLE B06 | 
wi 
(9) 


Model No. _PE4618 
75 OHM BNC FEMALE, PANEL 
MOUNT, TURRET TERMINAL 


Model No, PE4617 
75 OHM BNC FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 


#3-56 TAPPED HOLES 

MOUNTING HOLE A03 
$8.65 $8.04 
50-99 100 + 


Model _No, PE4622 
75 OHM BNC FEMALE 
RIGHT ANGLE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B13 


F 


1-24 
$24.95 
50-99 
$21.46 


$20.85 $19.39 


Model No, PE4626 
75 OHM BNC FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4625 

75 OHM BNC MALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A07 


Model No. PE4624 
75 OHM BNC FEMALE 
BULKHEAD, FRONT MOUNT 


Model No. PE4623 

75 OHM BNC FEMALE, PANEL 
MOUNT, CLAMP ATTACHMENT 
FOR RG59B/U 
MOUNTING HOLE A03 


2-24 = 25-49 : 1-24 25-49 
$31.30 $29.11 $20.85 $19.39 $7.60 $7.07 
50-99 100 + 50-99 100 + 50-99 100 + 
$26.92 $25.04 $17.93 $16.68 $6.54 $6.08 
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75 OHM BNC CONNECTORS (conto) 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE4627 Model No. PE4628 Model No, PE4629 Model No. PE4630 Model No. PE4631 
75 OHM BNC MALE BULKHEAD 75 OHM BNC FEMALE 75 OHM BNC FEMALE 75 OHM BNC FEMALE, PANEL 75 OHM BNC FEMALE 
MOUNT, SOLDER CUP CONTACT RIGHT ANGLE, PANEL MOUNT BULKHEAD, ISOLATED GROUND MOUNT, SOLDER CUP CONTACT PANEL MOUNT, 1" SQ. FLANGE 
MOUNTING HOLE B04 SOLDER CUP CONTACT SOLDER CUP CONTACT MOUNTING HOLE A04 SOLDER CUP CONTACT 
MOUNTING HOLE A16 MOUNTING HOLE B06 i MOUNTING HOLE A05 
a 
1-24 25-49 1-24 25-49 1-24 25-49 1:24 25-49 1-24 25,49 
$13.05 $12.14 $31.30 $29.11 $13.05 $12.14 $10.85 $10.09 $15.60 $14.51 
$11.22 $10.44 $26.92 $25.04 $11.22 $10.44 $9.33 $8.68 $13.42 $12.48 
Model No. PE44619 Model No. PE44620 
75 OHM BNC FEMALE, PCB GRIP | 75 OHM BNC FEMALE BULKHEAD 


EDGE LAUNCH PCB GRIP. EDGE LAUNCH 
aaeas MOUNTING HOLE ; 


PLEASE CONTACT OUR ENGINEERING DEPARTMENT FOR ALL 
YOUR SPECIAL REQUIREMENTS AT (866) 727-8376 EXT. 3 


$9.95 $9.25 $11.95 $11.11 
50-99 100 + 50-99 100 + 
$8.56 $7.96 $10.28 $9.56 


NOTES 


SL sss 
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HIGH DEFINITION (HD) CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


The new HD series is a professional-grade, 75 Ohm connector line designed for applications that 

include HDTV, satellite communications, and digital broadcast. The HD series connectors are 

designed around the popular Mini-59 type coaxial cables, such as Pasternack's new PE-BYR940. 

The HD Precision connectors are designed specifically for Pasternack's PE-BYR940 and Belden's 1855A 
cables, while the HD Universal connectors are designed for generic 75 Ohm cables with a 23, 24 or 25 


AWG center conductor. 
[E HD 75 OHM BNC CONNECTORS 
Highly suited for HD Broadcast Audio and Video applications 


ORC Ee 
HD 75 OHM Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
BICPLUG PE44584 PRECISION PE-BYR940, 1855A CRIMP $9.45 $8.79 $8.13 $7.56 
me IF PE44577 PRECISION PE-BYR940, 1855A COMPRESSION 9.95 9.25 8.56 7.96 
Dl edie PE44629 RG179-DS, 179DT CRIMP 9.45 8.79 8.13 7.56 
PE44630 MINI59, 1855A, VDM230, PE-BYR940 CRIMP 9.45 8.79 8.13 7.56 
PE44631 PE-B1505, 1505A, VPM2000 CRIMP 9.45 8.79 8.13 7.56 
PE44632 PE-B1694, 1694A, VSD2001 CRIMP 9.45 8.79 8.13 7.56 
Bb: Sc0tme PE44578 UNIVERSAL MINI 59 COAX COMPRESSION 9.95 9.25 8.56 7.96 
BNC PLUG 
FOR CABLE 
ATTACHMENT 
HD 75 OHM UNIVERSAL MINI 59 COAX COMPRESSION 12.95 12.04 11.14 10.36 
BNC PLUG 
RIGHT ANGLE 
FOR CABLE 
ATTACHMENT 
HD 75 OHM PRECISION PE-BYR940, 1855A CRIMP 12.95 12.04 11.14 10.36 
BNC JACK 
BULKHEAD 
FOR CABLE 
ome MOUNTING HOLE BO6 
[3] HD RCA CONNECTORS 
Highly suited for HD Broadcast Audio and Video applications 
; POR Cre 
HD RCA PLUG Model No. FITS MIL SPEC AND VALENT CA ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE44575 (ALL GOLD) PRECISION PE-BYR940, 1855A COMPRESSION $9.95 $9.25 $8.56 $7.96 
ATTACHMENT PE44574 PRECISION PE-BYR940, 1855A COMPRESSION 6.95 6.46 5.98 5.56 
PE44583 PRECISION PE-BYR940, 1855A CRIMP 5.95 5.53 5.12 4.76 
PE44576 UNIVERSAL MINI 59 COAX COMPRESSION 6.95 6.46 5.98 5.56 
PE44622 MINI 59, 1855A, VDM230, PE-BYR940 CRIMP (3 PIECE) 8.95 8.32 7.70 7.16 
PE44623 PE-B1694, 1694A, VSD2001 CRIMP (3 PIECE) 8.95 8.32 7.70 7.16 
PE44624 PE-B1505, 1505A, VPM2000 CRIMP (3 PIECE) 8.95 8.32 7.70 7.16 
HD RCA PLUG PE44580 UNIVERSAL MINI 59 COAX COMPRESSION 6) TS ie RT 9.56 


RIGHT ANGLE 


HD RCA JACK PE44586 PRECISION PE-BYR940, 1855A CRIMP 9.95 9.25 8.56 7.96 
BULKHEAD 
FOR CABLE 
oe yl MOUNTING HOLE B06 
SEE NEXT PAGE FOR MORE PRODUCTS 
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HIGH DEFINITION (HD) CONNECTORS (cont'd) 


SEE PAGE 266 FOR MOUNTING HOLES 
The new HD series is a professional-grade, 75 Ohm connector line designed for applications that 
include HDTV, satellite communications, and digital broadcast. The HD series connectors are 
designed around the popular Mini-59 type coaxial cables, such as Pasternack's new PE-BYR940. 
The HD Precision connectors are designed specifically for Pasternack's PE-BYR940 and Belden's 1855A 
cables, while the HD Universal connectors are designed for generic 75 Ohm cables with a 23, 24 or 25 
AWG center conductor. 


C0] HDF CONNECTORS 
Highly suited for HD Broadcast Audio and Video applications 


PRICE 
HD F PLUG Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE44582 PRECISION PE-BYR940, 1855A CRIMP $2.95 $2.74 $2.54 $2.36 
ATTACHMENT PE44572 PRECISION PE-BYR940, 1855A COMPRESSION 3.95 3.67 3.40 3.16 

PE44573 UNIVERSAL MINI 59 COAX COMPRESSION 3.95 3.67 3.40 3.16 
HD F PLUG PE44579 UNIVERSAL MINI 59 COAX COMPRESSION 7.95 7.39 6.84 6.36 
RIGHT ANGLE 
HD F JACK PE44585 PRECISION PE-BYR940, 1855A CRIMP 3.95 3.67 3.40 3.16 
BULKHEAD 
FOR CABLE 
ATTACHMENT 
MOUNTING HOLE B06 
Highly suited for HD Broadcast Audio and Video applications 

PRICE 
HD 75 OHM Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
MINI SMB PLUG PE44589 PRECISION PE-BYR940, 1855A CRIMP $21.95 $20.41 $18.88 $17.56 


RIGHT ANGLE 


FOR CABLE 
ATTACHMENT 

rE SE ON ee 
HD 75 OHM PE44590 PRECISION PE-BYR940, 1855A CRIMP 16.95 15.76 14.58 13.56 


MINI SMB JACK 
FOR CABLE 


HD 75 OHM PE44588 PRECISION PE-BYR940, 1855A CRIMP 19.10 17.76 16.43 15.28 
MINI SMB PLUG 


FOR CABLE 
ATTACHMENT 


FOR HD PRECISION CABLE ASSEMBLIES USING THE ABOVE CONNECTORS, 
TURN TO PAGE 140 & 141 


OR 
CALL TECHNICAL SUPPORT AT (866) 727-8376 EXT. 3 
OR 
EMAIL: TechSupport@Pasternack.com 


Pr -) Re he hil oer CTE ET. $C ee eee 
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75 OHM SMB CONNECTORS 


75 OHM M39012 INTERFACE 


SEE PAGE 266 FOR MOUNTING HOLES 
These 75 Ohm SMB connectors will interface with all M39012 75 Ohm SMB connectors. These will NOT 
mate with any 50 Ohm SMB connectors. JACK=MALE contact, PLUG=FEMALE contact 


PR E 
PLUG, CRIMP Model No. FITS MIL SPEC AND EQUIVALENT CABLE 1-24 25-49 50-99 100+ 
ATTACHMENT PE4472 RG59B/U, RG62 $14.15 $13.16 $12.17 $11.32 
PE4248 RG179, RG187 11.95 11.11 10.28 9.56 
PE4157 RG180, RG195 11.95 11.11 10.28 9.56 
PLUG, CLAMP PE4203 RG59B/U, RG62 13.05 12.14 11.22 10.44 
ATTACHMENT PE4257 RG179, RG187 15.60 14.51 13.42 12.48 
PLUG, RIGHT PE4251 RG179, RG187 15.60 14.51 13.42 12.48 
ANGLE, CRIMP PE4161 RG180, RG195 20.85 19.39 17.93 16.68 
ATTACHMENT 
PLUG, RIGHT PE4264 RG59B/U, RG62 27.10 25.20 23.31 21.68 
ANGLE, CLAMP PE4265 RG180, RG195 20.85 19.39 17.93 16.68 
ATTACHMENT 
JACK, CRIMP RG179, RG187 27.10 25.20 23.31 21.68 
ATTACHMENT RG180, RG195 142150? 1914217. "11-32 
JACK, CLAMP PE4272 RG59B/U, RG62 20.85 19.39 17.93 16.68 
ATTACHMENT PE4928 _RG179, RG187 27:10 "25320" "23.31 "27-68 
PE4273 RG180, RG195 20.85 19.39 17.93 16.68 
JACK, BULKHEAD PE4255 RG179, RG187 27.1071 25.20") w 2anon 21.68 
CRIMP PE4165 RG180, RG195 24.95 23.20 21.46 19.96 
ATTACHMENT tae, 
MOUNTING HOLES B01 
JACK, BULKHEAD PE4280 RG59B/U, RG62 18.50 17.21 15.91 14.80 
CLAMP PE4925 RG179, RG187 18.50 #\°27221 @.15.91 8a cS0 
ATTACHMENT PE4281 RG180, RG195 18.50 17.21 15.91 14.80 
MOUNTING HOLES B01 


JACK, BULKHEAD Model No. MOUNTING HOLE 

RECEPTACLE, PE4168 REAR MOUNT, F10 10.85 10.09 9.33 8.68 

SOLDER CUP PE4172 FRONT MOUNT, B03 10.85 10.09 9.33 8.68 
~ CONTACT ; 


JACK, RIGHT ANGLE 
~ BULKHEAD PE4286 FRONT MOUNT, BO3 41.75 38.83 35.91 33.40 
_ RECEPTACLE, 

SOLDER CUP 

CONTACT 


PLUG, BULKHEAD 
~ RECEPTACLE, PE4290 FRONT MOUNT, BO3 36.50 33.95 31.39 29.20 
SOLDER CUP 
CONTACT 
JACK, PRINTED PE4110 p02 11.45 10.65 9.85 9.16 
CIRCUIT 
MOUNT 
PLUG, PRINTED 
CIRCUIT MOUNT =5 PE4368 D02 a7) 700s 16.46. 25.22) 44.16 


“ahi mabe bag PE4179 p02 W5.60)) 14,51... 13-42. 2a. ne 
PRINTED CIRCUIT 
MOUNT 
PLUG, RIGHT ANGLE 

, : 35.90 33.20 30.88 
PRINTED CIRCUIT PE4292 D02 38.60 
MOUNT 
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735 OHM SMB "POSITIVE SNAP" CONNECTORS 


WILL MATE TO ALL STANDARD “75 OHM SMB” JACK CONNECTORS 


Model No. PE44442 Model No. PE44443 Model No. PE44444 Model No. PE44445 Model No. PE44446 

SMB POSITIVE SNAP, CRIMP SMB POSITIVE SNAP, CRIMP SMB POSITIVE SNAP, CRIMP SMB POSITIVE SNAP RIGHT SMB POSITIVE SNAP RIGHT 
ATTACHMENT FOR RG59B/U & ATTACHMENT FOR RG179 ATTACHMENT FOR RG180 ANGLE, CRIMP ATTACHMENT FOR | ANGLE, CRIMP ATTACHMENT FOR 
RG62 RG179 & RG187 RG180 & RG195 


Ke 
Setetes 
*, 


1-24 25-49 it 
$20.85 $19.39 KY $22.95 
50-99 100 + 50-99 i 50-99 
$17.93 $16.68 $17.93 $17.93 $16.68 $19.74 ! $19.74 
MINI 75 OHM SMB CONNECTORS 
75 OHM M39012 INTERFACE | 


SEE PAGE 266 FOR MOUNTING HOLES 


These Mini 75 Ohm SMB connectors will interface with all M39012 Mini 75 Ohm SMB connectors. These 
will NOT mate with any 50 Ohm SMC connectors. JACK=MALE contact, PLUG=FEMALE contact 


ERT CE 

er Model No. FITS MIL SPEC AND EQUIVA E 1-24 25-49 50-99 + 

, PE4993 RG179, RG187 $10.75 $10.00 $9.25 $8.60 
ATTACHMENT PE4994 RG59B/U, RG62 13.05 12.14 11.22 10.44 

\ waattaeae 

PLUG, RIGHT PE4995 RG179, RG187 13.05 12.14 11.22 10.44 
ANGLE, CRIMP PE4996 RG59B/U, RG62 17.70 16.46 15.22 14.16 
ATTACHMENT 
JACK, PRINTED Model No. MOUNTING HOLE 
CIRCUIT PE4997 p09 9.75 9.07 8.39 7.80 
MOUNT 
JACK, RIGHT ANGLE PE4998 p09 115 nD oe rendu d dpe dd 
PRINTED CIRCUIT 
MOUNT 
JACK, BULKHEAD PE44125 BO1 & DOS 26.05 24.23 22.40 20.84 
P.C. MOUNT . 
JACK, BULKHEAD PE44128 B01 & DO9 17.70 16.46 15.22 14.16 
RIGHT ANGLE 
P.C. MOUNT 
JACK, 2 HOLE PANEL PE44141 C07 15.60 14.51 13.42 12.48 . 


MOUNT, SOLDER CUP 


CONTACT eg |e 


E44134 
MINI 75 OHM SMB JACK 

END LAUNCH FOR .042" THICK 
BOARD, ROUND CONTACT 


Model No. PE44588 
HD PRECISION MINI 75 OHM 
SMB PLUG, CRMP ATTACHMENT 
FOR PE-BYR940 & 1855A 


Model No. PE44589 == | Model No. PE44590 
HD PRECISION MINI 75 OHM HD PRECISION MINI 75 OHM 


SMB PLUG, RIGHT ANGLE SMB JACK, CRIMP ATTACHMENT 
CRIMP ATTACHMENT FOR FOR PE-BYR940 & 1855A 


PE-BYR940 & 1855A 


Model No, PE44131 
MINI 75 OHM SMB JACK 
END LAUNCH FOR .062" THICK 
BOARD, ROUND CONTACT 


1-24 25-49 1-24 825-49 1-24 - 1-24 25-49 
$14.95 $13.90 $19.10 $17.76 | NEW | $21.95 $20.41 $16.95 $15.76 | NEW | 
50-99 100 + 50-99 100 + 50-99 100+ 50-99 100 + 
$12.86 $11.96 $11.65 $10.84 $16.43 $15.28 $18.88 $17.56 $14.58 $13.56 
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4 


Model No. PE44298 
75 OHM MCX PLUG, CRIMP 
ATTACHMENT FOR RG179 
| & RG187 


-24 25-49 
$10.00 $9.30 
50-99 100 + 
$8.60 $8.00 


75 OHM MCX JACK 
P.C. MOUNT 
| MOUNTING HOLE D08 


-24 25-49 

$10.00 $9.30 

50-99 100 + 
-60 


75 OHM MCX CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


] PE44 Mod 44301 
75 OHM MCX JACK, CRIMP 75 OHM MCX JACK BULKHEAD 
ATTACHMENT FOR RG179 CRIMP ATTACHMENT FOR RG179 
& RG187 & RG187 

MOUNTING HOLE BO1 


Model No. PE44302 
75 OHM MCX JACK, 
SUR 


Model No. PE44299 

75 OHM MCX PLUG, RIGHT 
ANGLE, CRIMP ATTACHMENT 
FOR RG179 & RG187 


1-24 25-49 -24 25-49 1-24 
$15.60 $14.51 $26.05 $24.23 $13.55 $12.60 
$13.42 if $22.40 $11.65 $10.84 


PE44 
75 OHM MCX JACK, END 
LAUNCH FOR .068" THICK 
BOARD, .028" ROUND CONTACT 


del 44 
75 OHM MCX JACK BULKHEAD 
MOUNTING HOLE B02 


Model PE 
75 OHM MCX PLUG, 
P.C. MOUNT 
MOUNTING HOLE D10 


Model _No. PE44304 

75 OHM MCX JACK, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE DO09 


1-24 =©25-49 1-24 1-24 8 =25-4 1-24 25.49 
$14.60 $13.58 $9.75 $9.07 $15.60 $14.51 $13.55 $12.60 
$12.56 $11.68 $8.39 $13.42 $12.48 : : 


75 OHM TNC CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


1 
FACE MOUNT Dr 
25-49 


75 OHM TNC FEMALE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B05 


PRICE 
75 OHM TNC MALE Model _No. L SPE E ABL ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
FOR CABLE [~~ | PE44161 RG6A/U CLAMP $16.65 $15.48 $14.32 $13.32 
ATTACHMENT S&> 3 PE44162 RG6A/U CRIMP 12.50 11.63 10.75 10.00 
| 8 <j PE44163 RG11, RG216 CLAMP 31.30279929.11 26.92 25004 
{ PE44164 RG11 CRIMP 20.85 19.39 17.93 16.68 
_———J PE44165 RG59B/U CLAMP 12.50 11.63 10.75 10.00 
PE44166 RG59B/U CRIMP 12.50 11.63 10.75 10.00 
PE44167 RG179, RG187 CLAMP 12.50 11.63 10.75 10.00 
Cyr) «~PE4S4168 RG179, RG187 CRIMP 12.50 11.63 10.75 10.00 
75 OHM TNC MALE PE44169 RG6A/U CLAMP 31.30 29.11 26.92 25.04 
RIGHT ANGLE FOR PE44170 RG11, RG216 CLAMP 31.30 29.11 26.92 25.04 
CABLE ATTACHMENT ——PE44171 RG59B/U CLAMP 31.30¢%5:29.11 (26.92 ,..25:04 
Bessey PEA4172 RG179, RG187 CLAMP 31. 30ena729. 14. 26.92 "25.04 
75 OHM TNC FEMALE PE44173 RG6A/U CLAMP 26.05 24.23 22.40 20.84 
BULKHEAD FOR CABLE  PE44174 RG11, RG216 CLAMP 28.30 26.32 24.34 22.64 
| ATTACHMENT PE44175 RG59B/U CLAMP 26.05 24.23 22.40 20.84 
PE44176 RG179, RG187 CLAMP 26.05 24.23 22.40 20.84 
MOUNTING HOLE B06 
1 P. 1 4 Model PE44 M P 


75 OHM TNC FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


75 OHM TNC FEMALE, PANEL 
MOUNT, #3-56 TAPPED HOLES 
SOLDER CUP CONTACT 
MOUNTING HOLE A03 


75 OHM TNC FEMALE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B04 


75 OHM TNC FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


~24 25-49 - 1:24 25-49 
$10.85 $10.09 $10.85 $15.60 $14.51 
50-99 100+ 50-99 - 100 _+ 
$9.33 $8.68 $9.33 $13.42 $12.48 
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75 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH STANDARD 50 OHM N CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES PRICE 
75 OHM N SARE Model No, P D T ATTACHMENT METHOD ~ zs 20- 100 + © 
MALE FOR Rocco PE4507 RG6A/U CLAMP $14.15 $13.16 $12.17 $11.32 
CABLE pee} PE4508 RG6A/U CRIMP 15.25 14.18 13.12 12.20 
ATTACHMENT PE4509 RG11, RG144, RG216 CLAMP 18.75 17.44 16.13 15.00 
PE4510 RG11, RG144, RG216 CRIMP 15.25 14.18 13.12 12.20 
PE4511 RG59B/U, RG62 CLAMP 14.45 [TSG eee =. «11.32 
PE4512 RG59B/U, RG62 CRIMP 15.25 14.18 13.12 12.20 
PE4513 RG179, RG187 CLAMP 14.30 13.30 12.30 11.44 
PE4656 RG179, RG187 CRIMP 16.30 15.16 14.02 13.04 
75 OHM N PE4514 RG6A/U CLAMP 17.70 16.46 15.22 14.16 
FEMALE FOR PE4515 RG11, RG144, RG216 CLAMP 19.55 18.18 16.81 15.64 
CABLE PE4516 RG59B/U, RG62 CLAMP 20.85 19.39 17.93 16.68 
ATTACHMENT 


1 No. PE4502 

75 OHM N MALE, RIGHT 
ANGLE, CLAMP ATTACHMENT 
FOR RG11, RG14 RG216 


Model No. PE4503 

75 OHM N FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A05 


PE4 
75 OHM N MALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A05 


Model _No. PE4506 

75 OHM N FEMALE BULKHEAD 
FRONT MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE FO5 


Model No. _PE4505 

75 OHM N FEMALE BULKHEAD 
FRONT MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE G01 


PKAIAAAZAAAA 
SORKIN 
stetetatenatetate 


1-24 1-24 1-24 
$31.30 $15.25 $14.18 $16.10 $14.97 $10.85 $10.09 
30-99 30-99 100+ 30-99 100+ 50-99 100 + 


$13.12 $13.85 


SEE PAGE 266 FOR MOUNTING HOLES PRICE PER PACKAGE 
F MALE Model No. TS M VALENT CAB ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE44312 RG6A/U CRIMP **$7.60 $7.07 $6.54 $6.08 
ATTACHMENT PE44313 RG6-CATV CRIMP (3 PIECE) *13.60 12.65 11.70 10.88 
PE44314 RG6A/U TWIST **7 60 7.07 6.54 6.08 
PE44452 RG6-CATV CRIMP **7 60 7.07 6.54 6.08 
PE44315 RG11 CRIMP (3 PIECE) *17.75. 16.51 15.27 14.20 
PE44316 RG59B/U, RG62 CRIMP **7 85 7.30 6.75 6.28 
PE44317 RG59B/U, RG62 CRIMP (3 PIECE) **17.40 16.18 14.96 13.92 
PE44318 RG59B/U, RG62 | “SOLD IN PACKS OF 5 PC. TWIST **7 60 7.07 6.54 6.08 
PE44319 RG179, RG187 **SOLD IN PACKS OF 10 PC. CRIMP (3 PIECE) **17.75. 16.51 15.27 14.20 
F MALE F PE44320 RG6-CATV CRIMP *14.15 13.16 12.17. 11.32 
RIGHT ANGLE | | PE44321 RG6-CATV TWIST *14.15 13.16 12.17 11.32 
FOR CABLE _ PE44322 RG59B/U, RG62 CRIMP #14, 15/P°999, 465 12.17. 11.32 
ATTACHMENT PE44323 RG59B/U, RG62 TWIST *14.15 13.16 12.17 11.32 
*SOLD IN PACKS OF 5 PC. 
F FEMALE PE44324 RG6-CATV, MOUNTING HOLE B04 CRIMP *13.05 12.14 11.22 10.44 
BULKHEAD PE44325 RG59B/U, RG62, MOUNTING HOLE B04 CRIMP *13.05 12.14 11.22. 10.44 
FOR CABLE PE44326 RG179, RG187, MOUNTING HOLE G07 CRIMP *13.60 12.65 11.70 10.88 
ATTACHMENT 


*SOLD IN PACKS OF 5 PC. 


1No. P 
F FEMALE, 4 HOLE PANEL 
MOUNT, ROUND CONTACT 
MOUNTING HOLE A04 


*SOLD IN PACKS 
OF 5 PIECES* 


i 
F FEMALE BULKHEAD 
FRONT MOUNT, TAB CONTACT 
MOUNTING HOLE G07 


*SOLD IN PACKS 
OF 10 PIECES* 


P 
F FEMALE BULKHEAD, FRONT 
MOUNT, ROUND CONTACT 
MOUNTING HOLE FO5 


*SOLD IN PACKS 
OF 10 PIECES* 


Mode] No. PE44331 
F FEMALE, P.C. MOUNT 
MOUNTING HOLE D13 


*SOLD IN PACKS 
OF 10 PIECES* 


F FEMALE BULKHEAD 
REAR MOUNT, TAB CONTACT 
MOUNTING HOLE B04 


*SOLD IN PACKS 
OF 10 PIECES* 


PRICE PER PACK PRICE PER PACK PRICE PER PACK 

1-24 25-49 1-24 =©25-49 - - - 25.49 
$4.20 $3.91 $19.60 $18.23 $12.35 $11.49 $10.85 $10.09 
50-99 100 + = 100 _+ 50-99 100 + 50-99 + 
$3.61 $3.36 $16.86 $15.68 $10.62 $9.88 $9.33 $8.68 


] 

F FEMALE, RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE D11 


: 
2-24 = 25-49 


$20.10 $18.69 *SOLD IN 
50-99 100 + PACKS OF 5 
$17.29 $16.08 PIECES* 


Model No. PE44334 
F FEMALE BULKHEAD 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLES D11, B04 


1-24 8 =—25-49 | | | 


$20.70 $19.25 *SOLD IN 
50-99 100 + PACKS OF 5 
$17.80 $16.56 PIECES* 


Please see Page 182 for High 
Definition F Connectors, or visit our - 
website at www.Pasternack.com or 

call (866) 727-8376 EXT 3 for ' 

Technical Support. 


ee ae 


*SOLD IN PACKS 
OF 5 PIECES* 


PRICE PER PACK 
1-24 25-49 
$19.60 $18.23 
+ 


Model No, PE44332 
F FEMALE BULKHEAD 
P.C. MOUNT 
MOUNTING HOLE D14 


100 + 
$15.68 
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50-99 
$16.86 


75 OHM SMC CONNECTORS 


75 OHM M39012 INTERFACE 
SEE PAGE 266 FOR MOUNTING HOLES 


These 75 Ohm SMC connectors will interface with all M39012 75 Ohm SMC connectors. These will NOT 
mate with any 50 Ohm SMC connectors. JACK=MALE contact, PLUG=FEMALE contact 


PRICE 
PLUG, CRIMP Model _No. FITS MIL SPEC AND EQUIVALENT CABLES 1-24 825-4 50-99 100 + 
ATTACHMENT PE4658 RG59B/U, RG62 $13.55 $12.60 $11.65 $10.84 
PE4249 RG179, RG187 13.55 12.60 11.65 10.84 
PE4158 RG180, RG195 13.55 12.60 11.65 10.84 
PLUG, CLAMP PE4258 RG59B/U, RG62 27.10 25.20 23.31 21.68 
ATTACHMENT PE4259 RG179, RG187 27.10 25.20 23.31 21.68 
PLUG, RIGHT PE4252 RG179, RG187 20.85 19.39 17.93 16.68 
ANGLE, CRIMP PE4162 RG180, RG195 20.85 19.39 17.93 16.68 
ATTACHMENT 
PLUG, RIGHT PE4266 RG59B/U, RG62 20.85 19.39 17.93 16.68 
ANGLE, CLAMP PE4267 RG180, RG195 20.85 19.39 17.93 16.68 
ATTACHMENT 
JACK, CRIMP PE4254 RG179, RG187 19.80 18.41 17.03 15.84 
ATTACHMENT PE4164 RG180, RG195 19.80 18.41 17.03 15.84 
JACK, CLAMP PE4274 RG59B/U, RG62 19.80 18.41 17.03 15.84 
ATTACHMENT PE4929 RG179, RG187 19.80 18.41 17.03 15.84 
PE4275 RG180, RG195 19.80 18.41 17.03 15.84 
JACK, BULKHEAD et [ PE4256 RG179, RG187 19.80 18.41 17.03 15.84 
CRIMP ea LINN PE4166 RG180, RG195 19.80 18.41 17.03 15.84 
ATTACHMENT MOUNTING HOLES BO1 
JACK, BULKHEAD PE4282 RG59B/U, RG62 19.80 18.41 17.03 15.84 
CLAMP PE4906 RG179, RG187 19.80 18.41 17.03 15.84 
ATTACHMENT PE4283 RG180, RG195 19.80 18.41 17.03 15.84 
MOUNTING HOLES B01 
JACK, BULKHEAD Model No. 
RECEPTACLE, PE4169 REAR MOUNT, BO3 19.80 18.41 17.03 15.84 
SOLDER CUP PE4173 FRONT MOUNT, B03 10.85 10.09 9.33 8.68 
CONTACT 
JACK, RIGHT ANGLE PE4287 FRONT MOUNT, B03 36.50 33.95 35239 29.20 
BULKHEAD 
RECEPTACLE, 
SOLDER CUP 
CONTACT 
PLUG, BULKHEAD PE4291 FRONT MOUNT, B03 27.10 «25:20 2.23.31... 21.68 
RECEPTACLE, 
SOLDER CUP 
CONTACT 


nm 


BACK sa BRENTED. PE4176 poz 10.40 9.67 8.94 8.3 
CIRCUIT 
MOUNT 

PLUG, PRINTED PE4369 poz 22.95 21.34 19.74 18.36 
CIRCUIT MOUNT =m 


wae unless PE4180 b02 We65. 15648." 14-92 ” 19.32 
PRINTED CIRCUIT 

MOUNT 

PLUG, RIGHT ANGLE 

PRINTED CIRCUIT PE4293 p02 28.15 26.18 24.21 22.52 
MOUNT 
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90 OHM REVERSE POLARITY BNC CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 266 FOR MOUNTING HOLES PRICE 

REVERSE POLARITY Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 =625-49 50-99 100 + 
BNC MALE FOR CABLE PE4711 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $20.85 $19.39 $17.93 $16.68 
ATTACHMENT PE4712 RG8, RG213 CRIMP 20.88: 19539 poe7.93% 916.68 
PE4713 RG9, RG214 CRIMP 20.85 ... 19.39 17.93. 16.68 

PE4714 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 20.85 19.39 17.93 16.68 

PE4715 RG55, RG141, RG142, RG223, RG400 CRIMP 10.40 9.67 8.94 8.32 

PE4716 RG58 CRIMP 10.40 9.67 8.94 8.32 

PE4717 RG59B/U, RG62 CLAMP 20.85 19.39 17.93 16.68 

PE4718 RG59B/U, RG62 CRIMP 10.40 9.67 8.94 8.32 

PE4719 RG174, RG188, RG316 CLAMP 20.85 = 1939; 17,93) 16.68 

PE4720 RG174, RG188, RG316 CRIMP 15.60 14.51 13.42 12.48 

PE4721 RG178, RG196 CLAP 20.85... 19239". "27.93,- 16.68 

PE4722 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 17.70 «16.46 15.22 14.16 

PE4723 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 20.85 19.39 17.93 16.68 

PE4724 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 17.70 =16.46 15.22 14.16 

PE4725 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 20.85.55, 19.39) 17.93 “16.68 

PE4726 BELDEN 9913, BELDEN 9914, PE-B3199, PE-B4199 CLAMP 20.85 19.39 17.93 16.68 

REVERSE POLARITY PE4727 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 26.05 24.23 22.40 20.84 
BNC MALE, RIGHT PE4728 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 20.85 19.39 17.93 16.68 
ANGLE FOR CABLE PE4729 RG55, RG141, RG142, RG223, RG400 CRIMP 17.70 16.46 15.22 14.16 
ATTACHMENT PE4730 RG58 CRIMP 17.70 16.46 15.22 14.16 
a ae PE4731 RG59B/U, RG62 CLAMP 20.85 19.39 17.93. . 16.68 
LA PE4732 RG174, RG188, RG316 CLAMP 20.85 19.39 17.93 16.68 
PE4733 RG174, RG188, RG316 CRIMP 15.60 14.51 . 13.42 12.48 

PE4734 RG178, RG196 CLAMP 20.85... 19.39 "917.93 “16.68 

REVERSE POLARITY PE4735 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 25.10 23.34 21.59 20.08 
BNC FEMALE FOR PE4736 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 20.85 19.39 17.93), 16.68 
CABLE ATTACHMENT PE4737 RG55, RG141, RG142, RG223, RG400 CRIMP 15.60 14.51 13.42 12.48 
PE4738 RG58 CRIMP 15.60 14.51 13.42 12.48 

PE4739 RG59B/U, RG62 CRIMP 15.60 .14.51 13.42 12.48 

PE4740 RG59B/U, RG62 CLAMP 20.85 19.39 17.93 16.68 

PE4741 RG174, RG188, RG316 CLAMP 20.85... »19.39. 17.93 °°''16.68 

PE4742 RG174, RG188, RG316 CRIMP 25760 ta ae oe tee 

PE4743 RG178, RG196 CLAMP 20.85 19.39 17.93 °16.68 

PE4744 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 17.70 16.46 15.22 14.16 

PE4745 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 17.70 16.46 15.22 14.16 

REVERSE POLARITY PE4746 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 15,25, 48 Sete dee 
BNC FEMALE PE4747 RG55, RG141, RG142, RG223, RG400 CRIMP 17.70 16.46 15.22 14.16 
BULKHEAD FOR CABLE PE4748 RG58 CRIMP 17.70 16.46 15.22 14.16 
ATTACHMENT PE4749 RG59B/U, RG62 CLAMP 17.70 ~~ 16,46: 15:22) VAMOT6 
PE4750 RG59B/U, RG62 CRIMP 17.70 16.46 15.22 14.16 

PE4751 RG174, RG188, RG316 CLAMP 17.40 16.18 14.96 13.92 

PE4752 RG174, RG188, RG316 CRIMP 17.70 16.46 15.22 14.16 

PE4753 RG178, RG196 CLAMP 17.40 16.18 14.96 13.92 

PE4754 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 20.85 19.39." (17. 03°"" "ine 

PE4755 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 20.850 19390 os) 2b ue 

USE MOUNTING HOLE B06 


Model No, PE4756 
REVERSE See BNC 
FEMALE, PANEL MOUNT 


SOLDER CUP CONTACT 
#3-56 TAPPED HOLES 
MOUNTING HOLE A03 


REVERSE POLARITY BNC MALE 
BULKHEAD MOUNT, SOLDER 
CUP CONTACT, MOUNTING 


HOLE B04 : 
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M P 
REVERSE POLARITY BNC 
FEMALE BULKHEAD FOR UP TO 
1/8" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B05 


] P 
REVERSE POLARITY BNC 
FEMALE BULKHEAD FOR UP TO 
1/4" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Mode] PE4 
REVERSE POLARITY BNC 
FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT, MOUNTING HOLE B13 


Model No. PE4760 
REVERSE POLARITY BNC 
FEMALE, RIGHT ANGLE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A16 


1-24 25-49 

$31.30 $29.11 
50-99 100+ 
$26.92 


PE4 
REVERSE POLARITY BNC MALE 
PANEL MOUNT, SOLDER CUP 

CONTACT,MOUNTING HOLE A07 


PE4 
REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT 
-125" MOUNTING HOLES 
SOLDER CUP CONTACT 

MOUNTING HOLE A04 


Model No. PE4764 
REVERSE POLARITY BNC 
FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


Model No. PE4765 

REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT, CLAMP 
ATTACHMENT FOR RG55, RG58, 
RG141, RG142, RG223 & RG400 
#3-56 TAPPED HOLES 
MOUNTING HOLE A03 


1-24 - 25-49 1-24 = 25-49 1-24 = 25.49 
$15.60 $14.51 $15.60 Lab $13.05 $12.14 $20.85 $19.39 
$13.42 $13.42 $12 48 $11.22 $10.44 $17.93 $16.68 


REVERSE POLARITY MCX CONNECTORS 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE44369 Model No, PE44370 Model No, _PE44371 Model No, _PE44372 Model No. _PE44373 

REVERSE POLARITY MCX PLUG | REVERSE POLARITY MCX PLUG | REVERSE POLARITY MCX PLUG | REVERSE POLARITY MCX PLUG | REVERSE POLARITY MCX JACK 

CRIMP ATTACHMENT FOR CRIMP ATTACHMENT FOR S=}7 | RIGHT ANGLE, CRIMP RIGHT ANGLE, CRIMP BULKHEAD, CRIMP ATTACHMENT 

RG174, RG188 & RG316 RG178 & RG196 <x | ATTACHMENT FOR RG178 _. | FOR RG174, RG188 & RG316 
MOUNTING HOLE B01 = 


bX) 
$15.60 $14.51 $15.60 : ‘ | | $17.70 $16.46 $19.80 $18.41 
50-99 100 + 50-99 k 50-99 100 + 50-99 100 + 
$13.42 $12.48 $13.42 ; ; $15.22 $14.16 $17.03 $15.84 
Model No. PE44374 PE Model No, PE44376 Model No, PE44377 
REVERSE POLARITY MCX JACK | REVERSE POLARITY MCX JACK | REVERSE POLARITY MCX JACK | REVERSE POLARITY MCX JACK 
BULKHEAD, CRIMP ATTACHMENT | P.C. MOUNT BULKHEAD, RIGHT ANGLE BULKHEAD, END LAUNCH PLEASE CONTACT OUR 
MOUNTING HOLE 002 P.C. MOUNT MOUNTING HOLE B01 ENGINEERING 
MOUNTING HOLE DO2 & BOl DEPARTMENT FOR ALL 
YOUR SPECIAL 
REQUIREMENTS AT 
1-24 1-24 25-49 
$20.85 $15.60 (866) 727-8376 EXT. 3 


50-99 30-99 
$17.93 $13.42 


Model _No. TS MIL SPEC Al ATTACHMENT METHOD 1-24 
REVERSE POLARITY PE44472 sRGB, —RG213 CRIMP $19.80 
N MALE FOR PE44471 —-RG55, RG141, RG142, RG223, RG4O00 CRIMP 18.75 
CABLE ATTACHMENT PE44473. —sRG58 CRIMP 18.75 
PE44474 = RG214 & RG393 CRIMP 19.80 
PE44470 —-BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 19.80 
eee 
REVERSE POLARITY PE44478. sRGB, RG213 CRIMP 18.75 17.44 16.13 15.00 
N FEMALE FOR PE44477 ~—s RG, -RG214, RG225, RG393 CRIMP 18.75 17.44 16.13 15.00 
CABLE ATTACHMENT PE44475 ——-RG55, RG141, RG142, RG223, RG400 CRIMP 18.75 17.44 16.13 15.00 
PE44476 = RG58 CRIMP 18.75 17.44 16.13 15.00 


50 OHM REVERSE POLARITY TNC CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 266 FOR MOUNTING HOLES PRICE 
REVERSE POLARITY Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99. »)100-+ 
TNC MALE FOR CABLE PE4659 RG8, RGI, RG213, RG214, RG225, RG393 CLAMP $15.25 $14.18 $13.12 $12.20 
ATTACHMENT PE4660 RG8, RG213 CRIMP 16.45 15.30 14.15 13.16 
PE4661 RG9, RG214 CRIMP 16.30 15.16 14.02 13.04 
PE4662 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 8.65 8.04 7.44 6.92 
PE4663 RG55, RG141, RG142, RG223, RG400 CRIMP 8.85 8.23 7.61 7.08 
PE4664 RG58 CRIMP 8.80 8.18 UT 7.04 
PE4665 RG59B/U, RG62 CLAMP 9.75 9.07 8.39 7.80 
PE4666 RG59B/U, RG62 CRIMP 8.65 8.04 7.44 6.92 
PE4667 RG174, RG188, RG316 CLAMP 16.65 15.48 14.32 13.32 
PE4668 RG174, RG188, RG316 CRIMP 15.25 14.18 13.12 12.20 
PE4669 RG178, RG196 CLAMP 15.40 14.32 13.24 12.32 
PE4670 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) SOLDER/ CLAMP 17.55 16.32 15.09 14.04 
PE4671 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) SOLDER 20.70 19.25 17.80 16.56 
PE4672 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) SOLDER/CLAMP 17.55 16.32 15.09 14.04 
PE4673 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) SOLDER 20.70 19.25 17.80 16.56 
PE4674 BELDEN 9913, BELDEN 9914, PE-B3199, PE-B4199 CLAMP 16.30 15.16 14.02 13.04 
REVERSE POLARITY PE4675 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 28.15 26.18 24.21 22.52 
TNC MALE, RIGHT ANGLE E4676 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 19.60 18.23 16.86 15.68 
FOR CABLE PE4677 RG55, RG141, RG142, RG223, RG400 CRIMP 17.55 16.32 15.09 14.04 
ATTACHMENT PE4678 RG58 CRIMP 17.40 16.18 14.96 13.92 
PE4679 RG59B/U, RG62 CLAMP 20.70 19.25 17.80 16.56 
PE4680 RG174, RG188, RG316 CLAMP 17.55 16.32 15.09 14.04 
PE4681 RG174, RG188, RG316 CRIMP 18.50 Vee 15.91 14.80 
PE4682 RG178, RG196 CLAMP 20.85 19.39 17.93 16.68 
SEE NEXT PAGE FOR MORE PRODUCTS 
en Ss SS ST SS sc SC SS SS 
cre SESW SS ESS SS SSS SSS SS SSS SSS SSS SSS SS SS SS, 
s oe = 
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90 OHM REVERSE POLARITY TNC CONNECTORS (conta) 
MEETS FCC PART 15.203 REQUIREMENTS 
SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 

Model No. FITS MIL SPEC AND EQUIVALENT CABLES 1-24 25-49 50-99 100 + 

REVERSE POLARITY PE4683 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $25.10 $23.34 $21.59 $20.08 
TNC FEMALE FOR PE4684 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 10.85 10.09 9.33 8.68 
CABLE ATTACHMENT PE4685 RG55, RG141, RG142, RG223, RG400 CRIMP 10.95 10.18 9.42 8.76 
PE4686 RG58 CRIMP 10.85 10.09 9.33 8.68 

PE4687 RG59B/U, RG62 CRIMP 11.95 11.11 10.28 9.56 

PE4688 RG59B/U, RG62 CLAMP 15.65 14.55 13.46 12.52 

PE4689 RG174, RG188, RG316 CLAMP 13.20 12.28 11.35 10.56 

PE4690 RG174, RG188, RG316 CRIMP 13.05 12.14 11.22 10.44 

PE4691 RG178, RG196 CLAMP ing. 49,50, re tae 

PE4692 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) | SOLDF.R/CLAMP 17.55 16.32 15.09 14.04 

PE4693 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) | SOLDER/CLAMP 17.55 16.32 15.09 14.04 

REVERSE POLARITY PE4694 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 15.25 14.18 13.12 12.20 
TNC FEMALE PE4695 RG55, RG141, RG142, RG223, RG400 CRIMP 14.30 13.30 12.30 11.44 
BULKHEAD FOR — PE4696 RG58 CRIMP 18.25 16.97 15.70 14.60 
CABLE ATTACHMENT PE4697 RG59B/U, RG62 CLAMP 17.40 16.18 14.96 13.92 
PE4698 RG59B/U, RG62 CRIMP 17.40 16.18 14.96 13.92 

PE4699 RG174, RG188, RG316 CLAMP 17.55 16.32 15.09 14.04 

PE4700 RG174, RG188, RG316 CRIMP 17.40 16.18 14.96 13.92 

PE4701 RG178, RG196 CLAMP 17.55 16.32 15.09 14.04 

“| — PE4702 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) | SOLDER/CLAMP 20.85 19.39 17.93 16.68 

PE4703 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) | SOLDER/CLAMP 20.85 19.39 17.93 16.68 


USE MOUNTING HOLE B06 


M 4704 Mode] No. PE4705 Mode] No. PE4706 Model No. PE4707 
REVERSE POLARITY REVERSE POLARITY REVERSE POLARITY REVERSE POLARITY REVERSE POLARITY 


TNC FEMALE BULKHEAD TNC FEMALE, PANEL MOUNT TNC FEMALE BULKHEAD TNC FEMALE BULKHEAD TNC MALE, PANEL MOUNT 

SOLDER CUP CONTACT SOLDER CUP CONTACT SOLDER CUP CONTACT ISOLATED GROUND SOLDER CUP CONTACT 

MOUNTING HOLE B05 MOUNTING HOLE A03 MOUNTING HOLE B04 SOLDER CUP CONTACT MOUNTING HOLE A07 
MOUNTING HOLE B06 


1-24 25-49 1-24 25-49 
$14.60 $13.58 $10.85 $14.60 $13.58 


50-99 100+ 30-99 50-99 100+ 
$12.56 $11.68 $9.33 $12.56 $11.68 


REVERSE THREAD SMA CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 
SEE PAGE 266 FOR MOUNTING HOLES 


PRICE 
REVERSE THREAD Model No. FITS MIL SPEC AND EQUIVALENT CABLES 1-24 «25-49 50-99 100+ 
SMA MALE PE44182 RG55, RG141, RG142, RG223, RG400 CRIMP $15.60 $14.51 $13.42 $12.48 
FOR CABLE PE44183 RG58 CRIMP 15.60 14.51 13.42 12.48 
ATTACHMENT PE44184 RG174, RG188, RG316 CRIMP 15.60 14.51 13.42 12.48 
PE44185 RG178, RG196 CRIMP 15.60 14.51 13.42 12.48 
REVERSE THREAD PE44186 RG55, RG141, RG142, RG223, RG400 CRIMP 27.10 25.20 23.31 21.68 
SMA MALE PE44187 RG58 CRIMP 7: ae ee ee 
RIGHT ANGLE PE44188 RG174, RG188, RG316 CRIMP 27.10 25.20 23.31 21.68 
FOR CABLE PE44189 RG178, RG196 CRIMP 27.10 25.20 23.31 21.68 
ATTACHMENT 
ORCEERATELS: aera me OD PE44190 RG55, RG141, RG142, RG223, RG400 CRIMP 17.70 16.46 15.22 14.16 
coe ARTE Ret PE44191 RG58 CRIMP 18.75 17.44 16.13 15.00 
ATTACHMENT RX | J PE44192 RG174, RG188, RG316 CRIMP 17.70 16.46 15.22 14.16 
a... PE44193 RG178, RG196 CRIMP 17.70 16.46 15.22 14.16 
REVERSE THREAD PE44194 RG55, RG141, RG142, RG223, RG400 CRIMP 20.85 19.39 17.93 16.68 
SMA FEMALE PE44195 RG58 CRIMP 20.85 19.39 17.93 16.68 
BULKHEAD PE44196 RG174, RG188, RG316 CRIMP 20.85 19.39 17.93 16.68 
FOR CABLE PE44197 RG178, RG196 CRIMP 20.85 19.39 17.93 16.68 
ATTACHMENT 


d 
REVERSE THREAD SMA FEMALE 
P.C. MOUNT 

MOUNTING HOLE DO1 


PE4 
REVERSE THREAD SMA FEMALE 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE DO1 


Model No. PE44202 
REVERSE THREAD SMA FEMALE 
END LAUNCH FOR .062" THICK 
BOARD, TAB CONTACT .020" X 
-010" 


Model No. PE44201 

REVERSE THREAD SMA FEMALE 
END LAUNCH FOR .062" THICK 
BOARD, .030" ROUND CONTACT 


Model No. PE44200 
REVERSE THREAD SMA FEMALE 
4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE AO1 


$17.70 $16.46 $19.80 $18.41 $19.80 $18.41 $17.70 $16.46 $17.70 $16.46 
$15.22 $14.16 $17.03 $15.84 $17.03 $15.84 $15.22 $15.22 
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rr EE EEE 


REVERSE POLARITY SMA CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


REVERSE POLARITY SEE PAGE 266 FOR MOUNTING HOLES PRICE 
SMA MALE FOR CABLE Model _No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24. 25-49 50-99 100+ 
ATTACHMENT PE4766 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP $18.75 $17.44 $16.13 $15.00 
PE4767 RG55, RG141, RG142, RG223, RG400 CRIMP 13.20 12.28 11.35 10.56 
PE4768 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 15.60 14.51 13.42 12.48 
PE4769 RG58 CRIMP 15.60 14.51 13.42 12.48 
PE4770 RG174, RG188, RG316 CLAMP 20.85 19.39 17.93 16.68 
PE4771 RG174, RG188, RG316 CRIMP 12.25 11.39 10.54 9.80 
PE4772 RG174, RG188, RG316 SOLDER 15.60 14.51 13.42 12.48 
5 PE4773 RG178, RG196 CLAMP 18.75 17.44 16.13 15.00 
ste PE4774 RG178, RG196 CRIMP 18.75 17.44 16.13 15.00 
=: PE4775 RG178, RG196 SOLDER 15.30 14.23 13.16 12.24 
PE4776 RG180, RG195 CLAMP 18.75 17.44 16.13 15.00 
PE4777 RG180, RG195 CRIMP 19.80 18.41 17.03 15.84 
PE4778 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 15.60 14.51 13.42 12.48 
PE4779 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 15.60 14.51 13.42 12.48 
REVERSE POLARITY PE4780 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 26.05 24.23 22.40 20.84 
SMA MALE, RIGHT PE4781 RG5S, RG141, RG142, RG223, RG400 CRIMP 26.05 24.23 22.40 20.84 
ANGLE FOR CABLE PE4782 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 26.05 24.23 22.40 20.84 
ATTACHMENT PE4783 RG58 CRIMP 24.00 22.32 20.64 19.20 
PE4784 RG174, RG188, RG316 CLAMP 31.30 29.11 26.92 25.04 
SO 7 =  PE4785 RG174, RG188, RG316 CRIMP 26.05 24.23 22.40 20.84 
Sie PE4786 RG174, RG188, RG316 SOLDER 26.05 24.23 22.40 20.84 
es oy Oe & + PE4787 RG178, RG196 CLAMP 63.95 59.47 55.00 51.16 
PE4788 RG178, RG196 CRIMP 26.05 24.23 22.40 20.84 
PE4789 RG178, RG196 SOLDER 26.05 24.23 22.40 20.84 
PE4790 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 26.05 24.23 22.40 20.84 
PE4791 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 26.05 24.23 22.40 20.84 
REVERSE POLARITY PE4792 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 20.85 19.39 17.93 16.68 
SMA FEMALE FOR PE4793 RG55, RG141, RG142, RG223, RG400 CRIMP 19.80 18.41 17.03 15.84 
CABLE ATTACHMENT PE4794 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 18.75 17.44 16.13 15.00 
PE4795 RG58 CRIMP 18.75 17.44 16.13 15.00 
PE4796 RG174, RG188, RG316 CLAMP 20.85 19.39 17.93 16.68 
PE4797 RG174, RG188, RG316 CRIMP 18.75 17.44 16.13 15.00 
PE4798 RG174, RG188, RG316 SOLDER 18.75 17.44 16.13 15.00 
PE4799 RG178, RG196 CRIMP 18.75 17.44 16.13 15.00 
PE4850 RG178, RG196 CLAMP. 20.85 19.39 17.93 16.68 
PE4851 RG178, RG196 SOLDER 18.75 17.44 16.13 15.00 
PE4852 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 19.80 18.41 17.03 15.84 
PE4853 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 19.80 18.41 17.03 15.84 
REVERSE POLARITY PE4854 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 26.05 24.23 22.40 20.84 
SMA FEMALE PE4855 RG55, RG141, RG142, RG223, RG400 CRIMP 17.70 16.46 15.22 14.16 
BULKHEAD FOR CABLE PE4856 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 18.75 17.44 16.13 15.00 
ATTACHMENT PE4857 RG58 i CRIMP 17.70 16.46 15.22 14.16 
PE4858 RG174, RG188, RG316 CLAMP 26.05 24.23 22.40 20.84 
PE4859 RG174, RG188, RG316 CRIMP 17.70 16.46 15.22 14.16 
PE4860 RG174, RG188, RG316 SOLDER 18.75 17.44 16.13 15.00 
_ PE4861 RG178, RG196 } CLAMP 26.05 24.23 22.40 20.84 
PE4862 RG178, RG196 CRIMP 17.70 16.46 15.22 14.16 
PE4863 RG178, RG196 SOLDER 19.80 18.41 17.03 15.84 
PE4864 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 21.90 20.37 18.83 17.52 
PE4865 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 22.95 21.34 19.74 18.36 

USE MOUNTING HOLE B02 


Model No, PE4867 
REVERSE POLARITY SMA 
FEMALE, 2 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE C01 


Model No. PE4869 
REVERSE POLARITY SMA 
FEMALE, P.C. MOUNT 
MOUNTING HOLE DO1 


Model No. PE4870 
REVERSE POLARITY SMA 
FEMALE, RIGHT ANGLE, P.C. 
MOUNT, MOUNTING HOLE DO1 


Model No, PE4868 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


Model No, PE4866 
REVERSE POLARITY SMA 
FEMALE, 4 HOLE PANEL MOUNT 
_ SOLDER CUP CONTACT, 
MOUNTING HOLE AO1 


$15.60 $14.51 $13.55 $12.60 $14.60 $13.58 $20.85 
$11.65 $12.56 $17.93 $16.68 


Model No. PE4875 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE DO1 
MOUNTING HOLE FO1 


Model No, PE4874 
REVERSE POLARITY SMA 
FEMALE, END LAUNCH FOR 
.062" THICK BOARD 
.030" ROUND CONTACT 


Model No, PE4873 

REVERSE POLARITY SMA MALE 
P.C. MOUNT 

MOUNTING HOLE DO1 


Model No. PE4872 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, P.C. 
MOUNT, MOUNTING HOLE DO1 
MOUNTING HOLE FO1 


Model _No, PE4871 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


$15.60 $14.51 $15.25 $14.18 $15.60 $28.15 $26.18 
50-99 100 + - 100 + = 50-99 100 + 
$13.42 $12.48 $13.12 $12.20 $13.42 $24.21 $22.52 
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BANANA PLUGS 


Model No. PE4050 Model _ No. PE4089 Model _No. PE4301 Model No, _PE44145 
BANANA PLUG WITH SOLDER BANANA PLUG, CRIMP BANANA PLUG, CRIMP BANANA PLUG, CRIMP 


TURRET TERMINALS ATTACHMENT FOR RG55, (- ATTACHMENT FOR RG58 = [_ ATTACHMENT FOR RG174, [ 
RG142, RG223 & RG400 [BS | RG188 & RG316 im 


D SUBMINIATURE COAXIAL CONTACTS 


This series of coaxial contacts fits D Subminiature rectangular shells and are interchangeable with contacts manufactured by other companies. 


STRAIGHT RECEPTACLE CRIMP ATTACHMENT SOLDER ATTACHMENT | cn ae A | 
Model No. Model No. F 1-24 «25-49 §=50-99 100 + 
PE4837 PE4838 RG55, RG142, RG223, RG400 $8.80 $8.18 $7.57 $7.04 
PE4800 PE4804 RG58, RG141, RG303 7.60 7.07 6.54 6.08 
PE4801 PE4805 RG174, RG187, RG188, RG316 7.60 7.07 6.54 6.08 
PE4802 PE4806 RG178, RG196 7.60 7.07 6.54 6.08 
PE4803 PE4807 RG180, RG195 7.60 7.07 6.54 6.08 
PE4839 RG402, PE-SR402AL, PE-SR402FL 13.55 12.60 11.65 10.84 
PE4840 RG405, PE-SR405AL, PE-SR405FL 9.75 9.07 8.39 7.80 
PE4841 PE-047SR, PE-SRO47AL, PE-SRO47FL 10.85 10.09 9.33 8.68 
STRAIGHT PLUG PE4842 PE4843 RG55, RG142, RG223, RG400 10.95 10.18 9.42 8.76 
PE4808 PE4812 RG58, RG141, RG303 9.90 9.21 8.51 7.92 
PE4809 PE4813 RG174, RG187, RG188, RG316 10.55 9.81 9.07 8.44 
PE4810 PE4814 RG178, RG196 9.90 9.21 8.51 7.92 
PE4811 PE4815 RG180, RG195 9.75 9.07 8.39 7.80 
PE4844 RG402, PE-SR402AL, PE-SR402FL 13.55 12.60 11.65 10.84 
PE4845 RG405, PE-SR405AL, PE-SR405FL 11.95°°2°11.11 “520-28 9.56 
PE4846 PE-047SR, PE-SRO47AL, PE-SRO47FL 13.05 12.14 11.22 10.44 
RIGHT ANGLE PE4847 PE4848 RG55, RG142, RG223, RG400 10.95 10.18 9.42 8.76 
RECEPTACLE PE4816 PE4820 RG58, RG141, RG303 9.90 9.21 8.51 7.92 
PE4817 PE4821 RG174, RG187, RG188, RG316 9.75 9.07 8.39 7.80 
PE4818 PE4822 RG178, RG196 9.75 9.07 8.39 7.80 
PE4819 PE4823 RG180, RG195 9.75 9.07 8.39 7.80 
PE4849 RG402, PE-SR402AL, PE-SR402FL 14.15859013,16, “12gl2, 17.32 
PE44033 RG405, PE-SR405AL, PE-SR405FL 14.159¢09413.16) Seer?) 11-32 
PE44034 PE-047SR, PE-SRO47AL, PE-SRO47FL 15.25503¢14,18. 332, 12.20 
RIGHT ANGLE PE44035 PE44036 RG55, RG142, RG223, RG400 10.95 10.18 9.42 8.76 
PLUG PE4824 PE4828 RG58, RG141, RG303 9.75 9.07 8.39 7.80 
PE4825 PE4829 RG174, RG187, RG188, RG316 9.75 9.07 8.39 7.80 
PE4826 PE4830 RG178, RG196 9.75 9.07 8.39 7.80 
PE4827 PE4831 RG180, RG195 9.75 9.07 8.39 7.80 
PE44037 RG402, PE-SR402AL, PE-SR402FL 17.40 16.18 14.96 13.92 
PE44038 RG405, PE-SR405AL, PE-SR405FL 17.40*---16, 18) ae sen 19,02 
PE44039 PE-047SR, PE-SRO47AL, PE-SRO47FL 18.50 17,21. g25.91, 4°80 


M 
D SUBMINIATURE STRAIGHT 
RECEPTACLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE JO1 


Model No, PE4834 

D SUBMINIATURE RECEPTACLE, RIGHT 
ANGLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE J01 


Model No. - PE4835 

D SUBMINIATURE PLUG, RIGHT 
ANGLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE J0O1 


Model No. PE4833 

D SUBMINIATURE STRAIGHT PLUG 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE JO1 


2-24 8 25-49 25-49 1-24 25-49 1-24 25-49 

$9.75 $9.07 $9.75 $9.07 $13.55 $13.55 $12.60 
100 + -" 50-99 100 + 
$7.80 $11.65 $11.65 
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GR874 CONNECTORS 


Model No. PE4348 
GR874 REBUILD KIT, BODY, 
CONTACT, INSULATOR & 
RETAINING NUT ONLY 


Model No, _PE4352 
GR874, CRIMP ATTACHMENT 
FOR RG9, RG214, RG225 

& RG393 = 


Model No, PE4233 
GR874, CRIMP ATTACHMENT 
FOR RG55, RG58, RG141, 
RG142, RG223 & RG400 


$57.85 $53.80 


ree 


50-99 
$49.75 


Model No. PE4237 

BNC TWINAX JACK, CLAMP 
ATTACHMENT FOR RG108A/U, 
78 OHM BALANCED 

CABLE OR EQUAL 


Model No. PE4238 
BNC TWINAX JACK, BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No, PE4236 

BNC TWINAX PLUG, CLAMP 
ATTACHMENT FOR RG108A/U, 
78 OHM BALANCED (~~ 
CABLE OR EQUAL 


Model No. PE4235 

BNC TWINAX JACK, CRIMP ~ 
ATTACHMENT FOR RG108A/U, 
78 OHM BALANCED 
CABLE OR EQUAL 


Model No. PE4234 
BNC TWINAX PLUG, CRIMP 
ATTACHMENT FOR RG108A/U, 


Model No, PE44116 

BNC TWINAX JACK, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE HO1 


Mode] No, PE44115 
BNC TWINAX JACK, P.C 
MOUNT, MOUNTING HOLE HO1 


Model No, PE44114 

BNC TWINAX JACK, BULKHEAD 
CLAMP ATTACHMENT FOR 
RG108A/U, 78 OHM BALANCED 
CABLE OR EQUAL 
MOUNTING HOLE B06 


Model No, PE4324 
BNC TWINAX JACK, PANEL 
_ MOUNT, SOLDER CUP CONTACT 
_ MOUNTING HOLE A03 


3/4"-20 THREADED TWINAX 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE4104 Model No. PE4105 Model No. PE4346 PE434 
_ TWINAX MALE FOR BELDEN 9207 TWINAX FEMALE BULKHEAD TWINAX FEMALE FOR BELDEN 9207 TWINAX FEMALE, PANEL MOUNT 
OR EQUAL CABLE SOLDER CUP CONTACT OR EQUAL CABLE SOLDER CUP CONTACT 
ieee MOUNTING HOLE B07 MOUNTING HOLE A05 
$14.90 $13.86 $15.25 $14.18 $18.50 $17.21 
$12.81 $11.92 $13.12 $12.20 $15.91 $14.80 


Free Ground Freight Ail Products Available Online! www.pasternack.com 193 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


CONNECTOR FREQUENCY RANGE CHART 
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Point to Point 
Body Scanners 
Satcom (uplink) 
Navigation Radar 
Base Stations 
High Frequency 
Communication 
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Cable Routers 
Broadcast TV 
Cable TV 
Mobile Radio 
Telecommunications 
Airport Search Radar 
Test & Measurement 
Airborne Radar 
Instrumentation 
Test Measurement 
Military Aerospace 
Electronic Warfare 


MINI UHF 


mm 
26- or GHz | 40-100 GHz 


BNC- 75 Ohm connectors operate up to 1 GHz 

SMB-75 Ohm & Mini SMB-75 Ohm connectors operate up to 4 GHz 
MCX-75 Ohm connectors operate up to 6 GHz 

SMC-75 Ohm connectors operate up to 10 GHz 

N-75 Ohm connectors operate up to 1.5 GHz 

TNC-75 Ohm connectors operate up to 1 GHz 
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(B)= BULKHEAD MOUNT 
(H)= HERMETICALLY SEALED 


SMA FEMALE 
SMA MALE 


PE9693 
PE9690 


SMA FEMALE 
SMA MALE 


PE9691 
PE9692 


FEMALE TO FEMALE PRECISION PE9717 
FEMALE TO MALE PRECISION PE9715 
MALE TO MALE PRECISION PE9716 


2.4mm FEMALE PRECISION PE9675 
2.4mm MALE PRECISION PE9674 
2.92mm FEMALE PRECISION PE9668 
2.92mm MALE PRECISION PE9666 
3.5mm FEMALE PRECISION PE9748 
3.5mm MALE PRECISION PE9745 
N FEMALE PRECISION PE9721 
N MALE PRECISION PE9720 
SMA FEMALE PRECISION PE9729 
SMA MALE PRECISION PE9728 
SSMA FEMALE PRECISION PE9765 
SSMA MALE PRECISION PE9764 


2.4mm FEMALE PRECISION PE9673 
2.4mm MALE PRECISION PE9672 
2.92mm FEMALE PRECISION PE9665 
2.92mm MALE PRECISION PE9667 
3.5mm FEMALE PRECISION PE9747 
3.5mm MALE PRECISION PE9746 
N FEMALE PRECISION PE9719 
N MALE PRECISION PE9718 
SMA FEMALE PRECISION PE9726 
SMA MALE PRECISION PE9727 
SSMA FEMALE PRECISION PE9762 
SSMA MALE PRECISION PE9763 


FEMALE TO FEMALE PRECISION PE9453 
FEMALE TO FEMALE PRECISION (B) PE9640 
_ FEMALE TO MALE PRECISION PE9452 
MALE TO MALE PRECISION PE9451 


1.85mm FEMALE PRECISION PE9675 
1.85mm MALE PRECISION PE9673 
2.92mm FEMALE PRECISION PE9456 
2.92mm MALE PRECISION PE9455 
3.5mm FEMALE PRECISION PE9652 
3.5mm MALE PRECISION PE9651 
7mm PRECISION PE9459 
N FEMALE PRECISION PE9502 
N MALE PRECISION PE9503 
SMA FEMALE PRECISION PE9656 
SMA MALE PRECISON PE9654 


1.85mm FEMALE PRECISION PE9674 

_ 1.85mm MALE PRECISION PE9672 
2.92mm FEMALE PRECISION PE9454 
2.92mm MALE PRECISION PE9457 
3.5mm FEMALE FRECISION PE9650 
3.5mm MALE PRECISION PE9649 
_ 7mm PRECISION PE9458 
N FEMALE PRECISION PE9501 

N MALE PRECISION PE9504 
SMA FEMALE PRECISION PE9655 
SMA MALE PRECISON PE9653 


FEMALE TO FEMALE PRECISION PE9438 
FEMALE TO FEMALE PRECISION (B) PE9647 
FEMALE TO FEMALE PRECISION (P) PE9648 
FEMALE TO FEMALE PRECISION 90° PE9646 
FEMALE TO MALE PRECISION PE9437 
FEMALE TO MALE PRECISION 90° PE9644 
MALE TO MALE PRECISION PE9436 
MALE TO MALE PRECISION 90° PE9645 


1.85mm FEMALE PRECISION PE9668 
1.85mm MALE PRECISION PE9665 
2.4mm FEMALE PRECISION PE9456 


INDEA GUIDE IU 
COAXIAL ADAPTERS 


GUIDE: TO LOCATE YOUR ADAPTER, REVIEW THE ADAPTER SELECTION LIST ON THE FOLLOWING PAGE, 
ARRANGED ALPHABETICALLY BY CONNECTOR, TO FIND THE CORRESPONDING PART NUMBER. 
ADAPTERS ARE ARRANGED IN THIS SECTION BY INCREASING PART NUMBER ORDER. 


(I)= ISOLATED SEALED 
(K)= KNURLED BODY 
(P)= PANEL MOUNT 


2.4mm MALE PRECISION PE9454 
3.5mm FEMALE PRECISION PE9660 
3.5mm MALE PRECISION PE9658 
7mm PRECISION PE9461 
MINI SMP FEMALE PRECISION PE9782 
MINI SMP MALE PRECISION PE9781 
N FEMALE PRECISION PE9664 
N MALE PRECISION PE9663 
SSMA FEMALE PRECISION PE9769 
SSMA MALE PRECISION PE9768 


1.85mm FEMALE PRECISION PE9666 
1.85mm MALE PRECISION PE9667 
2.4mm FEMALE PRECISION PE9455 
2.4mm MALE PRECISION PE9457 
3.5mm FEMALE PRECISION PE9659 
3.5mm MALE PRECISION PE9657 
7mm PRECISION PE9460 
N FEMALE PRECISION PE9662 
N MALE PRECISION PE9661 
SSMA FEMALE PRECISION PE9766 
SSMA MALE PRECISION PE9767 


FEMALE TO FEMALE PRECISION 


PE9331 
FEMALE TO FEMALE PRECISION 3} PE9678 
FEMALE TO FEMALE PRECISION (P) PE9676 
FEMALE TO MALE PRECISION PE9332 
FEMALE TO MALE PRECISION (B) PE9677 
MALE TO MALE PRECISION PE9330 
MALE TO MALE PRECISION (B) PE9679 


1.85mm FEMALE PRECISION PE9748 
1.85mm MALE PRECISION PE9747 
2.4mm FEMALE PRECISION PE9652 
2.4mm MALE PRECISION PE9650 
2.92mm FEMALE PRECISION PE9660 
2.92mm MALE PRECISION PE9659 
7mm PRECISION PE9325 
N FEMALE PRECISION PE9323 
N MALE PRECISION PE9321 
SMA FEMALE PRECISION PE9725 


SMA MALE PRECISION PE9723 


1.85mm FEMALE PRECISION PE9745 
1.85mm MALE PRECISION PE9746 
2.4mm FEMALE PRECISION PE9651 
2.4mm MALE PRECISION PE9649 
2.92mm FEMALE PRECISION PE9658 
2.92mm MALE PRECISION PE9657 
7mm PRECISION PE9326 
N FEMALE PRECISION PE9324 
N MALE PRECISION PE9322 
SMA FEMALE PRECISION PE9724 


SMA MALE PRECISION PE9722 


FEMALE TO FEMALE 


PE9199 
FEMALE TO FEMALE (B) PE9373 
T, FEMALE-FEMALE-FEMALE PE9224 
PE9374 


T, FEMALE-MALE-FEMALE 


FEMALE TO FEMALE 


PE9409 
FEMALE TO FEMALE (B) PE9414 
FEMALE TO MALE 90° PE9410 
MALE TO MALE PE9555 
T, FEMALE-FEMALE-FEMALE PE9556 
T, FEMALE-MALE-FEMALE PE9557 


7mm PRECISION PE9510 
HN MALE PE9559 
N FEMALE PE9180 
N MALE PE9178 
SMA MALE PE9411 
TNC FEMALE PE9639 
TNC MALE PE9638 


7mm PRECISION PE9509 
HN FEMALE PE9558 
N FEMALE PE9179 
N MALE PE9535 
SMA FEMALE PE9412 
TNC FEMALE PE9636 
TNC_MALE PE9637 


(R)= RADIUS RIGHT ANGLE 
(QD)= QUICK DISCONNECT 


2.4mm FEMALE PRECISION PE9459 
2.4mm MALE PRECISION PE9458 
2.92mm FEMALE PRECISION PE9461 
2.92mm MALE PRECISION PE9460 
3.5mm FEMALE PRECISION PE9325 
3.5mm MALE PRECISION PE9326 
7/16 FEMALE PRECISION PE9510 
7/16 MALE PRECISION PE9509 
BNC FEMALE PRECISION PE9220 
BNC MALE PRECISION PE9221 
N FEMALE PRECISION PE9216 
N MALE PRECISION PE9217 
SC FEMALE PRECISION PE9328 
SC MALE PRECISION PE9329 
SMA FEMALE (P) PRECISION PE9327 
SMA FEMALE PRECISION PE9214 
SMA MALE PRECISION PE9215 
SSMA FEMALE PRECISION PE9356 
SSMA MALE PRECISION PE9355 
TNC FEMALE PRECISION PE9218 
TNC MALE PRECISION PE9219 


FEMALE TO FEMALE 
FEMALE TO FEMALE (B) 


PE9756 
PE9757 


BNC FEMALE PE9752 
BNC FEMALE (B) PE9754 
BNC MALE PE9750 


BNC FEMALE PE9753 
BNC FEMALE (B) PE9755 
BNC MALE PE9751 


BNC FEMALE 
BNC MALE 


PE9008 
PE9009 


BNC FEMALE PE9175 


BNC MALE PE9169 


BNC FEMALE 
BNC MALE 


PE9013 
PE9011 


FEMALE TO FEMALE PE9084 
FEMALE TO FEMALE (B) (H PE9093 
FEMALE TO FEMALE (B) (H PE9420 
FEMALE TO FEMALE °} (I) PE9172 
FEMALE TO FEMALE (P PE9106 
FEMALE TO MALE PE9269 
FEMALE TO MALE 90° PE9085 
MALE TO MALE PE9000 
MALE TO MALE 90° PE9758 
T, FEMALE-FEMALE-FEMALE PE9003 
T, FEMALE-MALE-FEMALE PE9001 
T, MALE-FEMALE-~FEMALE PE9174 
Y, FEMALE-MALE-FEMALE PE9484 


75 OHM SMB JACK PE9231 
75 OHM SMB PLUG PE9232 
75 OHM SMC JACK PE9235 
75 OHM SMC PLUG PE9236 
7mm PRECISION PE9220 
10-32 FEMALE PE9752 
10-32 FEMALE (B) PE9754 
10-32 MALE PE9753 
10-32 MALE (B) PE9755 
BANANA PLUG DOUBLE PE9008 
BANANA PLUG SINGLE PE9175 
BINDING POSTS DOUBLE PE9013 
C FEMALE PE9537 
C FEMALE (B) PE9204 
C MALE PE9087 
F FEMALE PE9153 
F MALE PE9151 
GR874 PE9222 
HN MALE PE9126 
MCX JACK PE9466 


MCX JACK (B) 

MCX PLUG 

MHV MALE 

MINI UHF MALE 
MMCX JACK 

MMCX PLUG 

N FEMALE 

N FEMALE (B) 

N FEMALE (B) 

N FEMALE (P) 

N FEMALE PRECISION 
N MALE 

N MALE (P) 

N MALE 90° 

N MALE PRECISION 
RCA PLUG 

REVERSE POLARITY BNC MALE 
SC FEMALE 

SC MALE 

SMA FEMALE 

SMA FEMALE (B) 

SMA FEMALE (B) 

SMA FEMALE PRECISION 
SMA MALE 

SMA MALE PRECISION 
SMB JACK 

SMB JACK (B) 

SMB PLUG 

SMB PLUG (B) 

SMC JACK 

SMC JACK (B) 

SMC PLUG 

SSMA MALE 

SSMB JACK 

SSMB PLUG 

TNC FEMALE 

TNC FEMALE (B) (H) 
TNC MALE 

TNC MALE 90° 

UHF FEMALE 

UHF MALE 


PE9520 
PE9467 
PE9297 
PE9342 
PE9516 
PE9519 
PE9206 
PE9261 
PE9540 
PE9238 
PE9492 
PE9002 
PE9388 
PE9278 
PE9491 
PE9158 
PE9529 
PE9571 
PE9200 
PE9075 
PE9185 
PE9407 
PE9496 
PE9074 
PE9495 
PE9136 
PE9240 
PE9137 
PE9241 
PE9140 
PE9108 
PE9141 
PE9250 
PE9394 
PE9395 
PE9097 
PE9483 
PES088 
PE9783 
PE9421 
PE9004 


75 OHM SMB JACK 

75 OHM SMB PLUG 

75 OHM SMC JACK 

75 OHM SMC PLUG 
7mm PRECISION 
10-32 FEMALE 

10-32 MALE 

BANANA PLUG DOUBLE 
BINDING POST SINGLE 
BINDING POSTS DOUBLE 
C FEMALE 

C MALE 

F FEMALE 

F MALE 

FME JACK 

FME PLUG 

FME PLUG 90° 
GR874 

HN FEMALE 

HN MALE 

MCX JACK 

MCX PLUG 

MHV FEMALE 

MINI UHF FEMALE 
MMCX JACK 

MMCX PLUG 

N FEMALE 

N FEMALE (P) 

N FEMALE 90° 

N FEMALE PRECISION 
N MALE 

N MALE 90° 

N MALE PRECISION 
RCA JACK 

REVERSE POLARITY BNC FEMALE 
SC MALE 

SMA FEMALE 

SMA FEMALE PRECISION 
SMA MALE 

SMA MALE PRECISION 
SMB JACK 

SMB PLUG 

SMC JACK 

SMC PLUG 

SSMA FEMALE 

SSMA MALE 

SSMB JACK 

SSMB PLUG 

TNC FEMALE 

TNC MALE 

UHF FEMALE 

UHF MALE 


PE9229 
PE9230 
PE9233 
PE9234 
PE9221 
PE9750 
PE9751 
PE9009 
PE9169 
PE9011 
PE9109 
PE9536 
PE9150 
PE9152 
PE9711 
PE9697 
PE9698 
PE9223 
PE9129 
PE9567 
PE9468 
PE9469 
PE9406 
PE9341 
PE9518 
PE9517 
PE9005 
PE9123 
PE9566 
PE9490 
PE9127 
PE9565 
PE9489 
PE9171 
PE9530 
PE9568 
PE9073 
PE9494 
PE9072 
PE9493 
PE9132 
PE9135 
PE9138 
PE9139 
PE9191 
PE9213 
PE9392 
PE9393 
PE9098 
PE9110 
PE9107 
PE9201 


sia}depy 
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ADAPTER SELECTION LIST 


FEMALE TO FEMALE PE9362 RCA PLUG PE9163 HN MALE PE9413 BNC MALE PE9341 
FEMALE TO FEMALE (B) PE9363 UHF FEMALE PE9167 N FEMALE PE9298 FME JACK PE9710 
FEMALE TO FEMALE (B) (I) PE9366 UHF MALE PE9165 N MALE PE9299 N MALE PE9064 
FEMALE TO FEMALE (P) PE9367 TNC MALE PE9345 
MALE TO MALE PE9364 
T, FEMALE-MALE-FEMALE PE9365 75 OHM BNC FEMALE PRECISION —_ PE9743 HN FEMALE PE9181 MIND UHF MALE TOL 
: z 75 OHM BNC MALE PRECISION PE9742 N FEMALE PE9237 
75 OHM N FEMALE PE9397 = BNC FEMALE PE9342 
75 OHM N FEMALE PRECISION PE9739 CX INS! FME JACK PE9709 
75 OHM N FEMALE PE9371 75 OHM N MALE PRECISION PE9738 — FME PLUG PE9705 
75 OHM N MALE PE9369 BNC FEMALE PE9151 JACK TO JACK PE9524 FME PLUG 90° PE9706 
75 OHM TNC MALE PE9631 BNC MALE PE9152 JACK TO JACK (B) PE9474 N FEMALE PE9183 
MINI 75 OHM SMB JACK PE9619 N FEMALE PE9389 JACK TO PLUG PE9479 TNC FEMALE PE9346 
MINI 75 OHM SMB PLUG PE9617 PAL JACK PE9632 UHF FEMALE PE9344 
F FEMALE PRECISION PE9744 PAL PLUG PE9633 MORO ee 
, 2s SOME TW SERIES | onc remus Pes4ss 
BNC FEMALE (B) PE9520 JACK TO JACK PE9523 
PLUG TO PLUG PE9696 BNC MALE PE9468 JACK TO JACK (B) PE9522 
75 OHM N FEMALE PE9368 MMCX JACK PE9526 JACK TO PLUG PE9480 
75 OHM N MALE PE9370 HEME DAcK Yor 7S MMCX PLUG PE9525 
ye oer reas raise ate oo | eae 
MINI 75 OHM SMB JACK PE9618 BNC FEMALE PE9712 N MALE PE9464 
MINI 75 OHM SMB PLUG PE9616 BNC MALE PE9711 SMA FEMALE PE9470 BNC FEMALE PE9516 
F FEMALE PRECISION PE9741 MINI UHF FEMALE PE9710 SMA MALE PE9472 BNC MALE PE9518 
F MALE PRECISION PE9742 MINI UHF MALE PE9709 TNC FEMALE PE9544 MCX JACK PE9526 
sapiens SMA FEMALE PE9708 TNC FEMALE (B) PE9521 MCX PLUG PE9528 
BNC Twi SMA MALE PE9707 TNC MALE PE9542 SMA FEMALE PE9477 
oar te TNC FEMALE PE9714 SMA MALE PE9478 
JACK TO JACK PE9378 TNC MALE PE9713 FMEX Plug Tons oa eee 
JACK TO JACK (B) PE9280 “HOON PLR TOL Ae eg 
PLUG TO PLUG PE9376 BNC MALE PE9469 BNC FEMALE PE9519 
T, JACK-JACK-JACK PE9279 BNC MALE PE9697 MMCX JACK PE9528 BNC MALE PE9517 
T, JACK-PLUG-JACK PE9375 BNC MALE 90° PE9698 MMCX PLUG PE9527 MCX JACK PE9525 
a N MALE PE9704 N FEMALE PE9463 MCX PLUG PE9527 
MINI UHF MALE PE9705 N MALE PE9465 SMA FEMALE PEQ475 
MINI UHF MALE 90° PE9706 SMA FEMALE PE9471 SMA MALE PE9476 
FEMALE TO FEMALE PE9208 SMA FEMALE PE9703 SMA MALE PE9473 
FEMALE TO FEMALE (B) PE9186 SMA MALE PE9702 TNC FEMALE PE9545 ANDES AS ee 
FEMALE TO MALE 90° PE9293 TNC MALE PE9699 TNC MALE PE9543 
MALE TO MALE PE9300 TNC MALE 90° PE9700 FEMALE TO FEMALE PE9006 
T, FEMALE-FEMALE-FEMALE PE9294 UHF MALE PE9701 MBVIN SERIES: FEMALE TO FEMALE (B) (H PE9128 
T, FEMALE-MALE-FEMALE PE9207 FEMALE TO FEMALE (B ( PE9383 
3 | coe 10 rome resz67 | FEMALE TO FEMALE (8) (1) psgB2 
i FEMALE TO FEMALE (B) (H) PE9268 FEMALE TO FEMALE (B) 90° PE9541 
; GR874 TO GR874 90° PE9286 FEMALE TO MALE 90° PE9266 FEMALE TO FEMALE (B) PRECISION PE9500 
BNC FEMALE di PE9537 T, GR874-GR874-GR874 PE9285 T, FEMALE-MALE-FEMALE PE9211 FEMALE TO FEMALE P a yee Pesa73 
BNC FEMALE (B PE9204 FEMALE TO I 4 
= GR874 PE9301 FEMALE TO FEMALE PRECISION PE9428 
Q. HN MALE PE9296 BNC FEMALE PE9222 BNC MALE PE9406 FEMALE-FEMALE-FEMALE-FEMALE PE9548 
pe) N FEMALE PE9539 BNC MALE PE9223 HN MALE PE9264 FEMALE-FEMALE-FEMALE-MALE PE9549 
| N MALE PE9124 C FEMALE PE9301 SHV JACK PE9339 FEMALE TO MALE PE9311 
aed N MALE 90° PE9239 HN FEMALE PE9387 SHV PLUG PE9265 FEMALE TO MALE (B) PE9595 
fa) TNC MALE PE9562 HN MALE PE9386 FEMALE TO MALE (QD) PE9547 
are eum | ae ra FMLE 1 MALE 0 nse 
SMA FEMALE PE9260 BNC FEMALE PE9297 FEMALE TO MALE PRECISION PE9426 
BNC FEMALE PE9087 SMA MALE PE9259 SHV JACK PE9335 MALE TO MALE PE9007 
BNC MALE PE9536 SHV PLUG PE9340 MALE TO MALE 90° PE9198 
a eee re | i en ee pe ey ee 
N FEMALE PE9295 FEMALE TO FEMALE PE9580 T, FEMALE-MALE-FEMALE PE9102 
N MALE PE9538 FEMALE TO FEMALE (B) PE9193 JACK TO JACK PE9608 ¥ ate hacr eee ete 
TNC FEMALE PE9564 FEMALE TO MALE PE9576 JACK TO JACK (B) PE9611 , “MALES 
FEMALE TO MALE 90° PE9205 JACK TO PLUG PE9610 
MALE TO MALE 90° PE9577 
PLUG TO PLUG PE9688 T, FEMALE-FEMALE-FEMALE PE9574 TMINT 75 OWM SMB JACK 70: 1.85mm FEMALE PRECISION PE9721 
PLUG TO RECEPTACLE PE9687 T, FEMALE-MALE-FEMALE PE9575 1.85mm MALE PRECISION PE9719 
RECEPTACLE TO RECEPTACLE PE9689 T, MALE-FEMALE-MALE PE9578 75 OHM BNC FEMALE PE9619 2.4mm FEMALE PRECISION PE9502 
ren 75 OHM BNC MALE E9618 «| "gam FEMALE. PRECISION E9664 
MPEME TO NE | 75 nm w rena pes6is | 2-S2me FEMALE PRECISI ane 
one as dt 3.5mm FEMALE PRECISION PE9323 
SMA FEMALE PE9422 7/16 MALE PE9558 75 OHM SMB PLUG PE9736 pee 
SMA MALE PE9425 BNC MALE PE9129 3.5mm MALE PRECISION PE9324 
al oe oem ue re 
mera LC MALE PE9181 75 OHM BNC FEMALE PE9617 
SMA FEMALE PE9423 N FEMALE PE9360 75 OHM BNC MALE PE9616 Hort ae 
SMA MALE PE9424 N FEMALE (P) PE9553 75 OHM N FEMALE PE9613 BNC FEMALE (8 PE9261 
a N MALE PE9125 
— espero ae i 75 OHM N MALE PE9612 BNC FEMALE (B PEQE40 
orate aie 75 OHM SMB JACK PE9735 BNC FEMALE (P PE9238 
BNC FEMALE PRECISION PE9492 
FEMALE TO FEMALE PE9164 BNC MALE PE9005 
FEMALE TO MALE 90° raise | ie MALE See ane ONC MALE (P) Pesie3 
FEMALE TO FEMALE (B) PE9734 FEMALE TO FEMALE PE9780 BNC MALE 90° PEQS66 
FEMALE TO FEMALE PRECISION PE9761 7/16 FEMALE PE9559 BAC MALE PRECTSTON peoaso 
MALE TO FEMALE PRECISION PE9759 BNC FEMALE PE9126 MINT SUP FEMALE TOs pe ee PES539 
MALE TO FEMALE PUSH-ON PES160 BNC MALE PE9s67 ae PEG205 
MALE TO MALE 5 ; 
MALE TO MALE PRECISION PE9760 C MALE PE9579 Fefeee FEMALE teed Lier, Meet 
Fame te: 2 ee LC FEMALE Peo413 DRE See LE WE WL EBUALE, Ct ard | 
LE PE9264 
75 OHM BNC FEMALE PRECISION — PE9744 N FEMALE PE9194 feepee FOMLE eee ts oie Geemee A 
75 OHM N FEMALE PRECISION PE9740 co “athe ey MCX JACK PEOA62 
pest all pe ore TNC MALE PE9563 FEMALE TO FEMALE PE9343 MCX PLUG PE9A63 
BE OM BDL E, EREC LSA reset FEMALE TO MALE 90° PE9347 MINI UKF MALE PE9183 
me | RS | Gieiees  e | Bae Ee 
pnb Sratas T, FEMALE-MALE-FEMALE PE9065 REVERSE POLARITY N MALE PE9770 
PAL JACK PE9634 FEMALE TO FEMALE PE9419 REVERSE POLARITY TNC MALE PEO/31 
PAL PLUG PE9635 FEMALE TO MALE 90° PE9398 SC FEMALE 
RCA JACK PE9168 MALE TO MALE PE9569 SC MALE 
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SMA FEMALE PE9083 75 OHM SMC PLUG PE9589 N FEMALE PE9732 MALE TO MALE PRECISION 90° PE9642 
SMA FEMALE (B PE9252 75 OHM TNC FEMALE PE9629 REVERSE POLARITY TNC FEMALE PE9604 T, FEMALE-FEMALE-FEMALE PE9246 
SMA FEMALE (B PE9408 75 OHM TNC MALE PE9628 REVERSE POLARITY TNC MALE PE9605 T, FEMALE-MALE-FEMALE PE9182 
SMA FEMALE (B) PRECISION PE9435 F FEMALE PRECISION PE9740 SMA FEMALE PE9533 T, MALE-FEMALE-MALE PE9247 
SMA FEMALE (B) PRECISION PE9486 F MALE PE9397 TNC FEMALE PE9596 T, MALE-MALE-MALE PE9379 
SMA FEMALE (P PE9104 F MALE PRECISION PE9739 TNC MALE PE9597 
SMA FEMALE (P) PRECISION PE9434 MINI 75 OHM SMB JACK PE9615 SNe 
SHA FEMALE PRECISION PE9432 MINI 75 OHM SMB PLUG PE9613 “REVERSE POLARITY TNC FEMALE To?” 
PE9082 N MALE PE9349 1.0/2.3 SLIDE ON JACK PE9693 
SHA MALE 4 PRECISION PE9487 N MALE PE9730 1.0/2.3 SLIDE ON PLUG PE9691 
SMA MALE (B) PRECISION PE9488 7s cw w wate to: OS REVERSE POLARITY SMA FEMALE  PE9606 185mm FEMALE PRECISION PE9729 
SMA MALE (P PE9105 REVERSE POLARITY SMA MALE PE9604 1.85mm MALE PRECISION PE9726 
SMA MALE (p PRECISION PE9497 75 OHM BNC FEMALE PE9369 RP TNC MALE 90° PRECISION PE9918 2.4mm FEMALE PRECISION PE9656 
SMA MALE PRECISION PE9433 75 OHM BNC MALE PE9370 SMA FEMALE PE9603 2.4mm MALE PRECISION PE9655 
SMB JACK PE9315 75 OHM SMB JACK PE9582 SMA MALE PE9600 3.5mm FEMALE PRECISION PE9725 
SMB PLUG PE9316 75 OHM SMB PLUG PE9584 TNC MALE PE9532 3.5mm MALE PRECISION PE9724 
SMC JACK PE9319 75 OHM SMC JACK PE9586 7/16 MALE PE9412 
SMC PLUG PE9320 75 OHM SMC PLUG PE9588 "REVERSE POLARITY TWe MALE TO: 8°77 7mm (P) PRECISION PE9327 
SSMA FEMALE PE9354 75 OHM TNC FEMALE PE9627 7mm PRECISION PE9214 
SSMA MALE PE9353 75 OHM TNC MALE PE9626 N FEMALE PE9731 BNC FEMALE PE9075 
TNC FEMALE PE9131 F FEMALE PE9396 REVERSE POLARITY SMA FEMALE PE9607 BNC FEMALE (B) PE9185 
TNC FEMALE (B PE9482 F FEMALE PRECISION PE9737 REVERSE POLARITY SMA MALE PE9605 BNC FEMALE (B) PE9407 
TNC FEMALE PE9552 F MALE PRECISION PE9738 RP TNC FEMALE 90° PRECISION PE9918 BNC FEMALE PRECISION PE9496 
TNC FEMALE (P) PRECISION PE9450 MINI 75 OHM SMB JACK PE9614 SMA FEMALE PE9602 BNC MALE PE9073 
TNC FEMALE PRECISION PE9449 MINI 75 OHM SMB PLUG PE9612 SMA MALE PE9601 BNC MALE PRECISION PE9494 
TNC MALE PE9089 N FEMALE ; PE9350 TNC FEMALE PE9531 D SUBMINIATURE PLUG PE9422 
TNC MALE 90° PE9263 D SUBMINIATURE RECEPTACLE PE9423 
a ar ert FME PLUG PE9703 
JACK TO JACK PE9681 SMA MALE PE9682 GR874 PE9260 
PLUG TO PLUG PE9680 HN FEMALE PE9255 
: kn: ee EX ACK Bessie 
1.85mm FEMALE PRECISION PE9720 MCX PLUG PE9471 
1.85mm MALE PRECISION PE9718 F FEMALE oese34 pot eed Kites WMCX JACK PE9477 
2.4mm FEMALE PRECISION PE9503 F MALE PE9632 Maw MMCX PLUG PE9475 
292mm FEMALE. PRECISION PE9663 : N FEMALE. (B PE9zS2 
92mm PI N 
2.92mm MALE PRECISION PE9661 feat Ls cere (8) Seer N FEMALE 3 PE9408 
3.5mm FEMALE PRECISION PE9321 F FEMALE PE9635 FEMALE TO MALE PE9572 N FEMALE (B) PRECISION PE9435 
3.5mm MALE PRECISION PE9322 MA N FEMALE (B) PRECISION PE9486 
F MALE PE9633 FEMALE TO MALE 90° PE9405 
7/16 FEMALE PE9178 WALE TO MALE PE9403 N FEMALE (P) PE9104 
7/16 MALE PE9535 Mier n: = pea T, FEMALE-MALE-FEMALE PE9225 N FEMALE (P) PRECISION PE9434 
75 OHM N FEMALE PE9349 ’ sige N FEMALE PRECISION PE9432 
= FEMALE Haya PE9002 N = a0) ep 
BNC FEMALE (P PE9388 N MALE (B 
BNC FEMALE 90° PE9278 Barn “oe Tum PRECISION PE9326 N MALE (P) PE9275 
BNC FEMALE PRECISION PE9491 BNC FEMALE PE9571 N MALE (P) PRECISION PE9498 
BNC MALE PE9127 N FEMALE PE9788 N FEMALE PE9292 N MALE PRECISION PE9430 
BNC MALE 90° PE9565 n uy N MALE PE9196 QMA MALE PE9786 
BNC MALE PRECISION PE9489 C REVERSE POLARITY SMA MALE PE9533 b 
C FEMALE PE9124 OM REVERSE POLARITY TNC FEMALE PE9603 oa. 
C FEMALE 90° PE9239 N MALE PE9787 REVERSE POLARITY TNC MALE PE9602 
C MALE PE9538 7mm PRECISION PE9329 REVERSE THREAD SMA MALE PE9683 
F FEMALE veoiss | (RAUNAUE NTO nc reme pEs200 | SHB JACK eas 
FME PLUG PE9704 BNC MALE PE9568 SMB PLUG PE9142 = 
GR874 PE9257 SMA FEMALE PE9786 N FEMALE PE9277 SMC JACK PE9147 = 
HN FEMALE PE9125 oo N MALE PE9570 SMC PLUG PE9146 ” 
HN MALE PE9554 0 SMP FEMALE PRECISION PE9514 
ir FEMLE renege ES NE «| Sie cess precasion cae 
MCX JACK PE9464 BNC MALE PE9171 SMP MALE PRECISION PE9512 
MCX PLUG PE9465 F FEMALE PE9168 JACK TO JACK PE9337 SMP MALE PRECISION PE9778 
MINI UHF FEMALE PE9064 : = JACK TO JACK (B) (H) PE9336 SSMA FEMALE PE9399 
QN FEMALE PE9789 JACK TO PLUG PE9749 SSMA MALE PE9188 
QMA FEMALE PE9787 JACK TO PLUG 90° PE9338 SSMB PLUG PE9402 
REVERSE POLARITY N FEMALE PE9771 BNC FEMALE PE9158 T, JACK-PLUG-JACK PE9249 TNC FEMALE PE9079 
REVERSE POLARITY SMA FEMALE PE9733 F FEMALE PE9163 TNC FEMALE (B) PE9251 
REVERSE POLARITY TNC FEMALE E9730 2 baited GO | tne Femme (r) PE9276 
SC FEMALE PE9196 TNC FEMALE PRECISION PE9442 
SC MALE PE9570 eee MHV FEMALE PE9339 TNC MALE PE9077 
SMA FEMALE PE9081 BNC MALE PE9530 MHV MALE PE9335 TNC MALE PRECISION PE9440 
SMA FEMALE (QD) PE9684 ae! : UHF MALE PE9415 
SMA FEMALE PE9275 
SMA FEMALE PRECISION PE9498 BNC FEMALE PE9529 MHV FEMALE PE9265 
SMA FEMALE PRECISION PE9430 MHV MALE PE9340 1.0/2.3 SLIDE ON JACK PE9690 
Si MLE (e) paersTON PES SSSAUAUSEROESEONED fee ats Pccicion, Fr 
SMA MALE PRECISION PE9431 SHA MALE PE9581 1.85mm MALE PRECISION PE9727 
SMB JACK PE9313 FEMALE TO FEMALE PE9070 2.4mm FEMALE PRECISON PE9654 
SMC JACK PE9317 FEMALE TO FEMALE (B PE9620 3.5mm FEMALE PRECISION PE9723 
SMC PLUG PE9318 PE9771 FEMALE TO FEMALE : (1) PE9067 3.5mm MALE PRECISION PE9722 
SSMA FEMALE PE9352 Bees Tyree beares FEMALE TO FEMALE (B) (H) PE9184 7/16 FEMALE PE9411 
SSMA MALE PE9351 REVERSE POLAR FEMALE TO FEMALE (5) PRECISION PE9508 7mm PRECISION PE9215 
TNC FEMALE PE9090 eee Ae FEMALE TO FEMALE (K PE9380 BNC FEMALE PE9O74 
TNC FEMALE 90° PE9550 FEMALE TO FEMALE (P PE9312 BNC FEMALE PRECISION PE9495 
TNC FEMALE PRECISION PE9448 FEMALE TO FEMALE (R PE9274 BNC MALE PE9072 
TNC MALE PE9130 N FEMALE PE9770 FEMALE TO FEMALE 90° PE9485 BNC MALE PRECISION PE9493 
TNC MALE PRECISION PE9446 REVERSE POLARITY N MALE PE9772 FEMALE TO FEMALE PRECISION PE9507 D SUBMINIATURE PLUG PE9425 
UHF FEMALE PE9111 FEMALE TO FEMALE PRECISION PE9695 D SUBMINIATURE RECEPTACLE PE9424 
pm ALE We9113 "REVERSE POLARITY SMA’ IN SERIES; FEMALE TO FEMALE (P) PRECISION PE9670 i ary 
a ren | feMU eae fs |G ree 
FEMALE TO FEMALE (B) PE9593 FEMALE TO MALE (B) PE9621 HN FEMALE PE9256 
FEMALE TO FEMALE PE9306 FEMALE TO MALE PE9591 FEMALE TO MALE (QD) PE9546 HN MALE PE9254 
FEMALE TO FEMALE () (H PE9416 FEMALE TO MALE 90° PE9594 FEMALE TO MALE (R) PE9262 MCX JACK PE9472 
FEMALE TO FEMALE PE9417 MALE TO MALE PE9590 FEMALE TO MALE 45° PE9381 MCX PLUG PE9473 
FEMALE TO MALE PE9391 FEMALE TO MALE 90° PE9068 MMCX JACK PE9478 
FEMALE TO MALE 90° PE9307 REVERSE POLARITY SMA FEMALE TO! FEMALE TO MALE (P) PRECISION  PE9671 MMCX PLUG PE9476 
MALE TO MALE PE9308 FEMALE TO MALE PRECISION PE9506 N FEMALE PE9082 
" N MALE PE9733 FEMALE TO MALE PRECISION PE9694 N FEMALE (B) PRECISION PE9487 
We OmWremade to: REVERSE POLARITY TNC FEMALE  PE9606 FEMALE TO MALE PRECISION 90°  PE9641 N FEMALE (B) PRECISION PE9488 
REVERSE POLARITY TNC MALE PE9607 MALE TO MALE PE9069 N FEMALE iF PE9105 
75 OHM BNC FEMALE PE9371 SMA MALE PE9534 MALE TO MALE (R) PE9273 N FEMALE (P) PRECISION PE9497 
75 OHM BNC MALE PE9368 TNC FEMALE PE9599 MALE TO MALE 90° PE9418 N FEMALE PRECISION PE9433 
75 OHM SMB JACK PE9583 TNC MALE PE9598 MALE TO MALE PRECISION PE9505 N MALE PE9080 
75 OHM SMB PLUG PE9585 MALE TO MALE (P) PRECISION PE9669 N MALE (P) PRECISION PE9499 
75 OHM SMC JACK PE9587 
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N MALE PRECISION PE9431 
REVERSE POLARITY MCX PLUG PE9581 
REVERSE POLARITY SMA FEMALE PE9534 
REVERSE POLARITY TNC FEMALE PE9600 


REVERSE POLARITY TNC MALE PE9601 
REVERSE THREAD SMA FEMALE PE9682 
SMB JACK PE9145 
SMB PLUG PE9144 
SMC JACK PE9149 
SMC PLUG PE9148 
SMP FEMALE PRECISION PE9513 
SMP MALE PRECISION PE9511 
SSMA FEMALE PE9063 
SSMA MALE PE9187 
SSMB JACK PE9401 
TNC FEMALE PE9078 
TNC FEMALE (P) PE9384 
TNC FEMALE PRECISION PE9441 
TNC MALE PE9076 
TNC MALE PRECISION PE9439 


UHF FEMALE PE9400 


JACK TO JACK PE9116 


JACK TO JACK (B) PE9122 
PLUG TO JACK PE9120 
PLUG TO PLUG PE9118 
T, JACK-JACK-JACK PE9302 
T, JACK-PLUG-JACK PE9243 
T, PLUG-JACK-JACK PE9309 


T, PLUG-PLUG-PLUG PE9310 


BNC FEMALE PE9136 


BNC FEMALE (B) PE9240 
BNC MALE PE9132 
N FEMALE PE9315 
N MALE PE9313 
SMA FEMALE PE9143 
SMA MALE PE9145 
SMC JACK PE9283 


SMC PLUG PE9284 


BNC FEMALE PE9137 


BNC FEMALE (B) PE9241 
BNC MALE PE9135 
N FEMALE PE9316 
N MALE PE9314 
SMA FEMALE PE9142 
SMA MALE PE9144 
SMC JACK PE9282 
SMC PLUG PE9281 


JACK TO JACK PE9248 
PLUG TO PLUG PE9271 


T, JACK-PLUG-JACK PE9245 


75 OHM N FEMALE PE9583 


75 OHM N MALE PE9582 
BNC FEMALE PE9231 
BNC MALE PE9229 
MINI 75 OHM SMB PLUG PE9735 


75 OHM N FEMALE PE9585 
75 OHM N MALE PE9584 
BNC FEMALE PE9232 
BNC MALE PE9230 
MINI 75 OHM SMB JACK PE9736 


JACK TO JACK PE9115 
JACK TO JACK (B) PE9121 
JACK TO PLUG 90° PE9303 
PLUG TO JACK PE9119 
PLUG TO PLUG PE9117 
T, JACK-JACK-JACK PE9304 
T, JACK-PLUG-JACK PE9242 
T, PLUG-PLUG-PLUG PE9305 


BNC FEMALE PE9140 
BNC FEMALE (B) PE9108 
BNC MALE PE9138 
N FEMALE PE9319 
N MALE PE9317 
SMA FEMALE PE9147 
SMA MALE PE9149 
SMB JACK PE9283 
SMB PLUG PE9282 
TNC MALE PE9226 
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BNC FEMALE PE9141 
BNC MALE PE9139 
N FEMALE PE9320 
N MALE PE9318 
SMA FEMALE PE9146 
SMA MALE PE9148 
SMB JACK PE9284 
SMB PLUG PE9281 
JACK TO JACK PE9227 
JACK TO JACK (B) PE9228 
PLUG TO PLUG PE9272 
T, JACK-PLUG-JACK PE9244 
75 OHM N FEMALE PE9587 
75 OHM N MALE PE9586 
BNC FEMALE PE9235 
BNC MALE PE9233 
75 OHM N FEMALE PE9589 
75 OHM N MALE PE9588 
BNC FEMALE PE9236 
BNC MALE PE9234 
FEMALE TO FEMALE PE9686 
FEMALE TO FEMALE BULLET PE9775 
FEMALE TO FEMALE BULLET PE9776 
FEMALE TO FEMALE BULLET PE9777 


SMA FEMALE PRECISION PE9514 
SMA FEMALE PRECISION PE9779 
SMA MALE PRECISION PE9513 
SMA FEMALE PRECISION PE9512 
SMA FEMALE PRECISION PE9778 
SMA MALE PRECISION PE9511 


FEMALE TO FEMALE PE9192 
FEMALE TO FEMALE (B) PE9189 
FEMALE TO MALE 90° PE9334 
MALE TO FEMALE PE9358 


MALE TO MALE PE9357 


1.85mm FEMALE PRECISION PE9765 


1.85mm MALE PRECISION PE9762 
2.92mm FEMALE PRECISION PE9769 
2.92mm MALE PRECISION PE9766 
7mm PRECISION PE9356 
BNC MALE PE9191 
N FEMALE PE9354 
N MALE PE9352 
SMA FEMALE PE9399 
SMA MALE PE9063 


SSMA MALE (QD) PE9685 


1.85mm FEMALE PRECISION PE9764 
1.85mm MALE PRECISION PE9763 
2.92mm FEMALE PRECISION PE9768 
2.92mm MALE PRECISION PE9767 
7mm PRECISION PE9355 
BNC FEMALE PE9250 
BNC MALE PE9213 
N FEMALE PE9353 
N MALE PE9351 
SMA FEMALE PE9188 
SMA MALE PE9187 
SSMA FEMALE (QD) PE9685 
BNC FEMALE PE9394 
BNC MALE PE9392 
SMA MALE PE9401 
BNC FEMALE PE9395 
BNC MALE PE9393 
SMA FEMALE PE9402 


FEMALE TO FEMALE 

FEMALE TO FEMALE (B ff 
FEMALE TO FEMALE (B) (I 
FEMALE TO FEMALE (P 
FEMALE TO FEMALE PRECISION 
FEMALE TO MALE 

FEMALE TO MALE (QD) 
FEMALE TO MALE PRECISION 
MALE TO FEMALE 90° 

MALE TO MALE 

MALE TO MALE 90° 

MALE TO MALE PRECISION 
T, FEMALE~FEMALE-FEMALE 
T, FEMALE-MALE-FEMALE 

T, MALE-FEMALE-FEMALE 


7/16 FEMALE 
7/16 MALE 
7mm PRECISION 
BNC FEMALE 
BNC FEMALE (B) (H) 

BNC MALE 

C MALE 

FME JACK 

MCX JACK 

MCX JACK (B) 

MCX PLUG 

MINI UHF MALE 

N FEMALE (P) PRECISION 

N FEMALE PRECISION 

N MALE 

N MALE 90° 

N MALE PRECISION 

REVERSE POLARITY SMA FEMALE 
REVERSE POLARITY SMA MALE 
REVERSE POLARITY TNC MALE 
SMA FEMALE 

SMA FEMALE (B) 

SMA FEMALE (P) 

SMA FEMALE PRECISION 

SMA MALE 

SMA MALE (P) 

SMA MALE PRECISION 

UHF MALE 


7/16 FEMALE 

7/16 MALE 

7mm PRECISION 

BNC FEMALE 

BNC FEMALE 90° 

BNC MALE 

C FEMALE 

FME JACK 

FME PLUG 

FME PLUG 90° 

HN MALE 

MCX. JACK 

MCX PLUG 

MINI UHF FEMALE 

N FEMALE 

N FEMALE 90° 

N FEMALE PRECISION 

N MALE 

N MALE PRECISION 

REVERSE POLARITY SMA FEMALE 
REVERSE POLARITY SMA MALE 
REVERSE POLARITY TNC FEMALE 
SMA FEMALE 

SMA FEMALE PRECISION 

SMA MALE 


SMA MALE PRECISION 
SMC JACK 
UHF FEMALE 


FEMALE TO FEMALE 

FEMALE TO FEMALE 8} ( 
FEMALE TO FEMALE (B) (I 
FEMALE TO MALE 90° 


75 OHM BNC MALE 
75 OHM N FEMALE 
75 OHM N MALE 


75 OHM BNC FEMALE 
75 OHM N FEMALE 
75 OHM N MALE 


FEMALE TO FEMALE 
FEMALE TO FEMALE (B) 
FEMALE TO MALE 90° 
MALE TO MALE 

T, FEMALE-MALE-FEMALE 


PE9099 
PE9154 
PE9287 
PE9288 
PE9444 
PE9270 
PE9561 
PE9443 
PE9100 
PE9091 
PE9560 
PE9445 
PE9289 
PE9195 
PE9290 


PE9639 
PE9636 
PE9218 
PE9097 
PE9483 
PE9098 
PE9564 
PE9714 
PE9544 
PE9521 
PE9545 
PE9346 
PE9450 
PE9449 


PE9291 


PE9622 
PE9624 
PE9625 
PE9623 


PE9630 
PE9629 
PE9627 


PE9631 
PE9628 
PE9626 


PE9094 
PE9114 
PE9209 
PE9096 
PE9095 
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SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. _PE9000 Model No. PE9001 Model No. PE9002 Model No. PE9003 Model No. PE9004 
BNC MALE TO BNC MALE BNC "T" FEMALE-MALE- BNC FEMALE TO N MALE BNC "T" FEMALE-FEMALE- BNC FEMALE TO UHF MALE 
FEMALE FEMALE ’ 
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1-24 
$12.15 
50-99 
$10.45 


1-24 25-49 
$9.75 $9.07 
50-99 100 + 
$8.39 $7.80 


/Model_No. PE9005 Model No. PE9006 


N FEMALE TO N FEMALE 


ere ars 
R80 


° 
SOR 


Model No. PE9007 
N MALE TO N MALE 


Model _ No. PE9008 
BNC FEMALE TO DOUBLE 
BANANA PLUG 


Model No. PE9009 
BNC MALE TO DOUBLE 
BANANA PLUG 
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‘Yodel No. _PE9011 
INC MALE TO BINDING POSTS 


Model No. PE9013 Model No. PE9063 Model No. PE9064 
BNC FEMALE TO BINDING SMA MALE TO SSMA FEMALE N MALE TO MINI UHF FEMALE 


ae ere e's 


Model No. PE9065 
MINI UHF "T" FEMALE- 
MALE-FEMALE 
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1-24 1-24 25-49 1-24 
$16.30 $15.16 $37.10 $34.50 : : $8.65 
50-99 100 + 50-99 100 + : 50-99 
$14.02 $13.04 $31.91 $29.68 ‘ d 7.44 $6.92 


‘fodel No. PE9066 
‘MINI UHF "T" FEMALE- 
FEMALE-FEMALE 


Model No. PE9067 
SMA FEMALE TO SMA FEMALE 

BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE B03 


Model No. PE9068 
SMA FEMALE TO SMA MALE 
RIGHT ANGLE 


PE9069 
TO SMA MALE 


Model No. PE9070 
SMA FEMALE TO SMA FEMALE 
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: 1-24 25-49 1-24 25-49 1-24 1-24 25-49 

| $9.75 $9.07 $25.60 $23.81 $18.85 $15.55 $14.46 

| 50-99 100 + 50-99 100 + 50-99 50-99 100 + 

| $8.39 $7.80 $22.02 $20.48 $16.21 $13.37 $12.44 

Node No. PE9071 Model _ No. PE9072 Model No. PE9073 Model No. PE9074 Model No. PE9075 

OMA FEMALE TO SMA FEMALE SMA MALE TO BNC MALE SMA FEMALE TO BNC MALE SMA MALE TO BNC FEMALE SMA FEMALE TO BNC FEMALE 
SULKHEAD 


MOUNTING HOLE B02 


| 1-24 = 25-49 1-24 25-49 1-24 25-49 
| $21.10 $19.62 $25.60 $23.81 $26.15 $24.32 
| 50-99 100 + 50-99 50-99 100 + 

$18.15 $16.88 $22.02 $22.49 $20.92 


Model No. PE9077 
SMA FEMALE TO TNC MALE 


Model No. PE9078 
SMA MALE TO TNC FEMALE 


Model No. PE9079 


fodel_ No. PE9076 
SMA FEMALE TO TNC FEMALE 


MA MALE TO TNC MALE 


Model No. PE9080 
SMA MALE TO N MALE 
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1-24 1-24 25-49 1-24 25.49 

$31.55 $29.34 $31.90 $29.67 $35.60 $33.11 

50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$26.23 $24.40 $27.13 $27.43 $30.62 $28.48 
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Model No. PE9081 Model No. PE9082 Model No. PE9083 Model No. PE9084 Model No. PE9085 
SMA FEMALE TO N MALE SMA MALE TO N FEMALE SMA FEMALE TO N FEMALE BNC FEMALE TO BNC FEMALE BNC FEMALE RIGHT ANGLE 


TO BNC MALE 
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1-24 25-49 1-24 © 25-49 1-24 
$37.25 $34.64 $5.80 $5.39 $12.05 
50-99 100 + 50-99 100 + 50-99 
$32.04 $29.80 4.99 $4.64 $10.36 


Model No. PE9086 Model No. PE9087 Model No. PE9088 PE9089 Model No. PE9090 
N FEMALE RIGHT ANGLE BNC FEMALE TO C MALE TNC MALE TO BNC FEMALE TNC MALE TO N FEMALE TNC FEMALE TO N MALE 


EXSY verereee 
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1-24 1-2 5-49 
$14.70 $17.75 $17.90 $16.65 
50-99 50-99 100 + 50-99 100 + 


$12.64 $15.27 $14.20 $14.62 


Model No. PE9094 
UHF FEMALE TO UHF FEMALE 


Model No. PE9095 


Model No. PE9091 
UHF "T" FEMALE-MALE-FEMALE 


Model No. PE9093 
BNC FEMALE TO BNC FEMALE 
BULKHEAD, HERMETICALLY 
SEALED, MOUNTING 


HOLE B06 


Model No. PE9096 


UHF MALE TO UHF MALE 
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1-24 25-49 1-24 © 25-49 

$13.05 $12.14 $8.65 $8.04 

50-99 100 + 50-99 100 + 

$14.28 $13.28 $11.22 $7.44 $6.92 
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Model No. PE9097 Model No. PE9098 PE9099 Model No. PE9100 Model No. PE9101 
TNC FEMALE TO BNC FEMALE BNC MALE TO TNC FEMALE TNC FEMALE TO TNC FEMALE TNC MALE TO TNC FEMALE N "T" FEMALE-FEMALE- 
RIGHT ANGLE FEMALE 
1-24 1-24 1-24 25-49 
$15.55 $28.90 $16.60 $15.44 
50-99 50-99 50-99 100 + 
$13.37 $14.28 $24.85 $14.28 $13.28 


Model No. PE9102 PE9103 Model No. PE9104 Model No. PE9105 Model No. PE9106 
N "T" FEMALE-MALE-FEMALE SMA MALE TO SMA FEMALE N FEMALE TO SMA FEMALE N FEMALE TO SMA MALE BNC FEMALE TO BNC FEMALE 


PANEL MOUNT PANEL MOUNT PANEL MOUNT i! 

MOUNTING HOLE A05 MOUNTING HOLE A05 MOUNTING HOLE A03 ‘ 
1-24 © 25-49 1-24 25-49 1-24 25-49 
$19.10 $17.76 $62.20 $57.85 $9.75 $9.07 
50-99 100 + 50-99 100 + 50-99 100 + 
$16.43 $15.28 $13.37 $12.44 $53.49 $8.39 $7.80 


Model No. PE9107 Model No. PE9108 Model No. _PE9109 Model No. PE9110 Model No. PE9111 ‘ 
BNC MALE TO UHF FEMALE BNC FEMALE T0 SMC JACK BNC MALE C FEMALE BNC MALE 10 TNC MALE UHF FEMALE TON MALE 
BULKHEAD EXXXKE] cesta [seacsosooes : 
MOUNTING HOLE B04 eeceatetete | | Stes 

1-24 © 25.49 

$31.43 $15.55 $14.46 

50-99 100 + 50-99 100 + 50-99 100 + 
$8.39 $7.80 $29.07 $27.04 $16.86 $15.68 $13.37 $12.44 F 
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Model No.  PE9112 
UHF MALE TO N FEMALE 
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$15.95 $14.83 
| 50-99 100 + 


Model No. PE9117 
SMC PLUG TO SMC PLUG 


1-24 25-49 
$18.50 $17.21 
50-99 100 + 


Model No. PE9122 
SMB JACK TO SMB JACK 
BULKHEAD 

MOUNTING HOLE B01 


1-24 25-49 
$21.80 $20.27 
50-99 100 + 


$18.75 $17.44 


| Model No. _PE9127 
| BNC MALE TO N MALE _ 


50-99 100 + 


$24.85 $23.12 


| Model No. PE9132 
| BNC MALE TO SMB JACK 


1-24 25-49 
$35.60 $33.11 
50-99 100 + 


$30.62 $28.48 


Model No. PE9139 
BNC MALE TO SMC PLUG 


1-24 25-49 
$34.90 $32.46 
50-99 100 + 


$30.01 $27.92 


| 


Free Ground Freight 
Same-Day Shipping 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9113 
UHF MALE TO N MALE 


LAZIO PQ 
Seretererere: ereverererecé 
POY eeteteta tate. 


b } 
POSH 


$19.25 
100 + 
$17.80 $16.56 


| Model No. PE9118 
SMB PLUG TO SMB PLUG 


$17.93 $16.68 


Model No. PE9123 
BNC MALE TO N FEMALE 
PANEL MOUNT 
MOUNTING HOLE A05 


Model No. PE9128 
N FEMALE TO N FEMALE 
BULKHEAD, HERMETICALLY 


SEALED 
MOUNTING HOLE GO1 = 


Model No. PE9135 
BNC MALE TO SMB PLUG 


1-24 25-49 
$34.90 $32.46 
50-99 100 + 


$30.01 $27.92 


Model_No. PE9140 


BNC FEMALE T0 SMC JACK 


$57.75 
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Model No. PE9114 


UHF FEMALE TO UHF FEMALE 


BULKHEAD 
MOUNTING HOLE F03 

iil 

6 U 


Model No. PE9119 
SMC PLUG TO SMC JACK 


Model No. PE9124 
N MALE TO C FEMALE 


OO 


OO 


x Petetetetetere® 


Model No. PE9129 
HN FEMALE TO BNC MALE 
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ease KKK 
OO YOY 
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Model No. PE9136 
BNC FEMALE TO SMB JACK 


$30.62 


Model No. PE9141 
BNC FEMALE TO SMC PLUG 


$30.01 


Model No. PE9115 


SMC JACK TO SMC JACK 


Model No. PE9120 
SMB PLUG TO SMB JACK 


Model No. PE9125 
N MALE TO HN FEMALE 


$33.40 
50-99 100+ 
$28.72 $26.72 


Model No. PE9130 
TNC MALE TO N MALE 
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Model No. PE9137 
BNC FEMALE TO SMB PLUG 


1-24 25-49 
$35.60 $33.11 
50-99 100 + 
$30.62 $28.48 


Model No. PE9142 
SMA FEMALE TO SMB PLUG 


Model No. PE9116 
SMB JACK TO SMB JACK 


1-24 25-49 
$18.50 $17.21 
50-99 100 + 


$15.91 $14.80 


Model No. PE9121 
SMC JACK TO SMC JACK 
BULKHEAD 

MOUNTING HOLE B01 


1-24 25-49 
$21.80 $20.27 
50-99 100 + 


$18.75 $17.44 


Model No. PE9126 
HN MALE TO BNC FEMALE 
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1-24 25-49 
$40.90 $38.04 
50-99 100 + 


$35.17 $32.72 


Model No. PE9131 


TNC FEMALE TO N FEMALE 
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$24.98 $23.24 


Model_No. _PE9138 
BNC MALE TO SMC JACK 


Model No. PE9143 
SMA FEMALE TO SMB JACK 


1-24 25.49 
$35.60 $33.11 
50-99 100 + 


$30.62 $28.48 


Phone: 949-261-1920 Fax: 949-261-7451 
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Model No. PE9144 
SMA MALE TO SMB PLUG 


1-24 25-49 
$66.80 $62.12 
50-99 100 + 
$57.45 $53.44 
Model No. PE9149 


SMA MALE TO SMC JACK 


1-24 25-49 
$34.90 $32.46 
50-99 100 + 
$30.01 $27.92 
Model No. PE9154 


TNC FEMALE TO TNC FEMALE 
BULKHEAD, HERMETICALLY 
SEALED 


Model No. PE9163 
F FEMALE TO RCA PLUG 


Model No. PE9168 
F FEMALE TO RCA JACK 


1-2 25-49 
$9.75 $9.07 
50-99 100 + 
$8.39 $7.80 

Model No. PE9174 


BNC "T" MALE-FEMALE-FEMALE 


MOUNTING HOLE B06 
1-24 25-49 
$16.60 $15.44 
50-99 100 + 
$14.28 $13.28 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9145 
SMA MALE TO SMB JACK 


1-24 25-49 
$35.60 $33.11 
50-99 100 + 
$30.62 $28.48 


Model No. PE9150 
BNC MALE TO F FEMALE 


seteeetata 


Model No. PE9155 
N MALE TO F FEMALE 


eee eere 
POV OVY 
B55 e595 505) 


os KBoocee 
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2205 


BG 


$16.60 
50-99 
$14.28 


Model No. PE9164 
F FEMALE TO F FEMALE 


. PE9169 
BNC MALE TO SINGLE BINDING 


PE9175 
BNC FEMALE TO SINGLE 
BANANA PLUG 


Model No. PE9146 
SMA FEMALE TO SMC PLUG 


1-24 25-49 
$38.70 $35.99 
50-99 100 + 
$33.28 $30.96 


Model No. 
BNC FEMALE 


PE9151 
TO F MALE 


PE9158 
TO RCA PLUG 


area 


f oe SS 
RRS 
$080 


Model No. PE9165 
F FEMALE TO UHF MALE 


1-24 25-49 
$20.70 $19.25 

50-99 100+ 
$17.80 


Model No. PE9171 
BNC MALE TO RCA JACK 


PE9178 
7/16 FEMALE TO N MALE 


eegecesese| 


ROO" 


Model No. PE9147 
SMA FEMALE TO SMC JACK 


1-24 25-49 
$34.90 $32.46 
50-99 100 + 
$30.01 $27.92 


Model No. PE9152 
BNC MALE TO F MALE 


PE9159 
F MALE TO F MALE 


Model No. PE9166 
F FEMALE TO F MALE 
RIGHT ANGLE 


Model No. PE9172 
BNC FEMALE TO BNC FEMALE 
BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE B06 


1-24 
$17.75 

50-99 
$15.27 


25-49 
$16.51 
100 + 
$14.20 


Model No. PE9179 
7/16 MALE TO N FEMALE 


Model No. PE9148 
SMA MALE TO SMC PLUG 


1-24 25-49 
$34.90 $32.46 
50-99 100 + 


$30.01 $27.92 


Model No. PE9153 
BNC FEMALE TO F FEMALE 


1-24 25-49 
$9.75 $9.07 
50-99 100 + 
$8.39 $7.80 

Model No. PE9160 
F MALE PUSH ON TO 
F FEMALE 


50-99 100 + 
$8.39 $7.80 
Model No. PE9167 


F FEMALE TO UHF FEMALE 


SY 


7 


ON 


1-24 25-49 
$20.70 $19.25 
50-99 100 + 
$17.80 $16.56 
Model No. PE9173 
N FEMALE TO N FEMALE 
PANEL MOUNT 


MOUNTING HOLE A05 


1-24 25-49 
$20.20 $18.79 
50-99 100 + 
$17.37 $16.16 
Model No. PE9180 


7/16 FEMALE TO N FEMALE 


1-24 25-49 1-24 25.49 

$32.70 $30.41 $88.75 $82.54 

50-99 100 + 50-99 100 + 

$28.12 $26.16 $65.06 $76.33 $71.00 
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Model No. PE9181 Model No. PE9182 Model No. PE9183 Model No. PE9184 Model No. PE9185 
LC MALE TO HN FEMALE SMA "T" FEMALE-MALE-FEMALE | MINI UHF MALE TO N FEMALE SMA FEMALE TO SMA FEMALE SMA FEMALE TO BNC FEMALE 
BULKHEAD, HERMETICALLY BULKHEAD 
; 505 SEALED MOUNTING HOLE B06 
4 SS85¢5 MOUNTING HOLE B03 
x ieatetet 
SU es 
SKK 
1-24 25-49 1-24 25-49 6 1-24 25-49 1-24 25-49 
$212.25 $197.39 $33.40 > $31.06 j $28.35 $26.37 $35.60 $33.11 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$182.54 $169.80 $28.72 $26.72 $24.38 $22.68 $30.62 $28.48 
Model No. PE9186 Model No. PE9187 Model No. PE9188 Model No. Model No. PE9191 
C FEMALE TO C FEMALE SSMA MALE TO SMA MALE SSMA MALE TO SMA FEMALE SSMA FEMALE TO SSMA FEMALE | SSMA FEMALE TO BNC MALE 
BULKHEAD BULKHEAD 
MOUNTING HOLE B07 MOUNTING HOLE B01 


1-24 25-49 
$62.65 $58.26 : " 
50-99 100 + 50-99 100 + 
$53.88 $50.12 $35.91 $33.40 
Model No. PE9192 Model No. PE9193 Model No. PE9194 Model No. PE9195 Model No. PE9196 
SSMA FEMALE TO SSMA FEMALE HN FEMALE TO HN FEMALE N FEMALE TNC "T" FEMALE-MALE-FEMALE | SC FEMALE TO N MALE 


gets 
eteteteteh 


BULKHEAD 
MOUNTING HOLE G03 


SOOT] 
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XK 
P5250529 
eecere 
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xD 
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cee 
BeSeK2 


1-24 25-49 1-24. 25-49 1-24 
$41.75 $38.83 $41.75 $38.83 $25.85 $24.04 
50-99 = 100 + 50-99 100 + 50-99 100 + = 
$35.91 $33.40 $35.91 $22.23 $20.68 o 
| | 
“Model No. PE9198 Model No. PE9199 Model No. PE9200 .__PE9201 Model No. PE9204 oO 
N MALE TO N MALE 3/4"-20 TWINAX FEMALE TO | SC MALE TO BNC FEMALE BNC MALE TO UHF MALE BNC FEMALE TO C FEMALE - 
RIGHT ANGLE 3/4"-20 TWINAX FEMALE RE se 5a xy BULKHEAD 
5 : = MOUNTING HOLE GO1 
Mecetecense 
heateeert 
1-24 25-49 
$73.10 $67.98 : f $62.65 $58.26 
50-99 100 + 50-99 100 + 
$62.87 $58.48 ‘ : $53.88 $50.12 
Model No. PE9206 Model No. PE9207 Model No. PE9208 Model No. PE9209 
N FEMALE TO BNC FEMALE C "T" FEMALE-MALE-FEMALE | C FEMALE TO C FEMALE UHF MALE TO UHF FEMALE 


RIGHT ANGLE 


ao 
OO} 
<XX 


o, 


OO 
R 
OOOO 
EXO? 


Model No. PE9210 Model No. PE9211 Model No. PE9212 Model No. PE9213 Model No. PE9214 
HN MALE TO HN MALE MHV "T" FEMALE-MALE-FEMALE | C MALE TO HN FEMALE BNC MALE TO SSMA MALE 7mm TO SMA FEMALE 
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1-24 25.49 
$146.25 $136.01 PRECISION 
50-99 100 + ADAPTER 

$125.78 $117.00 
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wo 


| $32.81 $30.52 


Free Ground Freight = All Products Available Online! www.pasternack.com 203 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9217 Model No. PE9218 
7mm TO N MALE 7mm TO TNC FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


he | 
MK 
EE 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$165.40 $153.82 PRECISION | $152.50 $141.83 PRECISION | $156.70 $145.73 PRECISION $208.95 $194.32 PRECISION | $208.95 $194.32 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 


$142.24 $132.32 $131.15 $122.00 $134.76 $125.36 $179.70 $167.16 $179.70 $167.16 


Model No. PE9219 
7mm TO TNC MALE 


Model No. PE9215 
7mm TO SMA MALE 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9216 
7mm TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


= 
hi>< 


Model No. PE9222 
GR874 TO BNC FEMALE 


Model No. PE9223 
GR874 TO BNC MALE 


Mode] No. _PE9224 
3/4"-20 TWINAX "T" FEMALE- 
FEMALE-FEMALE 


Model No. PE9220 
7mm TO BNC FEMALE 
MAX VSWR 1.15:1 @ 8 GHz 


Model No. PE9221 
7mm TO BNC MALE 


1-24 25-49 25-49 1-24 1-24 25-49 
$156.70 $145.73 PRECISION | $208.95 $194.32 PRECISION | $103.65 : . . $26.05 $24.23 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 50-99 100 + 


$134.76 $125.36 $179.70 $167.16 $89.14 . 5 : $22.40 $20.84 


Model No. PE9227 Model No. PE9229 

75 Ohm SMC JACK TO BNC MALE TO 75 Ohm SMB 
Ietetatatete, 75 Ohm SMC JACK 75 Ohm SMC JACK BULKHEAD JACK 
netetetetets stetetetes MOUNTING HOLE B03 
SKK) 


Model No. PE9225 
SC "T" FEMALE-MALE-FEMALE 


Model No. PE9226 
TNC MALE TO SMC JACK 


SZ 
Y 


$35 


£05 
os 


7 


6, 


RSH 
SRSeSRS 
S55 


$ AZ 


$188.05 $174.89 
50-99 100 + 


$161.72 $150.44 


$34.70 $32.28 


Model No. PE9233 
BNC MALE TO 75 Ohm SMC 


Model No. PE9234 
BNC MALE TO 75 Ohm SMC 


PLUG 


Model No. PE9230 Model No. PE9231 Model No. PE9232 
BNC MALE TO 75 Ohm SMB BNC FEMALE 10 75 Ohm SMB | BNC FEMALE TO 75 Ohm SMB 
PLUG PLUG 


P 
rome 
iy) 
a] 
coca 
@ 
ae 
wa 


COCOA mm RS 
1-24 © 25-49 1-24 = 25-49 
$40.35 $37.53 $46.95 $43.66 
50-99 100 + 50-99 100 + 
$34.70 $32.28 $40.38 $37.56 


Model No. PE9239 
N MALE TO C FEMALE 
RIGHT ANGLE 


Model No. PE9236 


Model No. PE9235 
BNC FEMALE TO 75 Ohm SMC 


BNC FEMALE TO 75 Ohm SMC 
JACK 


Model No. PE9237 
LC MALE TO N FEMALE 


1-24 25-49 1-24 
$161.90 : $62.65 
50-99 50-99 
$139.23 $53.88 $50.12 


Model No. PE9243 


Model No. PE9244 
SMB "T" JACK-PLUG-JACK 


75 Ohm SMC "T" 
JACK-PLUG-JACK 


Model No. PE9242 


Sa Eee 


SMC "T" JACK-PLUG-JACK 


Model No. PE9241 
BNC FEMALE TO SMB PLUG 
BULKHEAD 

MOUNTING HOLE B05 


Model No. PE9240 

BNC FEMALE TO SMB JACK 
BULKHEAD 

MOUNTING HOLE B05 


1-24 25-49 1-24 1-24 25.49 

$33.45 $31.11 $25.10 $46.95 $43.66 

50-99 100 + 50-99 50-99 100 + 

$28.77 $26.76 $21.59 $40.38 $37.56 
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ADAPTERS 


| SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9245 Model No.  PE9246 Model No. PE9247 Model No. PE9248 Model No. PE9249 
75 Ohm SMB "T" SMA "T" FEMALE-FEMALE- SMA "T" MALE-FEMALE-MALE 75 Ohm SMB JACK TO SHV "T" JACK-PLUG-JACK 
JACK-PLUG-JACK FEMALE 75 Ohm SMB JACK 


4:24 1-24 25-49 
$38.15 $72.20 $67.15 
50-99 50-99 100 + p 


$62.09 $57.76 


Model No. _PE9250 
| BNC FEMALE TO SSMA MALE 


Model No. PE9251 Model No. PE9252 Model No. PE9253 
SMA FEMALE TO TNC FEMALE SMA FEMALE TO N FEMALE HN MALE TO SMA FEMALE 
BULKHEAD BULKHEAD 

MOUNTING HOLE B05 MOUNTING HOLE GO1 


Model No. PE9254 
HN MALE TO SMA MALE 


PPI 


>, 
Soh 
SSe05 


*, 
XS 

rataterarete’ 
rerererarereterereererele 
RSE 
5 
es 
"e! 


KAD 
reneeentetehs 
R552 
OOOOO0O 
rererererene, 
SS 
SSCS 
OOOOOO 
ratareretere! 
> XO 
SSS 
OOOOOO 

SERS 
wateteteteteteteteteres 
| a 


9, 

oe 

OO 
O 


© 

© 

5 
eran 


1-24 25-49 1-24 25-49 
$83.55 $77.70 $52.20 $48.55 
50-99 100 + 50-99 100+ 


$71.85 $66.84 $44.89 $41.76 


Model No. PE9255 
HN FEMALE TO SMA FEMALE 


© fo) 


Model No. PE9256 
HN FEMALE TO SMA MALE 


Model No. 
GR874 TO 


Model No. 
GR874 TO 


PE9258 
N FEMALE 


Model No. PE9259 
GR874 TO SMA MALE 


1-24 25-49 49 1-24 25-49 
$41.75 $38.83 $115.70 $107.60 
50-99 100 + 50-99 100 + 


$99.50 $92.56 


| Model No. PE9260 


Model No. PE9262 
SMA MALE TO SMA FEMALE 
RADIUS RIGHT ANGLE 


Model No. PE9261 
N FEMALE TO BNC FEMALE 
BULKHEAD 
MOUNTING 


Model No. PE9263 
N FEMALE TO TNC MALE 
RIGHT ANGLE 


Model No. PE9264 


= 
ae 
Se 
SS 
= 
cD 
ad 
” 


HOLE G01 


SSL 


| 1-2 25-49 


| oe ae 1-24 = 25-49 1-24 25-49 
$115.70 $107.60 $40.00 $37.20 $94.00 $87.42 
50-99 100 + 50-99 100 + 50-99 100 + 


| 
100 + 
$99.50 $92.56 $34.40 $80.84 $75.20 


/Model No. PE9265 
| MHV FEMALE TO SHV PLUG 


Model No. PE9267 


Model No. PE9266 Model No. PE9267 
MHV FEMALE TO MHV FEMALE 


MHV FEMALE TO MHV MALE 
RIGHT ANGLE 


Model No. 
MHV FEMALE TO MHV FEMALE 
BULKHEAD, HERMETICALLY 
SEALED 

MOUNTING HOLE B06 


Model No. PE9269 
BNC MALE TO BNC FEMALE 


OO 


o, 
% 
me 


v xP 
etetetateteten 
eteteteteteten 
S555 
VOOM 
DSSS S555 
252505 
Retegecececens 
O55 
5252525 


1-24 25-49 1-24 1-24 25-49 
$22.90 $21.30 $41.75 $38.83 $14.15 $13.16 
50-99 50-99 50-99 100 + 


$19.69 


$35.91 $12.17 $11.32 


Model No. PE9271 
75 Ohm SMB PLUG TO 
75 Ohm SMB PLUG 


Model No. PE9272 
75 Ohm SMC PLUG TO 
75 Ohm SMC PLUG 


Model No. PE9273 
SMA MALE TO SMA MALE 
RADIUS RIGHT ANGLE 


| Model No. PE9270 
‘TNC FEMALE TO TNC MALE 


Model No. PE9274 
SMA FEMALE TO SMA FEMALE 
RADIUS RIGHT ANGLE 


LYS 


o, 
O 


S505 
S505 
. 25262608 Ox) 


xX 


1-24 25.49 


1-24 


$14.15 $13.16 $49.75 $62.65 $58.26 
50-99 100 + 50-99 50-99 100 + 
$12.17 © $11.32 $42.79 $53.88 $50.12 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9275 Model No. PE9276 Model No. PE9277 Model No. PE9278 Model No. PE9279 
SMA FEMALE TO N MALE SMA FEMALE TO TNC FEMALE N FEMALE TO SC MALE BNC FEMALE TO N MALE BNC TWINAX "T" 
PANEL MOUNT PANEL MOUNT RIGHT ANGLE JACK-JACK-JACK 
MOUNTING HOLE A05 MOUNTING HOLE A03 


1-24 1-24 25-49 1-24 
$63.25 $36.20 $33.67 $36.50 
50-99 50-99 100 + 50-99 
$54.40 $31.13 $28.96 $31.39 $29.20 
Model No. PE9280 Model No. PE9281 . PE9282 Model No. Model No. PE9284 
BNC TWINAX JACK TO BNC SMB PLUG TO SMC PLUG SMB PLUG TO SMC JACK SMB JACK TO SMC JACK SMB JACK TO SMC PLUG 


TWINAX JACK BULKHEAD 


MOUNTING HOLE B06 , 3 | OL 


1-24 25-49 1-24 25-49 
$22.90 $21.30 $26.05 $24.23 
50-99 100 + 50-99 100 + 
$19.69 $18.32 $22.40 $20.84 
Model No. PE9285 Model No. PE9286 Model No. PE9287 Model No. PE9288 Model No. PE9289 
GR874 "T" GR874 TO GR874 RIGHT ANGLE | TNC FEMALE TO TNC FEMALE TNC FEMALE TO TNC FEMALE TNC "T" FEMALE-FEMALE- 


BULKHEAD, ISOLATED GROUND PANEL MOUNT FEMALE 
MOUNTING HOLE B06 MOUNTING HOLE A03 


1-24 1-2 25-49 
$253.30 $20.70 $19.25 
50-99 50-99 100 + 


Model No. PE9290 -_ SPESZ91 Model No. PE9292 Model No. PE9293 Model No. PE9294 
TNC "T" MALE-FEMALE-FEMALE TNC MALE TO UHF FEMALE SC FEMALE TO N FEMALE C MALE TO C FEMALE C "T" FEMALE-FEMALE-FEMALE 
RIGHT ANGLE 


> 
°. 
& 
i — | 
lead 
@ 
=_ 
” 


RRR K 


-24 25-49 25-4 1-24 25-49 


1-24 


ae 


$36.50 $13.05 $12.14 i i 4 d $62.65 $58.26 
50-99 50-99 100 + 50-99 100 + 
$31.39 $11.22 $10.44 F 3 § $53.88 $50.12 | 
Model No. PE9295 Model No. PE9296 .__PE9297 Model No. PE9298 Model No. PE9299 ; 
C MALE TO N FEMALE C FEMALE TO HN MALE MHV MALE TO BNC FEMALE LC FEMALE TO N FEMALE LC FEMALE TO N MALE 
CX MX) 
overs 
reeatetern | 
re BSI 
% % BERR ; 
a | IIB BS 
19 1-24 25-49 
$156.70 z $198.50 $184.61 
50-99 50-99 100 + } 
$134.76 _ $170.71 $158.80 © r 
Model No. PE9300 Model No. PE9301 ; Model No. PE9302 Model No. PE9303 Model No. PE9304 . 
C MALE TO C MALE GR874 TO C FEMALE SMB "T" JACK-JACK-JACK SMC JACK TO SMC PLUG SMC "T" JACK-JACK-JACK a 


2 
"e 
4 
*) 


xx 


RIGHT ANGLE 


2, 
OO 
rere 


> 
>, 


o 
x 


2, 
© 
oS 2 
5 
s 


, 


re 
es 

rot 
Z 
% 

X25 


RR 
a 
22 
x 


<5 


O 
2, 


>, 

7 
> 
rad 


res 


re 


ie 


?, 


?, 
2 
ras 


er 
5 
me 


o 
v4 
2, 


S35 
<2 


Ke 


$126.60 F $30.50 $36.50 $41.75 
50-99 50-99 50-99 50-99 
$108.88 $101.28 $26.23 $31.39 $35.91 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


| Model No. PE9305 Model No. PE9306 Model No. PE9307 Model No. PE9308 Model No. PE9309 
SMC "T" PLUG-PLUG-PLUG 75 Ohm N FEMALE TO 75 Ohm N FEMALE TO 75 Ohm N MALE TO SMB "T" PLUG-JACK-JACK 
fli, | 75 Ohm N FEMALE 75 Ohm N MALE RIGHT ANGLE 75 Ohm N MALE 


TKN 
S55 
yatere 


SZ 


© 


OY 
5% 


> 


x 


| 1-24 25-49 1-24 25-49 ; 1-24 25-49 [RYSRRKRRY 1-24 

$36.50 $33.95 $20.70 $19.25 $28.30 $26.32 Rixxxxccoxy| $20.70 $19.25 $46.95 
| 50-99 100 + Ll J 50-99 100 + 50-99 20008 | Sivve. | 50-99 100 + 50-99 
$31.39 $29.20 $17.80 $16.56 $24.34 $22.64 $17.80 $16.56 $40.38 
“Model No. PE9310 Model No. PE9311 Model No. PE9312 Model No. PE9313 Model No. PE9314 
SMB "T" PLUG-PLUG-PLUG N MALE TO N FEMALE SMA FEMALE TO SMA FEMALE | N MALE TO SMB JACK N MALE TO SMB PLUG 
| PANEL MOUNT Ty)  0:~—<‘COSt CR 
| ROSS} KOS, 
[ Rsesesd bes MOUNTING HOLE A01 Raa 
f x2 405550505) 
eesereeeeees 

RRR] bieses Meeceanet pnts 

1-24 25-49 1-24 1-24 25-49 
$41.75 $38.83 ‘ $41.10 5 $41.75 i $41.75 $38.83 
50-99 = 100 + 50-99 50-99 50-99 100 + 
| $35.91 $33.40 ‘ d $35.35 : $35.91 j $35.91 $33.40 
Model No. _PE9315 Model _ No. PE9316 Model No. PE9317 Model No. PE9318 Model No. PE9319 
NW FEMALE TO SMB JACK N FEMALE TO SMB PLUG N MALE TO SMC JACK N MALE TO SMC PLUG N FEMALE TO SMC JACK 


LX XxX e, 
POeSe525252%] 


‘] 
| S529 
| 1-24 | 25-89 1-24 25-49 

$41.75 $38.83 $52.20 $48.55 
50-99 100 + 50-99 100 + a 
| $35.91 $33.40 ‘ ; $44.89 $41.76 : ; $44.89 $41.76 o 
—} 
Model No. _PE9320 Model No. PE9321 Model No. _PE9322 Model No. _PE9323 Model No. PE9324 — 
W FEMALE TO SMC PLUG N MALE TO 3.5mm FEMALE N MALE TO 3.5mm MALE N FEMALE TO 3.5mm FEMALE | N FEMALE TO 3.5mm MALE = 


MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 


OOO 
SX 


© 
rote: 


| 1:24 25-49 25-49 1-24 25-49 1-24 25-49 

$52.20 $48.55 $107.60 PRECISION | $130.55 $121.41 PRECISION| $117.15 $108.95 PRECISION| $120.05 $111.65 PRECISION 
| 50-99 100 + 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 

| $44.89 $41.76 $92.56 $112.27 $104.44 $100.75 $103.24 $96.04 

‘Model No. PE9325 .__PE9326 Model No. PE9327 Model No. PE9328 Model No. PE9329 

Imm TO 3.5mm FEMALE 5mm MALE 7mm TO SMA FEMALE 7mm TO SC FEMALE 7mm TO SC MALE 

MAX 1.15:1 @ 18 GHz | PANEL MOUNT MAX_VSWR 1.15:1 @ 8 GHz MAX VSWR 1.15:1 @ 8 GHz 


MAX VSWR 1.15:1 @ 18 GHz ———7 Ox] 


a 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$208.95 $194.32 PRECISION | $208.95 $194.32 PRECISION | $365.70 $340.10 PRECISION | $253.30 $235.57 PRECISION] $253.30 $235.57 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$179.70 $167.16 $179.70 $167.16 $314.50 $292.56 $217.84 $202.64 $217.84 $202.64 
‘fodel No. PE9330 Model No. PE9331 Model No. PE9332 Model No. PE9334 Model No. PE9335 
$.5mm MALE TO 3.5mm MALE 3.5mm FEMALE TO 3.5mm MALE TO 3.5mm FEMALE | SSMA FEMALE TO SSMA MALE MHV MALE TO SHV JACK 


MAX VSWR 1.15:1 @ 26.5 GHz 3.5mm FEMALE MAX VSWR 1.15:1 @ 26.5 GHz | RIGHT ANGLE 
] 


| MAX VSWR 1.15:1 @ 26.5 GHz 


i 
4 


1-24 © 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25.49 
) $135.80 $126.29 PRECISION | $105.75 $98.35 PRECISION | $135.80 $126.29 PRECISION] $52.20 $48.55 $80.80 $75.14 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 50-99 100 + 
| $116.79 $108.64 $90.95 $84.60 $116.79 $108.64 $44.89 ; $69.49 $64.64 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9337 
SHV JACK TO SHV JACK 


Model No. PE9336 

SHV JACK TO SHV JACK 
BULKHEAD, HERMETICALLY 
SEALED 

MOUNTING HOLE B06 


Model No. PE9338 
SHV JACK TO SHV PLUG 
RIGHT ANGLE 


Model No. PE9339 
SHV JACK TO MHV FEMALE 


Model No. PE9340 
SHV PLUG TO MHV MALE 


1-24 25-49 1-24 25-49 1-24 25-49 

$53.40 $49.66 $28.30 $26.32 $40.35 $37.53 

50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 

$45.92 $42.72 $24.34 $22.64 $34.70 $32.28 $54.40 $50.60 
Model No. PE9341 PE9342 Model No. _PE9343 Model No. PE9344 Model No. PE9345 
MINI-UHF FEMALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO 
BNC MALE BNC FEMALE MINI-UHF FEMALE UHF FEMALE TNC MALE 

RSo525 ‘ 


=e 
\Z\A 
4 


SZ 
O82 


1% 


% 
<$ 

‘es 
£5 


K 


aX 


‘ware 
RSe52 


1-24 25-49 1-24 25-49 
$9.75 $9.07 $9.75 $9.07 
50-99 100 + 50-99 100 + 
$8.39 $7.80 $8.39 $7.80 

Model No. PE9346 Model No. PE9347 Model No. PE9348 PE9349 Model No. PE9350 
MINI-UHF MALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO 75 OHM N FEMALE TO 75 OHM N MALE TO 
TNC FEMALE MINI-UHF FEMALE 50 Ohm N MALE 50 Ohm N FEMALE 


RROe RIGHT ANGLE 


oO, 0.4 


<7 


o, 


Ss 
ms 


7 
? 


SAAP82 
OOO 


(S 
IS 


oRXK 


xx 


xXx 

> 

“eves 
reren 


XX 


x 
x20 


erat 


&, 
S 
o5<5 
ae 

res 
res 

res 
"es 


525052529 


1-24 25-49 1-24 25-49 
$51.25 $47.66 $219.45 $204.09 PRECISION 
50-99 100 + 50-99 100 + ADAPTER 
$44.08 $41.00 $188.73 $175.56 
wv 
Model No. PE9356 Model No. PE9357 Model No. PE9358 Model No. PE9359 Model No. PE9360 


SSMA MALE TO SSMA MALE 


SSMA FEMALE TO 7mm 


xXx 


KKK 


$5 


are 
S52 


SSMA MALE TO SSMA FEMALE 


OOS 


EE —<o«< 


1-24 25-49 
$28.30 $26.32 
= 50-99 100 + 
X) $24.34 $22.64 
= 
FE Model No. PE9351 Model No. PE9352 Model No. _PE9353 Model No. PE9354 Model No. _PE9355 i 
Pim N MALE TO SSMA MALE N MALE TO SSMA FEMALE N FEMALE TO SSMA MALE N FEMALE TO SSMA FEMALE SSMA MALE TO 7mm S 


MAX VSWR 1.15:1 


@18GHz 


, 


xX 


N FEMALE TO N FEMALE N FEMALE TO HN FEMALE 


RIGHT ANGLE 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$219.45 $204.09 PRECISION $74.15 $68.96 $31.30 $29.11 $50.15 $46.64 : 
50-99 100 + ADAPTER 50-99 100 + 50-99 100 + 50-99 100 + 


$188.73 $175.56 $63.77 $59.32 
Model No. PE9362 
75 Ohm BNC FEMALE TO 
75 Ohm BNC FEMALE 


MATES WITH 50 Ohm BNC'S 


Model No. PE9361 

75 Ohm BNC MALE TO 

75 Ohm BNC FEMALE 

RIGHT ANGLE 

MATES WITH 50 Ohm BNC'S 


$35.91 


Model No. PE9363 

75 Ohm BNC FEMALE TO 
75 Ohm BNC FEMALE 
BULKHEAD, MATES WITH 
50 Ohm BNC'S 
MOUNTING HOLE B06 


$26.92 $25.04 $43.13 $40.12 | 
Model No. PE9365 ; | 
75 Ohm BNC "T" 

FEMALE-MALE-FEMALE 
MATES WITH 50 Ohm 
BNC'S 


Model No. PE9364 

75 Ohm BNC MALE TO 

75 Ohm BNC MALE 

MATES WITH 50 Ohm BNC'S 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 
$20.85 $19.39 $23.45 $21.81 $14.15 $13.16 $22.90 4 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$17.93 $16.68 $20.17 $18.76 $12.17 $212 $19.69 $18.32 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9366 Model No. PE9367 Model No. PE9368 Model No. PE9369 Model No. PE9370 


75 Ohm BNC FEMALE TO 75 Ohm BNC FEMALE TO 75 Ohm BNC MALE TO 75 Ohm BNC FEMALE TO 75 Ohm BNC MALE TO 
75 Ohm BNC FEMALE 75 Ohm BNC FEMALE 75 Ohm N FEMALE 75 Ohm N MALE 75 Ohm N MALE 
BULKHEAD, ISOLATED GROUND PANEL MOUNT, MATES WITH MATES WITH 50 Ohm BNC'S MATES WITH 50 Ohm BNC'S 


MATES WITH 50 Ohm BNC'S 50 Ohm BNC'S 
MOUNTING HOLE B06 MOUNTING HOLE A03 
f t Mtetetete 
i 1-24 25-49 1-24 25-49 1-24 25-49 1-24 £2S0500524 
$24.00 $22.32 $24.00 $22.32 $20.70 $19.25 $20.70 
50-99 100 + 50-99 100 + 50-99 100+ 50-99 
$20.64 $19.20 $20.64 $19.20 $17.80 $16.56 $17.80 


| Model No. PE9371 

75 Ohm BNC FEMALE TO 
75 Ohm N FEMALE 

_ MATES WITH 50 Ohm BNC'S 


Model No. PE9372 
UHF MALE TO TNC FEMALE 


Model No. PE9373 
3/4"-20 TWINAX FEMALE TO 
3/4"-20 TWINAX FEMALE 
BULKHEAD, MOUNTING HOLE 
B07 


Model No. PE9374 
3/4"-20 TWINAX "T" 
FEMALE-MALE-FEMALE 


Model No. PE9375 
BNC TWINAX "T" 
JACK-PLUG-JACK 


1-24 25-49 1-24 
$60.50 $56.27 $30.50 $28.37 
50-99 100 + 50-99 100 + 


$12.17 $11.32 $26.92 $26.23 $24.40 


Model No. PE9377 
BNC TWINAX PLUG TO 
BNC TWINAX JACK 
RIGHT ANGLE 


Model No. PE9378 
BNC TWINAX JACK TO 
BNC TWINAX JACK 


Model No. PE9379 


| Model No. PE9376 
SMA "T" MALE-MALE-MALE 


| BNC TWINAX PLUG TO 
| BNC TWINAX PLUG — 


Model No. PE9380 
SMA FEMALE TO SMA FEMALE 
WITH KNURL 


AAAAAS 
rasenecenes 
5 

shee’ 
oO 


> 


be 


OOOO 
RS 5252 


Y 


1-24 25-49 1-24 25-49 1-24 25-49 
$32.70 $30.41 $43.05 $40.04 $20.00 $18.60 
50-99 100 + 50-99 100 + 50-99 100 + 


$28.12 $26.16 $37.02 $34.44 $17.20 $16.00 


| Model No. PE9381 
SMA MALE TO SMA FEMALE 


Model No. PE9382 
N FEMALE TO N FEMALE 

BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE G01 


Model No. PE9383 

N FEMALE TO N FEMALE 
BULKHEAD, HERMETICALLY 
SEALED FOR A 1" 
MAX PANEL 
MOUNTING HOLE G01 


Model No. PE9384 
SMA MALE TO TNC FEMALE 
PANEL MOUNT 


Model No. PE9385 
N FEMALE TO UHF FEMALE 


b 
Q. 
SS) 
= 

oma) 
1) 

= 

” 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$75.30 © $70.03 $28.30 $26.32 $51.25 $47.66 $44.75 $41.62 
| 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
“$64.76 $60.24 $24.34 $22.64 $44.08 $38.49 $35.80 $13.12 $12.20 


| Model_No. PE9386 
| GR874 TO HN MALE 


| 


Model No. PE9387 
GR874 TO HN FEMALE 


Model No. PE9388 

N MALE TO BNC FEMALE 
PANEL MOUNT 
MOUNTING HOLE A05 


Model No. PE9389 


Model No. PE9390 
F MALE TO N FEMALE 


N "T" MALE-MALE-MALE 


5262605 


“es 


, 


e 


1-24 25-49 1-24 1-24 

i $149.55 $139.08 $24.60 $22.88 $41.75 
1 50-99 100 + 50-99 50-99 
$128.61 $119.64 $128.61 $119.64 $21.16 $35.91 


Model No. PE9392 
BNC MALE TO SSMB JACK 


Model No. PE9394 
BNC FEMALE TO SSMB JACK 


Model No. PE9391 
75 Ohm N MALE TO 
75 Ohm N FEMAL 


Model No. PE9393 
BNC MALE TO SSMB PLUG 


Model No. _PE9395 
BNC FEMALE TO SSMB PLUG 


4 


7 


OX 


e,@.@ 
erates 
5 
*. 


°s 
o> 
* 
9 
RK 
R555 
O 


2, 

> 
OO 

o> 
RK 

& 

o 


KX 


$21.80 $20.27 $48.55 
50-99 100 + 50-99 100 + 
$18.75 $17.44 $44.89 $41.76 $44.89 $41.76 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9396 Model No. PE9397 Model No. PE9398 Model No. PE9399 Model No. PE9400 
75 Ohm N MALE TO 75 Ohm N FEMALE TO LC MALE TO LC FEMALE SSMA FEMALE TO SMA FEMALE SMA MALE TO UHF FEMALE 
F FEMALE F MALE RIGHT ANGLE 


ara 
S55 


% 
ror" 
4 


?, 


a 
“oer 
x 
° 
res 
56 
ves 


B52 
‘eos 
> 
> 
RRS 
OOOO" 


o, 
Se 
ves 
& 
$5 
x 
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o, 
, 


ere 
2525 


7, 
a" 
°, 

%, 
o, 
oe 

°, 


o, 
KS 
iS 

6 
iS 

es 
KS 
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4 
*, 
re 


be 


1-24 25-49 1-24 25-49 1-24 1-24 25-49 

$26.70 $24.83 $32.20 $29.95 $271.65 $41.75 $38.83 

50-99 100 + 50-99 100 + 50-99 50-99 100 + 
$22.96 $21.36 $27.69 $25.76 $233.62 $217.32 $35.91 $33.40 $24.34 $22.64 
Model No. PE9401 Model No. PE9402 Model No. PE9403 Model No. PE9404 Model No. PE9405 


SSMB JACK TO SMA MALE SMA FEMALE TO SSMB PLUG SC MALE TO SC MALE SC FEMALE TO SC FEMALE SC MALE TO SC FEMALE 
RIGHT ANGLE 


, 
OO 


‘7 
3 
re 


<7 


1-24 25-49 1-24 
$38.15 $35.48 } , $73.10 $67.98 
50-99 100 + - 50-99 100 + 
$32.81 $30.52 ; j $62.87 $58.48 
Model No. PE9406 Model No. PE9407 Model No. PE9408 Model No. PE9410 
MHV FEMALE TO BNC MALE BNC FEMALE TO SMA FEMALE |N FEMALE TO SMA FEMALE 7/16 MALE TO 7/16 FEMALE 


BULKHEAD, NUT ON SMA BULKHEAD, NUT ON SMA Ist] RIGHT ANGLE 
MOUNTING HOLE B04 MOUNTING HOLE B09 i 


1-24 25-49 1-24 1-24 1-24 25-49 
$70.35 $65.43 ; $75.30 ; $126.60 $117.74 
= 50-99 100+ : 50-99 99 
x $60.50 $56.28 . $64.76 
= 
FW Model No. PE9411 Model No. PE9412 Model No. PE9413 Model No. PE9414 
pein 7/16 FEMALE TO SMA MALE 7/16 MALE TO SMA FEMALE LC FEMALE TO HN MALE 7/16 FEMALE 10 7/16 FEMALE 
BULKHEAD ——- 
ROLLS 
1-24 25-49 1-24 
$83.55 $77.70 $83.55 $77.70 $161.55 $150.24 
50-99 100 + 50-99 100 + 50-99 100 + 
$71.85 $66.84 $71.85 $66.84 $138.93 $129.24 
Model No. PE9416 Model No. PE9417 Model No. _PE9418 Model No. PE9419 Model No. PE9420 . 
75 Ohm N FEMALE TO 75 Ohm N FEMALE TO SMA MALE TO SMA MALE LC FEMALE TO LC FEMALE BNC FEMALE TO BNC FEMALE 
75 Ohm N FEMALE 75 Ohm N FEMALE RIGHT ANGLE BULKHEAD, HERMETICALLY 
BULKHEAD, HERMETICALLY BULKHEAD, ISOLATED GROUND SEALED, 1" MAX PANEL 
SEALED, MOUNTING HOLE GO1 | MOUNTING HOLE G01 MOUNTING HOLE B06 


1-24 25-49 1-24 25-49 
$34.05 $31.67 a F . . $34.90 $32.46 
50-99 100 + - 50-99 100 + 
$29.28 $27.24 J ‘ é $116.79 $108.64 $30.01 $27.92 
Model No. PE9421 Model No. PE9422 | Model No. PE9423 Model No. PE9424 Model No. PE9425 
BNC FEMALE TO UHF FEMALE SMA FEMALE TO SMA FEMALE TO SMA MALE TO SMA MALE TO © d 
D SUBMINIATURE PLUG D SUBMINIATURE RECEPTACLE D SUBMINIATURE RECEPTACLE D SUBMINIATURE PLUG 
1B} 
i SST 
1-24 25.4 
$20.85 é F $20.85 $19.39 
50-99 50-99 100 + 
$17.93 d J $17.93 $16.68 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9426 Model No. PE9427 Model No. PE9428 Model No. PE9429 Model No. PE9430 
N MALE TO N FEMALE N MALE TO N MALE N FEMALE TO N FEMALE N FEMALE TO N FEMALE N MALE TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz PANEL MOUNT MAX VSWR 1.15:1 @ 18 GHz 
Bee 1)? eececea MAX VSWR 1.15:1 @ 18 GHz 
reece MOUNTING HOLE A05 
* PRECISION 
SRR ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 =. 25-49 
$83.55 $77.70 PRECISION | $64.55 $60.03 PRECISION | $71.30 $66.31 PRECISION} $83.55 $77.70 $64.55 $60.03 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100+ 50-99 100 + ADAPTER 
$71.85 $66.84 $55.51 $51.64 $61.32 $57.04 $71.85 $66.84 $55.51 $51.64 
Model No. PE9431 Model No. PE9432 Model No. PE9433 Model No. PE9434 Model No. PE9435 
N MALE TO SMA MALE N FEMALE TO SMA FEMALE N FEMALE TO SMA MALE N FEMALE TO SMA FEMALE N FEMALE TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz PANEL MOUNT BULKHEAD, NUT ON SMA 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 MOUNTING HOLE G01 
PRECISION PRECISION | 
x ADAPTER ADAPTER 
1-24 25-49 25-49 25-49 1-24 ) 1-24 25-49 
$83.55 $77.70 PRECISION ‘ $60.03 PRECISION $60.03 PRECISION | $104.45 . $94.60 $87.98 
50-99 100 + ADAPTER 50 100 + ADAPTER 100 + ADAPTER 50-99 50-99 100+ 
$71.85 $66.84 : $51.64 . $81.36 $75.68 = 
Model No. PE9436 Model No. PE9437 Model No. PE9438 . _PE9439 Model No. PE9440 
2.92mm MALE TO 2.92mm MALE | 2.92mm MALE TO 2.92mm FEMALE| 2.92mm FEMALE TO TO SMA MALE TNC MALE TO SMA FEMALE 
MAX VSWR 1.10:1 @ 18 GHz 2.92mm FEMALE 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz 
1.15:1 @ 26.5 GHz .15: . MAX VSWR 1.10:1 @ 18 GHz 
1.25:1 @ 40 GHz 25: 1.15:1 @ 26.5 GHZ 
1-24 25-49 1-24 25-49 25-49 1-24 25-49 
$135.80 $126.29 PRECISION | $135.80 $126.29 PRECISION | $135.80 $126.29 PRECISION ; $72.82 PRECISION] $78.30 $72.82 PRECISION 
: 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 100 + ADAPTER 50-99 100+ ADAPTER = 
| $116.79 $108.64 $116.79 $108.64 $116.79 $108.64 : $67.34 $62.64 ro 
| i 
Model No. PE9441 Model No. PE9442 Model No. PE9443 Model No. PE9444 Model No. PE9445 i 
pec FEMALE TO SMA MALE TNC FEMALE TO SMA FEMALE TNC MALE TO TNC FEMALE TNC FEMALE TO TNC FEMALE TNC MALE TO TNC MALE a 
MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz 
1-24 25-49 25-49 25-49 25-49 1-24 25-49 
$78.30 $72.82 PRECISION | $83.55 $77.70 PRECISION ‘ $77.70 PRECISION $77.70 PRECISION| $83.55 $77.70 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 
$67.34 $62.64 $66.84 $66.84 ’ $66.84 $71.85 $66.84 
1 No. PE9446 Model No. PE9447 Model No. PE9448 Model No. PE9449 Model No. PE9450 


TNC MALE TO N FEMALE TNC FEMALE TO N MALE TNC FEMALE TO N FEMALE TNC FEMALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz PANEL MOUNT 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


PRECISION 


ADAPTER 
1-24 25-49 25-49 1-24 25-49 | 
$94.00 $87.42 PRECISION ; $87.42 PRECISION ; $87.42 PRECISION $92.35 PRECISION] $94.00 $87.42 
‘ -99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + 
$80.84 $75.20 : $75.20 > $80.84 $75.20 
‘Model No. PE9451 Model No. PE9452 ‘ Model No. PE9454 Model No. PE9455 
2.4mm MALE TO 2.4mm MALE 2.4mm MALE TO 2.4mm FEMALE ; 2.4mm MALE TO 2.92mm FEMALE] 2.92mm MALE TO 2.4mm FEMALE 
MAX VSWR 1.10:1 @ 18 GHz MAX VSWR 1.10:1 @ 18 GHz F MAX VSWR 1.10:1 @ 18 GHz 
t 1.20:1 @ 26.5 GHz 1.20:1 @ 26.5 GHz 20: t 1.20:1 @ 26.5 GHz 
1.30:1 @ 50 GHz 1.30:1 @ 50 GHz .20: ‘ : 1.30:1 @ 40 GHz 
is 30: em UW 
ia) I [eral ORT 
| l CW 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 = 25-49 1-24 825.49 
$369.05 $343.22 PRECISION | $369.05 $343.22 PRECISION | $390.95 $363.58 PRECISION | $369.05 $343.22 PRECISION| $369.05 $343.22 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$317.38 $295.24 $317.38 $295.24 $336.22 $312.76 $317.38 $295.24 $317.38 $295.24 


’ 
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} 
td 


Model No. 


PE9456 


2.4mm FEMALE TO 
2.92mm FEMALE 


1-24 


$376.40 $350.05 PRECISION 
100 + ADAPTER 


50-99 
$323.70 


Model No. 


25-49 


$301.12 


PE9461 


7mm TO 2.92mm FEMALE 


MAX VSWR 1.10:1 @ 18 GHz 


1-24 
$313.45 

50-99 
$269.57 


Model No. 


BNC FEMALE TO MCX JACK 


1-24 

$52.20 

> 50-99 

rN) $44.89 
SS 

oD Model No. 
ae 
~” 


1-24 
$45.60 

50-99 
$39.22 


Model No. 


25-49 


$291.51 PRECISION 
100 + ADAPTER 


$250.76 


PE9466 


PE9471 
SMA FEMALE TO MCX 


25-49 
$42.41 
100 + 
$36.48 


PE9476 


PLUG 


MMCX PLUG TO SMA MALE 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 


Model No. 
2.4mm MALE TO 2.92mm MALE 


MAX VSWR 


1-24 
$369.05 
50-99 
$317.38 


Model _ No. 


N FEMALE 


BNC FEMALE TO MCX PLUG 


Model No. 
SMA MALE 


Model No. 


MMCX JACK TO SMA FEMALE 


PE9457 


18 GHz 
26.5 GHz 
40 GHz 


25-49 


$343.22 PRECISION 
100 + ADAPTER 


$295.24 


PE9462 


TO MCX JACK 


PE9467 


7 


re 


PE9472 
TO MCX JACK 


PE9477 


Model No. PE9458 
7mm TO 2.4mm MALE 
MAX VSWR 1.10:1 @ 18 GHz 


1-24 


25-49 
$495.75 $461.05 PRECISION 


50-99 100 + ADAPTER 
$426.35 $396.60 


Model No. PE9463 
N FEMALE TO MCX PLUG 


LA AAAAAY 
ieteretetere 
racecesteee 
505 


1-24 
$62.65 
50-99 
$53.88 


25-49 
$58.26 
100 + 
$50.12 


Model No. PE9468 
BNC MALE TO MCX JACK 


.__PE9473 
SMA MALE TO MCX PLUG 


1-24 
$52.20 
50-99 
$44.89 


25-49 
$48.55 
100 + 
$41.76 


Model No. PE9478 
MMCX JACK TO SMA MALE 


SEE PAGE 266 FOR MOUNTING HOLES 


Model No. 
7mm TO 2.4mm FEMALE 


MAX VSWR 


$522.45 
50-99 
$449.31 


Model No. 


KS 
BEK 


SS 
£2505 


+ 


KK 
res 


? 

ne 
re 
ve 


a2 


TO MCX PLUG 


PE9459 Model No. PE9460 
7mm TO 2.92mm MALE 


1.10:1 @ 18 GHz MAX 


5-4 1-24 25-49 

$485.88 PRECISION | $313.45 $291.51 PRECISION 
100 + ADAPTER 50-99 100 + ADAPTER 

$417.96 $269.57 $250.76 


PE9464 Model No. PE9465 


N MALE TO MCX PLUG 


0:6, 6 0.0.9.9, 
seetetetetece 


RRR 


£25 


revere, 
ots 
RK 
SSD 
POLL 
TA, 


>, 
Ke 
o 
*, 
o 
2 
?, 


05 
© 
e 
re 
5 
% 
© 
e 
5 
te: 
5 


> 
KS 
BSD 


$62.65 $58.26 
50-99 100 + 
$53.88 $50.12 
PE9469 Model No. PE9470 


SMA FEMALE TO MCX JACK 


Meaeeetets 
1-24 25-49 
$44.75 $41.62 
50-99 100 + 
$38.49 $35.80 
PE9474 Model No. PE9475 | 
TO MMCX PLUG TO SMA FEMALE 
BULKHEAD 
HOLE BO1 
1-24 25-49 
$56.75 $52.78 
50-99 100 + 
$48.81 $45.40 


PE9479 
TO MCX JACK 


Model No. PE9480 
MMCX PLUG TO MMCX JACK 


aaa. 
EK 


OS 
SS 
02025) 
5252825 


2 


b> CXKK KX 
Netacen RRR] 
1-24 25-49 1-24 25-49 
$62.65 $58.26 $41.75 $38.83 
50-99 100 + 50-99 100 + 
$53.88 $50.12 $35.91 $33.40 
Model No. PE9481 Model No. PE9482 Model No. PE9483 ; Model No. PE9485 4 
N "T" MALE-FEMALE-FEMALE N FEMALE TO TNC FEMALE BNC FEMALE BULKHEAD TO BNC "Y" FEMALE-MALE-FEMALE | SMA FEMALE TO 


BULKHEAD 
MOUNTING HOLE G01 


TNC FEMALE 
HERMETICALLY SEALED 
MOUNTING HOLE B06 


SMA FEMALE RIGHT ANGLE 


varevare aera 


COS 


1-24 25-49 1-24 1-24 §©25.49 

$52.20 $48.55 $30.50 $30.50 $28.37 

50-99 100 + 50-99 50-99 100 + 

$44.89 $41.76 $26.23 $26.23 $24.40 
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Model No. PE9486 

N FEMALE TO SMA FEMALE 
BULKHEAD 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE G01 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9487 

N FEMALE TO SMA MALE 
BULKHEAD 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE G01 


Model No. PE9488 

N FEMALE TO SMA MALE 
BULKHEAD, NUT ON SMA 
MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE G01 


Model No. _PE9489 
BNC MALE TO N MALE 
VSWR 1.20:1 @ 8 GHz 


Model No. PE9490 


BNC MALE TO N FEMALE 
MAX VSWR 1.20:1 @ 8 GHz 


PRECISION PRECISION PRECISION 
ADAPTER ADAPTER ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$104.45 $97.14 $94.00 $87.42 $94.00 $87.42 $94.00 $87.42 PRECISION] $94.00 $87.42 PRECISION 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$89.83 $83.56 $80.84 $75.20 $80.84 $75.20 $80.84 $75.20 $80.84 $75.20 
Model No. PE9491 Model No. PE9492 Model No. PE9493 PE9494 Model No. PE9495 


BNC FEMALE TO N MALE 
MAX VSWR 1.20:1 @ 8 GHz 


2 
53 
¢, 


KS 
tS 
iS 


oe, 


BNC FEMALE TO N FEMALE 
MAX VSWR 1.20:1 @ 8 GHz 


BNC MALE TO SMA MALE 
MAX VSWR 1.25:1 @ 8 GHz 


TO SMA FEMALE 
MAX VSWR 1.25:1 @ 8 GHz 


BNC FEMALE TO SMA MALE 
MAX VSWR 1.25:1 @ 8 GHz 


25-49 25-49 25-49 1-24 25-49 
$94.00 $87.42 PRECISION $87.42 PRECISION $48.55 PRECISION $43.48 PRECISION] $94.00 $87.42 PRECISION 
50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 
$80.84 $75.20 - $75.20 $41.76 $37.40 $80.84 $75.20 
Model No. PE9496 Model No. PE9497 Model No. PE9498 Model No. PE9499 Model No. PE9500 
BNC FEMALE TO SMA FEMALE N FEMALE TO SMA MALE N MALE TO SMA FEMALE N MALE TO SMA MALE N FEMALE TO N FEMALE 
MAX VSWR 1.25:1 @ 8 GHz PANEL MOUNT PANEL MOUNT PANEL MOUNT BULKHEAD 


PRECISION PRECISION Semcon | PRECISION PRECISION 
ADAPTER ADAPTER MS] | ADAPTER ADAPTER 

1-24. 25-49 1-24 25-49 1-24 1-24 1-24 25-49 

$52.20 $48.55 PRECISION | $94.00 $87.42 $94.00 $94.00 $130.55 $121.41 
50-99 100 + ADAPTER 50-99 100 + 50-99 50-99 50-99 100 + = 
$44.89 $41.76 $80.84 $75.20 $80.84 $80.84 $112.27 $104.44 X) 
s 
Model No. PE9501 Model No. PE9502 Model No. PE9503 Model No. PE9504 Model No. PE9505 oD 
N FEMALE TO 2.4mm MALE N FEMALE T0 2.4mm FEMALE | N MALE TO 2.4mm FEMALE N MALE TO 2.4mm MALE SMA MALE TO SMA MALE PP 


MAX VSWR 1.15:1 @ 18 GHz 


MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


MAX VSWR 1.15:1 @ 18 GHz 


MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


MAX VSWR 1.15:1 @ 18 GHz 


MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


MAX VSWR 1.15:1 @ 18 GHz 


MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE G01 


MAX VSWR 1.15:1 @ 18 GHz 
1.20:1 @ 26.5 GHz 


1-24 25-49 1-24 25-49 1-24 1-24 25-49 
$156.70 $145.73 PRECISION | $156.70 $145.73 PRECISION | $156.70 $145.73 PRECISION] $125.35 $116.58 PRECISION] $47.90 $44.55 PRECISION 
50-99 ~ 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$134.76 $125.36 $134.76 $125.36 $134.76 $125.36 $107.80 $100.28 $41.19 $38.32 
Model No. PE9506 Model No. PE9507 Model No. PE9508 Model No. PE9509 Model No. PE9510 
SMA MALE TO SMA FEMALE SMA FEMALE TO SMA FEMALE SMA FEMALE TO SMA FEMALE 7/16 MALE TO 7mm 7/16 FEMALE TO 7mm 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz BULKHEAD MAX VSWR 1.35:1 @ 7 GHz MAX VSWR 1.35:1 @ 7 GHz 
1.20:1 @ 26.5 GHz 1.20:1 @ 26.5 GHz | MAX VSWR 1.15: 
PRECISION 
ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$38.95 $36.22 PRECISION $41.10 $38.22 PRECISION $83.55 $77.70 $252.63 PRECISION] $313.45 $291.51 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 100 + ADAPTER 50-99 100 + ADAPTER 
$33.50 $31.16 $35.35 $71.85 $217.32 $269.57 $250.76 
Model No. PE9511 Model No. PE9512 Model No. PE9513 Model No. PE9514 Model No. PE9515 


SMP MALE TO SMA MALE 
MAX VSWR 1.20:1 @ 18 GHz 


SMP MALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 18 GHz 


SMP FEMALE TO SMA MALE 
MAX VSWR 1.20:1 @ 18 GHz 


SMP FEMALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 18 GHz 


N MALE TO N FEMALE 
RADIUS RIGHT ANGLE 
MAX VSWR 1.20:1 @ 18 GHz 


PRECISION 
ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 
$83.55 $77.70 PRECISION $90 $87 4.45 $97.14 PRECISION] $161.45 $150.15 
50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 
$71.85 $66.84 $77.60 $80.84 $75.20 $89.83 $83.56 $138.85 $129.16 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9516 Model Model No. PE9518 Model _ No. PE9519 
BNC FEMALE TO MMCX JACK BNC MALE TO MMCX PLUG BNC MALE TO MMCX JACK BNC FEMALE TO MMCX PLUG BNC FEMALE TO 
= MCX JACK BULKHEAD 
. Xx i = MOUNTING HOLE B04 
\ SRN] a] C re = 
‘2 o, ee — os KKK q 
= eetatetetel 
—— 
1-24 25-49 1-24 25-49 1-24 1-24 25-49 
$57.40 $53.38 $57.40 $53.38 $57.40 $53.38 
50-99 100 + 50-99 100 + 50-99 100 + 
$49.36 $45.92 $49.36 $45.92 $49.36 $45.92 
Model No. PE9521 Model No. PE9522 
MCX JACK BULKHEAD TO MMCX JACK TO MMCX JACK 
TNC FEMALE BULKHEAD 


MOUNTING HOLE B04 MOUNTING HOLE B01 


1-24 25-49 1-24 25-49 : - 
$59.50 $55.34 $46.95 $43.66 $52.20 $48.55 
$51.17 $47.60 $40.38 $44.89 $41.76 


Model : Mod 


2 Model No. _PE9530 
MCX JACK TO MMCX JACK REVERSE POLARITY BNC FEMALE 


TO STANDARD BNC MALE 


Model No. PE9529 
REVERSE POLARITY BNC MALE 
TO STANDARD BNC FEMALE 


y) 


re 


x 
3 
4 


Fat 
$8 
SR 


S27 


8, 
eres 
S28 


> 
® 


1-24 25-49 
$52.20 $48.55 $52.20 $48.55 
50-99 100 + 50-99 100 + 
$44.89 $41.76 $44.89 $41.76 


Model del Model No. _PE9534 
REVERSE POLARITY TNC REVERSE POLARITY SMA MALE | REVERSE POLARITY SMA 
FEMALE TO STANDARD TNC TO STANDARD SMA FEMALE FEMALE TO STANDARD SMA 


tatatetes MALE 
x ., 


Mode]_No. PE9531 
REVERSE POLARITY TNC MALE 


p 
°. 
+S) 
i — 
peste 
@ 
Loe 4 
7) 


| 

‘| 
¢, 
ra 


8 


cx 
SoS 
2. 
25 
2%, 
5 
> 
rates 
$2525 
SS 


¢ 

S25 

oS 
0; 


°; 


2 


TK 
S82 
xX 


es 


SZ 
*, 


$26.05 $24.23 $30.00 $27.90 $126.60 $117.74 


$22.40 $20.84 $25.80 $108.88 $101.28 


del P 


Model No. PE9540 
BNC MALE TO C MALE BNC FEMALE TO N FEMALE 


RRR 2X] p BULKHEAD, MOUNTS FROM N 
etetetete! b 
RK x b FEMALE SIDE 
S b 

‘etetatere Roe5e4 RS525<] MOUNTING HOLE G01 
k ) K5254 sed S22 
YOY > 
RX RX] R555 o8, OO) 
Ree etetetete Potente: R052 

<<< eee 4 

05050508 O oor] 

eetetetet ts KX 


4 


1:24 25-49 


25-49 - =" 
$41.75 $38.83 $41.75 $38.83 $41.45 $38.55 

2 100 + 50-99 100 + = 100 + 
$35.91 $33.40 $35.91 $33.40 $35.65 $33.16 


Model No. PE9541 
N FEMALE TO N FEMALE 
BULKHEAD, RIGHT ANGLE 
MOUNTING HOLE GO1 


Model No. PE9543 


Model No. PE9545 
TNC MALE TO MCX PLUG TNC FEMALE TO MCX PLUG iy 


O 


or 
x2 * 


oer 
S80 
OOO 


€ 
a5 


O 


RES 


<< 

o 

x 
SSK 


5 % 0,0, 


o, 


, 


+, 
Y 
o, 
?, 
oO 
, 


ES 
SSS ae ee 
ee St 
(a a 
ae 
a 
BOI] 
PSS SSSLS 
R555) 
525252525 
B52525052) 
KS 
LRRK] 
550505 
R555] 
KRG 
2525250) 
2505052505 
reretetatens 
KKH 
235 


Netetetetotel | Stetets 
SOSOSL5 | | [5855054 
RSe5 5525054 | | PS2S25254 


o, 
¢, 
O 
oO 
~ 
> 
© 
oO 
2. 


g 
be 
Re 
% 
© 
® 
% 
#9 


0 


2 
% 

Yes 
SKK 
ee 

ye 


1-24 25-49 1-24 ‘ 1-24 25.49 
$52.20 $48.55 $52.20 $48.55 $52.20 $48.55 
50-99 100+ 50-99 100+ 50-99 100+ 50-99 100+ 
$44.89 $41.76 $39.22 $36.48 $44.89 $41.76 $44.89 $44.89 $41.76 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


_ Model _No. PE9546 Model No. PE9547 Model No. PE9548 Model No. PE9549 
SMA MALE QUICK*DISCONNECT | N MALE QUICK DISCONNECT N CROSS FEMALE-FEMALE- N CROSS FEMALE-FEMALE- 
TO SMA FEMALE .| TO N FEMALE FEMALE-FEMALE FEMALE-MALE 
1-24 - 2:24 25-49 1-24 = 25-49 1-24 
. $99.35 $114.90 $106.86 $52.20 $48.55 $52.20 $48.55 
50-99 100 + 50-99 100 + 50-99 100 + 
$85.44 $79.48 $98.81 $91.92 $44.89 $41.76 $44.89 $41.76 


d 


Model No, PE9553 

N FEMALE TO HN FEMALE 
PANEL MOUNT 
MOUNTING HOLE A08 


Model No. _PE9552 

N FEMALE TO TNC FEMALE 
PANEL MOUNT 
MOUNTING HOLE A05 


Model No, PE9551 
N MALE TO SMA FEMALE 
| BULKHEAD 


1-24 1-24 =25-49 
$41.75 $38.83 $52.20 $48.55 
20-99 100+ 50-99 100+ 
$35.91 $33.40 $44.89 $41.76 


Model No. PE9557 Model No, PE9558 
7/16 "T" FEMALE-MALE- 7/16 MALE TO HN FEMALE 


Model No. PE9556 
| 7/16 "T" FEMALE-FEMALE- 
: FEMALE 


| FEMALE =} 


1-24 25-49 1-24 =25-49 2 1-24 


$146.25 $136.01 | $146.25 $136.01 $104.45 $97.14 $104.45 $97.14 
50-99 100+ 30-99 + 50-99 100+ 50-99 100+ 
$125.78 $117.00 $125.78 $117.00 $89.83 $89.83 


Model No. PE9561 | 
| TNC MALE QUICK DISCONNECT 
| TO. TNC FEMALE = = —s IRR 
| oS 


QL? 
S52 
EER 


1-24 
$52.35 


$94.00 $87.42 
30-99 100 + 30-99 100+ 
$80.84 $75.20 $45.02 $58.18 


Model No. PE9569 
LC MALE TO LC MALE 


Model No. PE9566 
BNC MALE TO N FEMALE 
| RIGHT ANGLE 


PSPSZSS2 
o, OS 


$177.60 $165.17 
50-99 100+ 
$152.74 $142.08 


$62.87 


Model No. PE9574 
HN "T" FEMALE-FEMALE- 
FEMALE 


Model No. PE9573 

SC FEMALE TO SC FEMALE 
BULKHEAD 

MOUNTING HOLE B11 


1-24 
$94.00 


$73.10 
30-99 
$62.87 


$80.84 $71.85 


Model _ No. PE9550 
N MALE RIGHT ANGLE TO 
TNC FEMALE 


PANG 


Od 
OOOO Ps S52 * " 
OOOO 
SK 


1-24 25-49 
$83.55 $77.70 
50-99 100 + 


$71.85 $66.84 


] P 
TNC MALE TO TNC MALE 
RIGHT ANGLE 


6 2) 


2"4 


1-24 
41.75 
$35.91 ag 
Ss 
Model = 
BNC MALE TO N MALE a 


RIGHT ANGLE 


$62.65 


$53.88 


Model No. PE9570 
SC MALE TO N MALE 
b xX 


1-24 
$73.10 $67.98 
30-99 100 + 
$62.87 $58.48 


Model No. PE9575 
HN "T" FEMALE-MALE- 
FEMALE 


$83.55 
30-99 
$71.85 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9576 Model No. PE9577 Model No. PE9578 Model No. PE9579 Model No, PE9580 
HN MALE TO HN FEMALE HN MALE TO HN MALE RIGHT | HN "T" MALE-FEMALE-MALE HN MALE TO C MALE HN FEMALE TO HN FEMALE 
RSSeSRSERT ANGLE Le 1 REE 
Sete od “ KS ] 
BS . Seistees p KX 
Race |B BS se 
RRR LIBS seis 2 
2e2eeee6 = 
1-24  25- 1-24 25-a9pemeeeem| aga 2d 
$62.65 $58.26 $73.10 $67.98 Ks $83.55 $77.70 
$53.88 $50.12 $62.87 $58.48' |] $71.85 $66.84 $53.88 $50.12 
Model No. PE9581 Model _ No. PE9582 Model No. PE9583 Model No. PE9584 Model No. PE9585 
SMA MALE TO REVERSE 75 OHM SMB JACK TO 75 OHM SMB JACK TO 75 OHM SMB PLUG TO 
POLARITY MCX PLUG 75 OHM N-MALE ppeeecem— | 75 OHM N FEMALE 8 75 OHM N FEMALE 


°, 
Os 


> 


OO 
Teteteretetetereten 
O 
rereren 
SIS 


$25 


Patetetetereen 


S 
AY 
5 


weteteten 
PSe5255 


Xs 
= 
iS 


-24 25-49 1-24 25-49 
$57.85 $53.80 J $62.65 $58.26 
$49.75 $46.28 $47.60 2 $53.88 $50.12 $53.88 $50.12 
LNo. P Model No. PE9588 Model No. PE9589 
75 OHM SMC JACK TO 75 OHM SMC JACK TO 75 OHM SMC PLUG TO 75 OHM SMC PLUG TO REVERSE POLARITY SMA MALE 


ave*eerarere) 
Sesecesececte’ 


75 OHM N FEMALE TO REVERSE POLARITY SMA 


At Il 


75 OHM N MALE 75 OHM N FEMALE 75 OHM N MALE 


eeesesececes: 


XS 
6% 
oO 


o, 
ro 


?, 
©, 
«. 


SOK 
525 
rosentee, 
P20 
OOOO 


> 


> 


O 
rate ttt at att 


Se 


PoO55e 


1-24 = 25-49 1-24 25-49 1-24 «25-49 1-24 25-49 
> $57.85 $53.80 ; $62.65 $58.26 $62.65 $58.26 $31.30 $29.11 
=. 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
3 $49.75 $46.28 $49.75 y $53.88 $50.12 $53.88 $50.12 $26.92 $25.04 
Ss 
oO PE9591 Model No. PE9592 Model No. PE9593 Model No. PE9594 Model No. PE9595 
a REVERSE POLARITY SMA MALE REVERSE POLARITY SMA REVERSE POLARITY SMA REVERSE POLARITY SMA MALE |N MALE TO N FEMALE 

TO REVERSE POLARITY SMA FEMALE TO REVERSE POLARITY | FEMALE TO REVERSE POLARITY | TO REVERSE POLARITY SMA BULKHEAD 
FEMALE SMA FEMALE SMA FEMALE BULKHEAD FEMALE RIGHT ANGLE MOUNTING HOLE G01 
MOUNTING HOLE B02 
1-24 25-49 1-24 1-24 1-24 1-24 25-49 
$31.30 $29.11 $18.50 : $31.30 $23.35 $29.80 $27.71 
$26.92 $25.04 $15.91 f $26.92 $20.08 $25.63 $23.84 
Model No. PE9596 Model No. PE9597 Model No. PE9598 Model No. PE9599 Model No. PE9600 
REVERSE POLARITY SMA MALE REVERSE POLARITY SMA MALE | REVERSE POLARITY SMA REVERSE POLARITY SMA SMA MALE TO REVERSE 
TO TNC FEMALE TO TNC MALE FEMALE TO TNC MALE FEMALE TO TNC FEMALE POLARITY TNC FEMALE 


4 


6 


AAA 
SKKKS 
ececeses 
rorerers 


SZ 
> 


Y 


or 


7 
~~, 


7 
S82 


. 


7 


ee 
6 


Py, 


2, 


7 
?, 


Xs 


SZ 
2 


g 
Bocas a 
series 
<_< 
(he a 
SO 
oS 
SS Se 
et. 2 ee 


> 


1-24 1:24 = 25-49 
$41.75 F $36.10 $33.57 
50-99 30-99 = 100+ 
$35.91 $33.40 $35.91 ; $35.91 $35.91 . $31.05 $28.88 
Model No. PE9601 Model No. PE9602 Model No. PE9603 Model No. PE9604 Model _No. PE9605 
SMA MALE TO REVERSE SMA FEMALE TO REVERSE SMA FEMALE TO REVERSE REVERSE POLARITY SMA MALE REVERSE POLARITY SMA MALE 
POLARITY TNC MALE POLARITY TNC MALE POLARITY TNC FEMALE TO REVERSE POLARITY TNC TO REVERSE POLARITY TNC 


‘) 
Se] 


KEKE ox 
RRR] 
Kxxoeoe) Kx 


7 
2. 


2 


?. 
x 


SZ 
Xx 
<> 
?, 
2 
°, 
Xx 
o, 


Pe a 
eer ae 
Pow 
Otcctctce 
SSK 
SG 
BLIKS 
orerateete: 
SKS 
SORRRNS 


KAKKAM 


1-24 = =—25-49 1-24 1-24 = 25-49 1:24 = 25.49 
$35.25 $32.78 $35.60 $33.11 $44.20 $41.11 . $41.75 $38.83 
50-99 100+ 50-99 100+ 50-99 =100 + 50-99 50-99 100+ 
$30.32 $28.20 $30.62 $28.48 $38.01 $35.36 $42.18 A $35.91 $33.40 
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ADAPTERS 


| SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 
Model No. PE9606 Model No. PE9607 Model No. _PE9608 Model No, PE9609 Model No. PE9610 
REVERSE POLARITY REVERSE POLARITY MINI 75 OHM SMB JACK TO | MINI 75 OHM SMB PLUG TO MINI 75 OHM SMB PLUG TO 
SMA FEMALE TO REVERSE SMA FEMALE TO REVERSE MINI 75 OHM SMB JACK MINI 75 OHM SMB PLUG MINI 75 OHM SMB JACK 

“Z rx<S 
KOS 


POLARITY TNC MALE 


><) 
Tarra 
52505 
O55 
SORKS 
255 
oe 
SS 
SS 
seseatates 
P55 


4 
va 


“erect 
PSS 
“oe 
ror 
oe 
roe, 


"a 


| $41.75 $38.83 $41.75 $38.83 $19.60 $18.23 $19.60 $18.23 $31.30 $29.11 
$35.91 $33.40 $35.91 $33.40 $16.86 $15.68 $16.86 $15.68 $26.92 $25.04 
“Model No. PE9611 Model No. PE9612 Model No. PE9613 Model No. PE9614 1 PE 
| MINI 75 OHM SMB JACK TO MINI 75 OHM SMB PLUG TO MINI 75 OHM SMB PLUG TO MINI 75 OHM SMB JACK TO MINI 75 OHM SMB JACK TO 
/MINI 75 OHM SMB JACK 75 OHM N MALE 75 OHM N FEMALE 75 OHM N MALE genetenetet! 75 OHM N FEMALE 
_ BULKHEAD 8 
| MOUNTING HOLE B01 meceenancee 


a 
oe, 
> 


“ate 
£25 


il 
i. 


424 25-49 1-24 1-24 25-49 
$31.30 © $29.11) , $73.10 $67.98 ’ $52.20 $48.55 
50-99 100 + 50-99 100 + : + 
$26.92 $25.04 $44.89 ; $62.87 $58.48 $44.89 7 $44.89 $41.76 
Model No, PE9616 Model No. PE9617 Model No, PE9618 Mode] No, PE9619 Model No. PE9620 
MINI 75 OHM SMB PLUG MINI 75 OHM SMB PLUG TO MINI 75 OHM SMB JACK TO MINI 75 OHM SMB JACK TO SMA FEMALE TO SMA FEMALE 
75 OHM BNC MALE 75 OHM BNC FEMALE 75 OHM BNC MALE 75 OHM BNC FEMALE BULKHEAD WITH O-RING 
satatatetetetatatate = varavavererePerere MOUNTING HOLE B02 
j eee estatatetetatat, t—j Ser 4 
OY 4 o_ RR > Cx 
= Petececetatatates 
{ = Soe 
. 1-24 1-24 1-24 1-24 25-49 
$52.20 $48.55 : $52.20 $48.55 $52.20 $48.55 $22.90 $21.30 
$44.89 $41.76 f $44.89 $41.76 $44.89 $41.76 $19.69 $18.32 a 
3 
Model No, PE9621 Model No, PE9622 Model No, PE9623 4 Model No, PE9625 oy 
| SMA FEMALE BULKHEAD TO 75 OHM TNC FEMALE 75 OHM TNC MALE RIGHT 75 OHM TNC FEMALE TO 75 OHM TNC FEMALE TO a 
SMA MALE 75 OHM TNC FEMALE ANGLE TO 75 OHM TNC 75 OHM TNC FEMALE 75 OHM TNC FEMALE 
(MOUNTING HOLE B02 BULKHEAD, HERMETICALLY BULKHEAD 
SEALDED ISOLATED GROUND 
MOUNTING HOLE B06 MOUNTING HOLE B06 
1-24 25-49 1-24 25-49 
$34.90 $32.46 $52.20 : $31.30 $29.11 
50-99 100 + 50-99 50-99 100 + 
|_ $30.01 _ $27.92 $44.89 , $26.92 $25.04 
Model No. PE9626 Model No. PE9627 Model No. PE9628 Model No. PE9629 PE 
|75 OHM N MALE TO 75 OHM N MALE TO 75 OHM TNC MALE TO 75 OHM BNC MALE TO 


'75 OHM TNC MALE 75 OHM TNC FEMALE 75 OHM N FEMALE 75 OHM TNC FEMALE 


Kxeose| 


, 
M2 
©.,0.e 
‘esocece: 


wretetes 


1-24 25-49 
$50.10 $46.59 $31.30 $29.11 $31.30 $29.11 
= (§0-99° 100 + 50-99 100 + 50-99 100 + 
$43.09 $40.08 $26.92 $25.04 $26.92 $25.04 


Model No. PE9631 8 =—' | Model No. PE9632 = = — ‘| Model No. PE9633 
75 OHM BNC FEMALE TO F MALE TO PAL JACK F MALE TO PAL PLUG 
75 OHM TNC MALE 


sere, 


ararays 


Oo 
> 
as 


> 
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*, 
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SS 


XX 
Xx 


2, 
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> 
QS 


2, 
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D 
Q 
XS 


ra 


a 
> 
Us 
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6550505 


LOOK 


=ah75z 
805 


1-24 
$15.25 $14.18 
30-99 =100 + 


$13.12 $12.20 
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ris Wala Te MALE TO TNC FEMALE 


Gils 


“nnn 60 Mer: ir 
30-99 = =100 + 
$152.74 $142.08 


Model No. PE9641 

SMA MALE TO SMA FEMALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


PRECISION 

ADAPTER 

1-24 25-49 

$47.55 $44.22 

50-99 100 + 
$38.04 


$40.89 


1_No. 
2.92mm FEMALE TO 2.92mm 
FEMALE, RIGHT ANGLE 
MAX VSWR 1.40:1 @ 40 GHz 


PRECISION 
ADAPTER 
1-24 25-49 
$208.95 $194.32 
50-99 100 + 


$179.70 $167.16 


LN PE9651 
2.4mm FEMALE T0 3.5mm MALE 
MAX VSWR 1.25:1 @ 34 GHz 


te 
fats 
i) 
Ss 
= 
@ 
in 
” 


1-24 25-49 
$146.25 $136.01 PRECISION 


50-99 100 + ADAPTER 
$125.78 $117.00 


P 
2.4mm FEMALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 26.5 GHz 


$146.25 
30-99 
$125.78 


$136.01 PRECISION 


100 + ADAPTER 
$117.00 


Model _ No. PE9661 
2.92mm MALE TO N MALE 
18 Giz 


MAX VSWR 1.15:1 @ 


RKRRX 


RAIS 


2-24 =25-49 
$135.80 $126.29 PRECISION 


50-99 100 _+ ADAPTER 
$116.79 $108.64 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9637 
7/16 MALE TO TNC MALE 


- 25-49 
$177.60 $165.17 
50-99 100 + 


$152.74 $142.08 


Model _No. PE9642 

SMA MALE TO SMA MALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


PRECISION 
ADAPTER 


$57.40 
50-99 
$49.36 


Model No. PE9647 
2.92mm FEMALE TO 2.92mm 
FEMALE BULKHEAD 
MOUNTING HOLE B02 

MAX VSWR 1.25:1 @ 40 GHz 


PRECISION 
ADAPTER 
1-24 
$146.25 
50-99 
$125.78 


25-49 
$136.01 
100 + 
$117.00 


2.4mm FEMALE TO 
3.5mm FEMALE 
MAX VSWR 1.25:1 @ 34 GHz 


1-24 z 
$129.10 $120.06 PRECISION 


50-99 100 _+ ADAPTER 
$111.03 $103.28 


] 
3.5mm MALE TO 
MAX VSWR 1.25: 


1-24 
$135.80 $126.29 PRECISION 


50-99 100 + ADAPTER 
$116.79 $108.64 


Model No. PE9662 
2.92mm MALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


1-24 25-49 
$219.40 $204.04 PRECISION 
50-99 100 _+ ADAPTER 

$188.68 $175.52 


Model No, PE9638 
7/16 FEMALE TO TNC MALE 


1-24 = 25-49 
$167.15 $155.45 
50-99 100 + 


$143.75 $133.72 


SMA FEMALE TO SMA FEMALE 
RIGHT ANGLE 
MAX VSWR 1.35:1 @ 27 GHz 


PRECISION 
ADAPTER 


1-24 
$62.65 
50-99 
$53.88 


Model No. PE9648 

2.92mm FEMALE TO 2.92mm 
FEMALE, 4 HOLE PANEL MOUNT 
MAX VSWR 1.25:1 @ 40 GHz 
MOUNTING HOLE AO1 


PRECISION 
ADAPTER 
1-24 25-49 
$146.25 $136.01 
50-99 100 + 
$125.78 $117.00 


Mode] No. PE9653 
2.4mm MALE TO SMA MALE 
MAX VSWR 1.20:1 @ 26.5 GHz 


$138.85 $129.13 PRECISION 
50-99 100 + ADAPTER 
$119.41 $111.08 


1-24 
$146.25 $136. 01 PRECISION 
50-99 100 + ADAPTER 
$125.78 117.00 


] E 
2.92mm FEMALE TO N MALE 
MAX VSWR 1.15:1 @ 18 GHz 


wa, 
S 


1:24 25- 
$146.25 $136.01 PRECISION 
50-99 100 + ADAPTER 

$125.78 $117.00 


Model _No. PE9639 
7/16 FEMALE TO TNC FEMALE 


Model No. PE9640 

2.4mm FEMALE TO 2.4mm 
FEMALE BULKHEAD 

MAX VSWR 1.40:1 @ 50 GHz 


MOUNTING HOLE B14 
PRECISION 
ADAPTER 
1-24 25-49 1-24 25-49 
$177.60 $230.35 $214.23 
50-99 100 + 
$198.10 $184.28 


50-99 100+ 
$152.74 $142.08 


Model No. E9644 Model No, PE9645 

2.92mm MALE TO 2.92mm FEMALE | 2.92mm MALE TO 2.92mm MALE 

RIGHT ANGLE RIGHT ANGLE 

MAX VSWR 1.40:1 @ 40 GHz MAX VSVR 1.40:1 @ 40 GHz 

PRECISION PRECISION 

ADAPTER ADAPTER 

$208.95 $194.32 $208.95 $194.32 

50-99 100 + 50-99 100 + 

$179.70 $167.16 $179.70 $167.16 
Model No. PE9650 
2.4mm MALE TO 3.5mm FEMALE 
MAX VSWR 1.25:1 @ 34 GHz 


1-24 =25-49 
$146.25 $136.01 PRECISION | $146.25 $136.01 PRECISION 


50-99 100 + ADAPTER | 50-99 100+ ADAPTER 
$125.78 $117.00 $125.78 $117.00 
Model No. PE9654 Mode] No. PE9655 
2.4mm FEMALE TO SMA MALE 2.4mm MALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 26.5 GHZ | MAX VSWR 1.20:1 @ 26.5 GHz 


$155.45 $144.57 PRECISION | $146.25 $136.01 PRECISION 


50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$133.69 $124.36 $125.78 $117.00 


Model No. PE9660 

3.5mm FEMALE TO 2.92mm 
FEMALE 

MAX VSWR 1.25:1 @ 34 GHz 


Model No. PE9659 
3.5mm FEMALE TO 2.92mm MALE 
MAX VSWR 1.25:1 @ 34 GHz 


$146.25 $136.01 PRECISION | $146.25 $136.01 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$125.78 $117.00 $125.78 $117.00 


Model No. PE9664 
2.92mm FEMALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


50-99 100 + ADAPTER 50-99 
$116.79 $108.64 


100 + ADAPTER 
$305.52 $284.20 
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| Model No. PE9666 Model No. PE9667 Model No. PE9668 Model No. PE9669 Model 
| 2.92mm MALE TO 1.85mm 2.92mm MALE TO 1.85mm MALE | 2.92mm FEMALE TO 1.85mm SMA MALE TO SMA MALE SMA FEMALE TO SMA FEMALE 
| FEMALE MAX VSWR 1.25:1 @ 40 GHz FEMALE 4 HOLE PANEL MOUNT 4 HOLE PANEL MOUNT 
| MAX VSWR 1.25:1 @ 40 GHz . MAX VSWR 1.25:1 @ 40 GHz MOUNTING HOLE A01 MOUNTING HOLE A01 
| MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 
PRECISION PRECISION 
ADAPTER ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$355.25 $330.38 PRECISION | $355.25 $330.38 PRECISION | $355.25 $330.38 PRECISION $95.65 $88.95 $62.65 $58 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100+ 50-99 ‘ae 
$305.52 $284.20 $305.52 $284.20 $305.52 $284.20 $82.26 $76.52 $53.88 $50.12 
"Model No. PE9671 Model No. PE9672 Model No, _PE9673 Model No. PE9674 Model No. PE9675 
| SMA MALE TO SMA FEMALE 1.85mm MALE TO 2.4mm MALE 1.85mm MALE TO 2.4mm 1.85mm FEMALE TO 2.4mm 1.85mm FEMALE TO 2.4mm 
n4 HOLE PANEL MOUNT MAX VSWR 1. a a 1 @ 50 ee FEMALE MALE FEMALE 
MOUNTING HOLE AQ1 MAX VSWR 1,30:1 @ 50 GHz | MAX VSWR 1.30: @ 50 GHz MAX VSWR 1.30:1 @ 50 GHz 
MAX VSWR 1.15:1 @ 18 GHz 
TI ‘a | 
"PRECISION 6a8 a 
ADAPTER — 
$62.65 $58.26 bet $397.05 $369.26 PRECISION | $386.60 $359.54 PRECISION | $386.60 $359.54 PRECISION] $386.60 $359.54 PRECISON 
| 50-99 100+ 4— 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
| $53.88 $50.12 — $341.46 $317.64 $332.48 $309.28 $332.48 $309.28 $332.48 $309.28 
.) = 
| Model No. _PE9676 Model No. PE9677 Mode] No. PE9678 Model No. PE9679 Model No. PE9680 
3.5mm FEMALE TO 3.5mm 3.5mm MALE TO 3.5mm 3.5mm FEMALE TO 3.5mm 3.5mm MALE TO 3.5mm MALE PAL PLUG TO PAL PLUG 
| FEMALE, 4 HOLE PANEL MOUNT FEMALE BULKHEAD FEMALE BULKHEAD BULKHEAD 
|| MOUNTING HOLE A01 MOUNTING HOLE B09 MOUNTING HOLE B09 MOUNTING HOLE B05 
MAX VSWR 1.25:1 @ 34 GHz MAX VSWR 1.25:1 @ 34 GHz MAX VSWR 1.25:1 @ 34 GHz MAX VSWR 1.25:1 @ 34 GHz 
) PRECISION 7 PRECISION PRECISION PRECISION 
| ADAPTER ADAPTER (______ | ADAPTER ADAPTER | 
| 1:24 25-49 1-24 25-49 ===>] 1-24 25-49 1-24 | 1-24 25-49 
$156.70 $145.73 $125.35 $116.58 eS = $118.00 $109.74 $198.50 : $8.65 $8.04 > 
50-99 100 + 50-99 100+ = 50-99 100 + 50-99 50-99 100 + = 
$134.76 $125.36 $107.80 $100.28 == $101.48 $94.40 $170.71 is $7.44 $6.92 rt) 
. — a} 
| Model No. PE9681 Model No. PE9682 Model No. PE9683 Model No. PE9684 Mod 7 
j PAL JACK TO PAL JACK REVERSE THREAD SMA FEMALE REVERSE THREAD SMA MALE N MALE QUICK DISCONNECT SSMA MALE QUICK DISCONNECT a 


TO SMA MALE TO SMA FEMALE TO SMA FEMALE TO SSMA FEMALE 


| $8.65 $8.04 $31.30 ® i d $104.45 $103.65 $96.39 
| 50-99 100 + 50-99 50-99 50-99 100 + 
i $7.44 $6.92 $26.92 , $19.69 J $89.83 ' $89.14 $82.92 
Model No. PE9686 Model No. PE9687 Model No. PE9688 Model No. PE9689 Model No. PE9690 
| SMP FEMALE TO SMP FEMALE D SUBMINIATURE PLUG TO D SUBMINIATURE PLUG TO D SUBMINIATURE RECEPTACLE 1.0/2.3 SLIDE ON JACK TO 
| D SUBMINIATURE RECEPTACLE D SUBMINIATURE PLUG TO D SUBMINIATURE SMA MALE 
4 RECEPTACLE 
$26.05 $24.23 i $36.50 $33.95 $36.50 $33.95 want 50 Pg 95 $59.55 $55.38 
$22.40 $20.84 $31.39 $29.20 $31.39 $29.20 $31.39 $29.20 $51.21 $47.64 
Model No. PE9691 Model No. PE9692 Model No. PE9693 Model No. PE9694 Model No. PE9695 
1.0/2.3 SLIDE ON PLUG TO 1.0/2.3 SLIDE ON PLUG TO 1.0/2.3 SLIDE ON JACK TO SMA MALE TO SMA FEMALE SMA FEMALE TO SMA FEMALE 
' SMA FEMALE SMA MALE IE SMA _f) | MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 
-24 25,49 
senha 40 A go 38 pate 40 - wane 40 payee 38 $31.30 $29.11 PRECISION] $31.30 $29.11 PRECISION 
50-99 100 + 50-99 50-99 100 + 50-99 100+ ADAPTER | 50-99 100+ ADAPTER 
$49.36 $45.92 $49.36 A $49.36 $45.92 $26.92 $25.04 $26.92 $25.04 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9696 Model No. PE9697 Model No, PE9698 Model No. PE9700 

FME PLUG TO FME PLUG FME PLUG TO BNC MALE FME PLUG TO BNC MALE FME PLUG TO TNC MALE 

ae L | RIGHT ANGLE RIGHT ANGLE 

24 25-49 24 25-49 1-24 ee 

$10.40 $9.67 $10.40 $9.67 $10.40 $10.40 $9.67 [erences 
50-99 100 + 50-99 100 + 50-99 100 + xem 
$8.94 $8.32 $8.94 $8.32 $8.94 $8.32 

Model No, PE9701 1 Model No. PE9705 


Model _No. PE9702 
FME PLUG TO UHF MALE FME PLUG TO SMA MALE FME PLUG TO MINI UHF MALE 


PIII 
revere. 
eteteteteterers| 


oO 


x 


re 
‘es 


SS 
o, 


RRR 


$10.40 $9.67 $10.40 $9.67 
50-99 100 + 50-99 100+ 
$8.94 $8.32 $8.94 $8.32 


del No. P 
FME PLUG TO MINI UHF MALE FME JACK TO SMA MALE 
RIGHT ANGLE 


$8.94 


Model No. PE9715 
1.85mm MALE TO 

1.85mm FEMALE 

MAX VSWR 1.50:1 @ 65 GHz 


bX 
B55 


ROO 


25-49 
$407.50 $378.98 PRECISION 


1-24 
$10.40 


i! $9.67 
50-99 50-99 100 + 50-99 100 + ADAPTER 
$8.94 $8.32 $8.94 $8.32 $350.45 $326.00 
Model P Mod 


Model No. PE9720 
1.85mm FEMALE TO N MALE 
MAX VSWR 1.25:1 @ 18 GHz 


Model No. PE9719 
1.85mm MALE TO N FEMALE 
MAX VSWR 1.25:1 @ 18 GHz 


1.85mm MALE TO 1.85mm MALE 
MAX VSWR 1.50:1 @ 65 GHz 


1.85mm FEMALE TO 
1.85mm FEMALE 
MAX VSWR 1.50:1 @ 65 GHz 


1.85mm MALE TO N MALE 


> 
oon 


" 
oreres 


KX 


eke 


raten 


> 


° 


a 


b> 
b> 


$407.50 $378.98 PRECISION 
50-99 100 + ADAPTER 
$350.45 $326.00 


1-24 25-49 
$135.80 $126.29 PRECISION 
50-99 100 + ADAPTER 
$116.79. $108.64 


$135.80 $126.29 PRECISION 
50-99 100 + ADAPTER 
$116.79 $108.64 


1-24 sd 
$135.80 $126.29 PRECISION 


50-99 100 + ADAPTER 
$116.79 $108.64 


$407.50 $378.98 PRECISION 
50-99 100 + ADAPTER 
$350.45 $326.00 


Model No. PE9722 
SMA MALE TO 3.5mm MALE 
MAX VSWR 1.25:1 @ 18 GHz 


1 No. P 
1.85mm FEMALE TO N FEMALE 
MAX VSWR 1.25:1 @ 18 GHz 


Model No. PE9723 
SMA MALE TO 3.5mm FEMALE 
MAX VSWR 1.25:1 @ 18 GHz 


SMA FEMALE T 
MAX VSWR 1.2 


a) 


SMA FEMALE TO 
MAX VSWR 1.25 


. 


1-24 ’ 1-24 
$130.55 $121.41 PRECISION | $130.55 $121.41 PRECISION | $130.55 $121.41 PRECISION 


50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$112.27 $104.44 $112.27 $104.44 $112.27 $104.44 


1-24 25-49 

$135.80 $126.29 PRECISION 
50-99 100 + ADAPTER 

$116.79 $108.64 


$135.80 $126.29 PRECISION 
50-99 100 + ADAPTER 
$116.79 $108.64 
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| 


Model No. PE9726 
| 1.85mm MALE TO SMA FEMALE 


MAX VSWR 1.30:1 @ 18 GHz 


1-24 
$135.80 


25-49 
$126.29 PRECISION 


50-99 100 + ADAPTER 
$116.79 $108.64 
| Model No. PE9731 


| N FEMALE TO REVERSE 
POLARITY TNC MALE 


KX 


$24.34 $22.64 


Model No. PE9736 
75 OHM SMB PLUG TO 
MINI 75 OHM SMB JACK 


1-24 25-49 
$41.75 $38.83 
50-99 100 + 
$35.91 $33.40 


| Model No. PE9741 
75 OHM BNC MALE TO 


F FEMALE 
| MAX VSWR 1.30:1 @ 3 GHz 


1-24 25-49 
$73.10 $67.98 PRECISION 
50-99 100 + ADAPTER 
$62.87 $58.48 


1-24 25-49 

$125.35 $116.58 PRECISION 
50-99 100 + ADAPTER 

$107.80 $100.28 


Model No. PE9751 
| BNC MALE 10 10-32 MALE 


1-24 25-49 
$41.75 $38.83 

50-99 100 + 
$35.91 $33.40 


| Free Ground Freight 
Same-Day Shipping 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9727 
1.85mm MALE TO SMA MALE 
MAX VSWR 1.30:1 @ 18 GHz 


1-24 
$135.80 
50-99 
$116.79 


25-49 
$126.29 PRECISION 
100 + ADAPTER 
$108.64 


Model No. PE9732 
REVERSE POLARITY SMA MALE 
TO N FEMALE 


SOO 
© Sf 
e054 


re 
oO 


e 
‘we 
2" 
050.0.0.8, 
22006 


> 


fe 


xx 
5 
6 


7% 
., 
~~ 

a8 


1-24 


$51.25 


50-99 


$44.08 $41.00 


Model No. PE9737 


75 OHM N MALE TO 
F FEMALE 
MAX VSWR 1.30:1 @ 3 GHz 


$73.52 PRECISION 
100 + ADAPTER 
$63.24 


Model No. PE9742 
75 OHM BNC MALE TO F MALE 
MAX VSWR 1.30:1 @ 3 GHz 


$58.26 PRECISION 
100 + ADAPTER 
$50.12 


Model No. PE9747 
3.5mm FEMALE TO 1.85mm MALE 
MAX VSWR 1.25:1 @ 34.5 GHz 


1-24 25-49 
$125.35 $116.58 PRECISION 
50-99 100 + ADAPTER 

$107.80 $100.28 


Model No. PE9752 
BNC FEMALE TO 10-32 FEMALE 


Kx Xx 


$35.91 


Model No. PE9728 
1.85mm FEMALE TO SMA MALE 
MAX VSWR 1.30:1 @ 18 GHz 


25-49 
$126.29 PRECISION 
100 + ADAPTER 
$108.64 


$135.80 
50-99 
$116.79 


Model No. PE9733 


REVERSE POLARITY SMA FEMALE} F FEMALE 


SSS 


Ke 
SKS a 
as 205 rates 


4 


Model No. PE9738 

75 OHM N MALE TO 

F MALE 

MAX VSWR 1.30:1 @ 3 GHz 


RX 


$58.26 PRECISION 
100 + ADAPTER 
$50.12 


Model No. PE9743 

75 OHM BNC FEMALE TO 

F MALE 

MAX VSWR 1.30:1 @ 3 GHz 


25-49 

$67.98 PRECISION 
100 + ADAPTER 
$58.48 


Model No. PE9748 

3.5mm FEMALE TO 

1.85mm FEMALE 

MAX VSWR 1.25:1 @ 34.5 GHz 


25-49 
$116.58 PRECISION 
100 + ADAPTER 


Model No. PE9753 
BNC FEMALE TO 10-32 MALE 


CR 


1-24 
$41.75 
50-99 
$35.91 


Model No. PE9729 


Model No. PE9730 


1.85mm FEMALE TO SMA FEMALE} N MALE TO REVERSE POLARITY 


MAX VSWR 1.30:1 @ 18 GHz 


1-24 25-49 
$135.80 

50-99 
$116.79 


100 + ADAPTER 
$108.64 
Model No. PE9734 
TO F FEMALE 
BULKHEAD 


MOUNTING HOLE B04 


Model No. 
75 OHM N 
F MALE 

MAX VSWR 


PE9739 
FEMALE TO 


1.30:1 @ 3 GHz 


PRECISION 
ADAPTER 


Model No. PE9744 

75 OHM BNC FEMALE TO 

F FEMALE 

MAX VSWR 1.30:1 @ 3 GHz 


25-49 
$68.73 PRECISION 
100 + ADAPTER 
$59.12 


Model No. 
SHV PLUG 


PE9749 
TO SHV JACK 


Model No. PE9754 

BNC FEMALE TO 10-32 FEMALE 
BULKHEAD 

MOUNTING HOLE B05 


1-24 
$41.75 

50-99 
$35.91 


$126.29 PRECISION 


TNC FEMAL 


2 
$30.50 $28.37 
50-99 100 + 
$26.23 $24.40 
Model No. PE9735 


75 OHM SMB JACK TO 
MINI 75 OHM SMB PLUG 


1-24 25-49 
$41.75 $38.83 
50-99 100 + 
$35.91 $33.40 
Model No. PE9740 
75 OHM N FEMALE TO 

F FEMALE 


MAX VSWR 1.30:1 @ 3 GHz 


1-24 25-49 
$73.10 $67.98 PRECISION 

50-99 100 + ADAPTER = 

$62.87 $58.48 » 

_ 

Model No. PE9745 oD 

3.5mm MALE TO 1.85mm FEMALE [ip 


MAX VSWR 1.25:1 @ 34.5 GHz 


1-24 
$125.35 

50-99 
$107.80 


25.49 
$116.58 PRECISION 
100 + ADAPTER 
$100.28 


Model No. PE9750 
BNC MALE TO 10-32 FEMALE 


1-24 25-49 
$41.75 $38.83 
50-99 100 + 
$35.91 $33.40 
Model No. PE9755 
BNC FEMALE TO 10-32 MALE 
BULKHEAD 


MOUNTING HOLE BO 


All Products Available Online! www.pasternack.com 221 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


b — 
fs 
=) 
= 
eae 
@ 
= 
an 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


Model No. PE9760 
F MALE TO F MALE 


MAX VSWR 1.30:1 @ 3 GHz 


{tim Tg 


Model No. PE9756 Model No. PE9757 Model No. PE9758 Model No. PE9759 

10-32 FEMALE TO 10-32 FEMALE BULKHEAD TO BNC MALE TO BNC MALE F MALE TO F FEMALE 

10-32 FEMALE 10-32 FEMALE RIGHT ANGLE MAX VSWR 1.30:1 @ 3 GHz 

MOUNTING HOLE B03 
1-24 25-49 1-24 25-49 1-24 1-24 25-49 

$31.30 $29.11 $41.75 $38.83 $31.30 $29.11 $46.95 $43.66 PRECISION 
50-99 100+ 50-99 100+ 50-99 100+ cL 50-99 100 + ADAPTER 
$26.92 $25.04 $35.91 $33.40 $26.92 $25.04 ——————J]_ $40.38 $37.56 

Model No. PE9761 Model No. PE9762 Model No. PE9763 Model No. PE9764 


F FEMALE TO F FEMALE 
MAX VSWR 1.30:1 @ 3 GHz 


1.85mm MALE TO SSMA FEMALE 
MAX VSWR 1.30:1 @ 40 GHz 


MAX VSWR 


1.85mm MALE TO SSMA MALE 


1.30:1 @ 40 GHz 


1.85mm FEMALE TO SSMA MALE 
MAX VSWR 1.30:1 @ 40 GHz 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$46.95 $43.66 PRECISION | $203.70 $189.44 PRECISION | $203.70 $189.44 PRECISON | $203.70 $189.44 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$40.38 $37.56 $175.18 $162.96 $175.18 $162.96 $175.18 $162.96 
Model No. PE9766 Model No. PE9767 Model No. PE9768 Model No. PE9769 


2.92mm MALE TO SSMA FEMALE 
MAX VSWR 1.30:1 @ 40 GHz 


N MALE TO REVERSE 


POLARITY N FEMALE 
KK 


x) 


Model No. PE9776 
BULLET, SMP FEMALE TO 
SMP FEMALE, 12.6mm LONG 


ry 


2.92mm MALE TO SSMA MALE 
MAX VSWR 1.30:1 @ 40 GHz 


REVERSE POLARITY N MALE 
TO REVERSE POLARITY N MALE 


RX 
Ress 


$20.64 


Model No. PE9777 


BULLET, SMP FEMALE TO 
SMP FEMALE 6.45mm LONG 


2.92mm FEMALE TO SSMA MALE 


MAX VSWR 


1.30:1 @ 40 GHz 


REVERSE POLARITY N FEMALE 
REVERSE POLARITY N FEMALE 


Model No. 


SMP MALE 
MAX VSWR 


PE9778 
TO SMA FEMALE 
1.45:1 @ 26.5 GHz 


MAX VSWR 1.30:1 @ 40 GHz 


1-24 25-49 1-24 25-49 1-24 25-49 
$146.25 $136.01 PRECISION | $203.70 $189.44 PRECISION | $146.25 $136.01 PRECISION] $203.70 $189.44 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$125.78 $117.00 $175.18 $162.96 $125.78 $117.00 $175.18 $162.96 
Model No. PE9771 Model No. PE9772 Model No. PE9773 Model No. PE9774 


SMA MALE QUICK-DISCONNECT 
TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


$77.70 PRECISION 
100 + ADAPTER 
$66.84 


$83.55 
50-99 
$71.85 


Model No. PE9779 
SMP FEMALE TO SMA FEMALE 
MAX VSWR 1.30:1 @ 18 GHz 


seca 


1-24 25-49 1-24 25-49 1-24 25-49 
$40.70 $37.85 $261.20 $242.92 PRECISION] $261.20 $242.92 PRECISION 
50-99 100 + 50-99 100 + ADAPTER 50-99 100 + ADAPTER 

$35.00 $32.56 $224.63 $208.96 $224.63 $208.96 

Model No. PE9781 Model No. PE9782 Mode? No. E9783 [UII | Mode! No. PEggi8 


MINI SMP MALE TO 
2.92mm FEMALE 
MAX VSWR 1.30:1 @ 40 GHz 


.2.92mm FEMALE TO 


MINI SMP FEMALE 
MAX VSWR 1.30:1 @ 40 GHz 


TNC MALE 


TO BNC FEMALE 


RIGHT ANGLE 


REVERSE POLARITY TNC MALE 
TO REVERSE POLARITY TNC 
FEMALE, RIGHT ANGLE 

MAX VSWR 1.25:1 en GHz 


PRECISION 
ADAPTER 
1-24 25-49 1-24 25-49 1-24 
$470.20 $437.29 PRECISION | $470.20 $437.29 PRECISION $16.95 


50-99 


100 _+ ADAPTER 
$404.37 


$376.16 


50-99 


100 + ADAPTER 
$404.37 


$376.16 


50-99 
$14.58 
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1-24 25-49 
$46.95 $43.66 PRECISION 
50-99 100 + ADAPTER 
$40.38 $37.56 
Model No. PE9765 
1.85mm FEMALE TO 
SSMA FEMALE 


MAX VSWR 1.30:1 @ 40 GHz 


-4 
$189.44 PRECISION 
100 + ADAPTER 

$162.96 


$203.70 
50-99 
$175.18 


Model No. 770 


2.92mm FEMALE TO SSMA FEMALE} N FEMALE TO REVERSE 


POLARITY N MALE 


Model No. PE9775 
BULLET, SMP FEMALE TO 


SMP FEMALE, 22.4mm LONG 


1-2 25-49 
$40.70 $37.85 
50-99 100 + 
$35. $32.56 
Model No. PE9780 


BULLET, MINI SMP FEMALE TO 
MINI SMP FEMALE 
5.3mm LONG, 65 GHz 


1-24 25-49 
$31.30 $29.11 
100 + 


Model No. 


1-24 25-49 
$39.95 $37.15 
50-99 100 + 


$34.36 $31.96 


Free Ground Freigh 


Same-Day Shipping | 


peo7es 
QMA MALE TO SMA FEMALE 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 195 THRU 198 
SEE PAGE 266 FOR MOUNTING HOLES 


| Model No. _PE9787 | NEW | Model No. PE9788 Model No. PE9789 
QN FEMALE TO N MALE 


QMA FEMALE TO N MALE 


$89.95 
50-99 
$77.36 $71.96 


siajdepy 
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INDEX GUIDE TO | 
ATTENUATORS & OTHER PRODUCTS 


GUIDE: TO FIND THE FIXED ATTENUATOR YOU NEED, PLEASE TURN THE PAGE AND REFER TO THE | 
FIXED ATTENUATOR SELECTOR GUIDE. FOR FURTHER ASSISTANCE, CALL OUR TECH SUPPORT 
DEPARMENT TOLL-FREE 866-727-8376. 


NEW PRODUCTS AND CATEGORIES ARE IDENTIFIED WITH THE [31g SYMBOL. 


FIXED ATTENUATORS ISOLATORS / CIRCULATORS 
PHASE SHIFTERS 


CAPS / SHORTS 
SURGE PROTECTORS 
N FUSE HOLDER 


ACTIVE DEVICES 


NOISE GENERATORS 245 & 246 
GENERAL PURPOSE AMPLIFIERS 
LOW-NOISE AMPLIFIERS 


DETECTORS / LIMITERS 


TERMINATIONS SCHOTTKY DIODE DETECTORS 246 & 247 
BNC DETECTORS 
HIGH POWER LOG DETECTOR 
FEED-THRU PRECISION SCHOTTKY DIODE LIMITERS 


50 & 75 OHM PRECISION PIN-PIN DIODE LIMITERS 


RESISTOR 
DOUBLE BALANCED MIXERS 
DIRECTIONAL COUPLERS FREQUENCY DOUBLERS 


WAVEGUIDE PRODUCTS 


ad 
1 
o= 
o & 
= 
35 
oS 
= 
© 
3 * 
——- 
” 


WAVEGUIDE TERMINATIONS... 248 & 250 
STANDARD GAIN HORNS 
END-LAUNCH ADAPTERS 


POWER DIVIDERS 


50 OHM RESISTIVE 
POWER DIVIDERS 
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PASTERNACK FIXED ATTENUATOR SELECTOR GUIDE 
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DC TO 26.5 GHZ 2.92mm* ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB,+ .5 dB 

10 AND 20 dB, + .6 dB 

30 dB,+ .8 dB 
VSWR: 1.40:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model_No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7024-1 1 dB $177.60 $165.17 $152.74 $142.08 
PE7024-2 2 dB 177.60 165.17 152.74 142.08 
PE7024-3 3 dB 177.60 165.17 152.74 142.08 
PE7024-6 6 dB 177.60 165.17 152.74 142.08 
PE7024-10 10 dB 177.60 165.17 152.74 142.08 
PE7024-20 20 dB 177.60 165.17 152.74 142.08 
PE7024-30 30 dB 177.60 165.17 152.74 142.08 


*2.92mm CONNECTORS WILL MATE BOTH ELECTRICALLY AND MECHANICALLY 
WITH ALL SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A 
REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


DC TO 18 GHZ 7mm ATTENUATORS 


IMPEDANCE: 50 Ohms 

ACCURACY: 1 THRU 6 dB, + .3 dB 
10 AND 20 dB, + .5 dB 
30 dB, + .75 dB 

VSWR: 1.20:1 MAXIMUM 


AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 

Model No. ATTENUATION 1-24 25-49 50-99 100 _+ 
PE7023-1 1 dB $365.70 $340.10 $314.50 $292.56 
PE7023-2 2 dB 365.70 340.10 314.50 292.56 
PE7023-3 3 dB 365.70 340.10 314.50 292.56 
PE7023-6 6 dB 365.70 340.10 314.50 292.56 
PE7023-10 10 dB 365.70 340.10 314.50 292.56 
PE7023-20 20 dB 365.70 340.10 314.50 292.56 
PE7023-30 30 dB 365.70 340.10 314.50 292.56 


2 WATT, DC TO 3 GHZ SMA ATTENUATORS 


ACCURACY: 1 THRU 10 dB, + .5 dB 
12,15 & 20 dB, + .75 dB 
30 & 40 dB, + 1.50 GB 

VSWR: 1.15:1 MAXIMUM 

Model No. ATTENUATION 1-24 25-49 50-99 oF 

PE7001-1 1 GB $52.20 $48.55 $44.89 $41.76 

PE7001-2 2 dB 52.20 48.55 44.89 41.76 

PE7001-3 3 dB 52.20 48.55 44.89 41.76 
on PE7001-4 4 dB 52.20 48.55 44.89 41.76 
r—@ PE7001-5 5 dB 52.20 48.55 44.89 41.76 
oD PE7001-6 6 dB 52.20 48.55 44.89 41.76 
P—@ =PE7001-7 7 dB 52.20 48.55 44.89 41.76 
r—m PE7001-8 8 dB 52.20 48.55 44.89 41.76 
rT =PE7001-9 9 dB 52.20 48.55 44.89 41.76 
So PE7001-10 10 dB 52.20 48.55 44.89 41.76 
h— §=6PE7001-12 12 dB 52.20 48.55 44.89 41.76 
(77m §=6PE7001-15 15 dB 52.20 48.55 44.89 41.76 
meg PE7001-20 20 dB 52.20 48.55 44.89 41.76 

PE7001-30 30 dB 52.20 48.55 44.89 41.76 

PE7001-40 40 dB 67.85 63.10 58.35 54.28 


ACCURACY: 1 THRU 10 dB, + .5 dB 
12,15 & 20 dB, + .75 dB 
30 & 40 dB, + 1.50 dB 
VSWR: 1.25:1 MAXIMUM 
Model No. ATTENUATION 1-24 
PE7045-1 1 dB $73.10 
PE7045-2 2 dB 73.10 
PE7045-3 3 dB 73.10 
PE7045-4 4 dB 73.10 
PE7045-5 5 dB 73.10 
PE7045-6 6 dB 73.10 
PE7045-7 7 dB 73.10 
PE7045-8 8 dB 73.10 
PE7045-9 9 dB 73.10 
PE7045-10 10 dB 73.10 
PE7045-12 12 dB 73.10 
PE7045-15 15 dB 73.10 
PE7045-20 20 dB 73.10 
PE7045-30 30 dB 73.10 
PE7045-40 40 dB 94.00 
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DC TO 40 GHZ 2.92mm* ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 3 AND 6 dB, + .8 dB 

10 THRU 30 dB, + 1.0 dB 
VSWR:  1.40:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 
Model No. ATTENUATION - 
PE7046-3 3 dB $313.45 
PE7046-6 6 dB 313.45 
PE7046-10 10 dB 313.45 
PE7046-20 20 dB 313.45 
PE7046-30 30 dB 313.45 


*2.92mm CONNECTORS WILL MATE BOTH ELECTRICALLY AND MECHANICALLY 


WITH ALL SMA, 3.5mm & K CONNECTORS. 
REGISTERED TRADEMARK OF THE ANRITSU 


1 WATT, DC TO 2 GHZ SMA ATTENUATORS 


ACCURACY: 1 THRU 10 dB,+ .6 dB 

12, 15, & 20 dB, + .75d 

30 dB + .90 dB, 40 dB + 
VSWR: 1.2:1 MAXIMUM 
Model No. ATTENUATION = 
PE7161-1 1 dB $39.95 
PE7161-2 2 dB 39.95 
PE7161-3 3 dB 39.95 
PE7161-4 4 dB 39.95 
PE7161-5 5 dB 39.95 
PE7161-6 6 dB 39.95 
PE7161-7 7 dB 39.95 
PE7161-8 8 dB 39.95 
PE7161-9 9 dB 39.95 
PE7161-10 10 dB 39.95 
PE7161-12 12 dB 39.95 
PE7161-15 15 dB 39.95 
PE7161-20 20 dB 39.95 
PE7161-30 30 dB 39.95 
PE7161-40 40 dB 39.95 


2 WATTS, DC TO 6 GHZ SMA ATTENUATORS 


: 
-5 WATT 

: 30-99 100 _+ 
$291.51 $269.57 $250.76 
291.51 269.57 250.76 
291.51 269.57 250.76 
291.51 269.57 250.76 
291.51... ,.269.57 250.76 


THE K CONNECTOR IS A 
COMPANY . 


B 

1.50 dB 
25-49 = 30-99 100 _+ 
$37.15 $34.36 $31.96 
37.15 34.36 31.96 
37.15 34.36 = 31.96 
37.15 34.36 31.96 
37.15 34.36 = 31.96 
37.15 34.36 (31.96 i 
37.15 34.36 31.96 
37.15 34.36 31.96 
37.15 | 34.36 31.96 
37.15 34.36 «= 31.96 
37.15 34.36 31.96 
37.15 34.36 31.96 
37.15 34.36 ©3196 
37.15 34.36 31.96 
37.15 34.36 31.96 


ACCURACY: 1 THRU 10 dB,+ .6 dB 

12, 15, & 20 dB, + .75 dB 

30 dB + .90 dB, 40 dB + 1.50 dB 
VSWR: 1.2:1 MAXIMUM 
PE7162-1 1 dB $59.95 $55.75 $51.56 $47.96 
PE7162-2 2 dB 59.95 55.75 51.56 47.96 
PE7162-3 3 dB 59.95 55.75 51.56 47.96 
PE7162-4 4 dB 59.95 55.75 51.56 47.96 
PE7162-5 5 dB 59.95 55.75 51.56 47.96 
PE7162-6 6 dB 59.95 55.75 51.56 47.96 
PE7162-7 7 4B 59.95 55.75 51.56 47.96 
PE7162-8 8 dB 59.95 55.75 51.56 47.96 
PE7162-9 9 dB 59.95 55.75 51.56 47.96 
PE7162-10 10 dB 59.95 55.75 51.56 47.96 
PE7162-12 12 dB 59.95 55.75 51.56 47.96 
PE7162-15 15 dB 59.95 55.75 51.56 47.96 
PE7162-20 20 dB 59.95 55.75 51.56 47.96 
PE7162-30 30 dB 59.95 55.75 51.56 47.96 
PE7162-40 40 dB 59.95 55.75 51.56 47.96 

2 WATTS, DC TO 18 GHZ SMA ATTENUATORS 
ACCURACY: 1 THRU 10 dB, + .5 dB 
12,15 & 20 dB, + .75 dB i 

30 & 40 dB, + 1.50 dB 
VSWR: 1.35:1 MAX g 
Model No. ATTENUATION 1-24 | 
PE7005-1 1 dB $85.20 . 
PE7005-2 2 dB 83.55 | 
PE7005-3 3 dB 85.20 
PE7005-4 4 dB 83.55 | 
PE7005-5 5 dB 83.55 
PE7005-6 6 dB 85.20 
PE7005-7 7 dB 83.55 
PE7005-8 8 dB 83.55 
PE7005-9 9 dB 83.55 j 
PE7005-10 10 dB 85.20 P| 
PE7005-12 12 dB 83.55 7 
PE7005-15 15 dB 83.55 i. 
PE7005-20 20 dB 85.20 ‘| 
PE7005-30 30 dB 85.20 t, 
PE7005-40 40 dB 106.55 aq 
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9 WATT, DC TO 18 GHZ SMA ATTENUATORS 10 WATT, DC TO 18 GHZ SMA ATTENUATORS 


IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB ACCURACY: 1 THRU 6 dB, + .5 dB 
10 AND 20 dB, + .5 dB 10 AND 20 dB, + .7 dB 
30 AND 40 dB, + 1.5 dB 30 AND 40 dB, + 1.5 dB 
VSWR: 1.35:1 MAXIMUM VSWR: 1.40:1 MAXIMUM 
Model No. 1-24 =| 25-49 «= 50-99 100 + 1 I 1-24 25-4 50-99 100 + 
PE7013-1 1 dB $114.90 $106.86 $98.81 $91.92 PE7016-1 1 dB $240.30 $223.48 $206.66 $192.24 
PE7013-2 2 dB 114.90 106.86 98.81 91.92 PE7016-2 2 dB 240.30 223.48 206.66 192.24 
PE7013-3 3 dB 114.90 106.86 98.81 91.92 PE7016-3 3 dB 240.30 223.48 206.66 192.24 
PE7013-6 6 dB 114.90 106.86 98.81 91.92 PE7016-6 6 dB 240.30 223.48 206.66 192.24 
 PE7013-10 10 dB 114.90 106.86 98.81 91.92 PE7016-10 10 dB 240.30 223.48 206.66 192.24 
PE7013-20 20 dB 114.90 106.86 98.81 91.92 PE7016-20 20 dB 240.30 223.48 206.66 192.24 
PE7013-30 30 dB 114.90 106.86 98.81 91.92 PE7016-30 30 dB 240.30 223.48 206.66 192.24 
PE7013-40 40 dB 135.80 126.29 116.79 108.64 PE7016-40 40 dB 261.20 242.92 224.63 208.96 
25 WATT, DC TO 18 GHZ SMA ATTENUATORS 50 WATT, DC TO 18 GHZ SMA ATTENUATORS 
i) i] 
IMPEDANCE: 50 Ohms LL Uh IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .8 dB ia i ACCURACY: 6 AND 10 dB, + .85 dB 
10 AND 20 dB, + 1.0 dB 20 AND 30 dB, + 1.5 dB 
30 AND 40 dB, + 2.0 dB r 40 dB, + 2.0 dB 
VSWR: 1.40:1 MAXIMUM | | | | | | VSWR: 1.45:1 MAXIMUM 
Model No. 1-24 25-49 50-99 100 + 
PE7018-1 1 dB $365.70 $340.10 $314.50 $292.56 
PE7018-2 2 dB 365.70 340.10 314.50 292.56 
PE7018-3 3 dB 365.70 340.10 314.50 292.56 Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7018-6 6 dB 365.70 340.10 314.50 292.56 PE7020-6 6 dB $428.40 $398.41 $368.42 $342.72 
PE7018-10 10 dB 365.70 340.10 314.50 292.56 PE7020-10 10 dB 428.40 398.41 368.42 342.72 
PE7018-20 20 dB 365.70 340.10 | 314.50 292.56 PE7020-20 20 dB 428.40 398.41 368.42 342.72 
PE7018-30 30 dB 365.70 340.10 314.50 292.56 PE7020-30 30 dB 428.40 398.41 368.42 342.72 
PE7018-40 40 dB 386.60 359.54 332.48 309.28 PE7020-40 40 dB 449.30 417.85 386.40 359.44 
100 WATT, DC TO 1.5 GHZ SMA ATTENUATORS 1 WATT, DC TO 2 GHZ N ATTENUATORS 
+ 
IMPEDANCE: 50 Ohms pia ini 1,2;3 8 6 oon 
ACCURACY: 6 dB, + .5 dB 30 + .75 dB 
10, 20 & 30 dB, + .75 dB ; 
oraees"90 db 40 + 1.5 dB 
2 : VSWR: 1.25:1 MAXIMUM 
‘ - Model No. TENUATION 1-24 
VSWR: 1.25:1 MAXIMUM SEyaOF <i + $52.20 
PE7002-2 2 dB 52.20 
Model No. 1-24 25-49 50-99 100 + PE7002-3 3 dB 52.20 
PE7022-6 6 dB $574.70 $534.47 $494.24 $459.76 PE7002-6 6 dB 52.20 
PE7022-10 10 dB 574.70 534.47 494.24 459.76 PE7002-10 10 dB 52.20 
PE7022-20 20 dB 574.70 534.47 494.24 459.76 PE7002-20 20 dB 52.20 
PE7022-30 30 dB 574.70 534.47. 494.24 459.76 PE7002-30 30 dB 49.95 
PE7022-40 40 dB 595.60 553.91 512.22 476.48 PE7002-40 40 dB 67.85 


2 WATTS, DC TO 12.4 GHZ N ATTENUATORS 


BERR 
ACCURACY: 1 THRU 10,12,15 & 20 dB, + .5 dB = ACCURACY: 1 THRU 10,12,15 & 20 aB, 
30 & 40 dB, + 1.50 dB eS 30 & 40 dB, + 1.5 dB 59 
VSWR: 1.25:1 MAXIMUM Bass VSWR: = 1.35:1 MAXIMUM > 
Model No. ATTENUATION 1-24 25-49 50-99 100+ Model No, = ATTENUATION 1-24 oO 
PE7047-1 1 dB $103.45 $96.21 $88.97 $82.76 PE7004-1 1 dB $130.55 o 
PE7004-2 2 dB 133.20 = 
PE7047-2 2 dB 103.45 96.21 88.97 82.76 3 
PE7047-3 3 dB 103.45 96.21 88.97 82.76 PE7004-3 3 dB 130.55 So 
PE7047-4 4 dB 103.45 96.21 88.97 82.76 PE7004-4 4 dB 130.55 Oo = 
PE7047-5 5 dB 103.45 96.21 88.97 82.76 PE7004-5 5 dB 130.55 = © 
PE7047-6 6 dB 103.45 96.21 88.97 82.76 PE7004-6 6 dB 130.55 oa 
PE7047-7 7 dB 103.45 96.21 88.97 82.76 PE7004-7 7 dB 130.55 — ae 
PE7047-8 8 dB 103.45 96.21 88.97 82.76 PE7004-8 8 dB 130.55 ” 
PE7047-9 9 dB 103.45 96.21 88.97 82.76 PE7004-9 9 dB 130.55 
PE7047-10 10 dB 103.45 96.21 88.97 82.76 PE7004-10 10 dB 133.20 
PE7047-12 12 dB 103.45 96.21 88.97 82.76 PE7004-12 12 dB 133.20 
PE7047-15 15 dB 103.45 96.21 88.97 82.76 PE7004-15 15 dB 133.20 
PE7047-20 20 dB 103.45 96.21 88.97 82.76 PE7004-20 20 dB 133.20 
PE7047-30 30 dB 103.45 96.21 88.97 82.76 PE7004-30 30 dB 133.20 
PE7047-40 40 dB 135.80 126.29 116.79 108.64 PE7004-40 40 dB 151.45 
5 WATT, DC TO 18 GHZ N ATTEN ie 10 WATT, DC TO 2 GHZ N ATTENUATORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB ACCURACY: 1,000 MHz, + .7 dB 
10 AND 20 dB, + .5 dB 2,000 MHz, + 1.0 dB 
30 AND 40 dB, + 1.50 dB VSWR: 1,000 MHz, 1.30:1 MAXIMUM se 
VSWR: 1.40:1 MAXIMUM 2,000 MHz, 1.60:1 MAXIMUM — 
Model No. 1-24 : : + Model No. 1-24 25-49 50-99 100 + 
PE7014-1 1 dB $188.05 $174.89 $161.72 $150.44 PE7010-2 2 dB $156.70 $145.73 $134.76 $125.36 
PE7014-2 2 dB 188.05 174.89 161.72 150.44 PE7010-3 3 dB 156.70 145.73 134.76 125.36 
PE7014-3 3 dB 188.05 174.89 161.72 150.44 PE7010-6 6 dB 156.70 145.73 134.76 125.36 
PE7014-6 6 dB 188.05 174.89 161.72 150.44 PE7010-10 10 dB 156.70 145.73 134.76 125.36 
PE7014-10 10 dB 188.05 174.89 161.72 150.44 PE7010-20 20 dB 156.70 145.73 134.76 125.36 
PE7014-20 20 dB 188.05 174.89 161.72 150.44 PE7010-30 30 dB 156.70 145.73 134.76 125.36 
PE7014-30 30 dB 188.05 174.89 161.72 150.44 PE7010-40 40 dB 177.60 165.17 152.74 142.08 
PE7014-40 40 dB 208.95 194.32 179.70 167.16 
i 
\ 
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10 WATT, DC TO 12.4 GHZ N ATTENUATORS 10 WATT, DC TO 18 GHZ N ATTENUATORS 


IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms | 
ACCURACY: 1 THRU 6 dB, + .3 dB ACCURACY: 1 THRU 6 dB, + .5 dB 
10 AND 20 dB, + .5 dB 10 AND 20 dB, + .7 dB 
t 4 


OO 


30 AND 40 dB, + 1.5 GB 30 AND 40 dB, + 1.5 dB RS 
VSWR: 1:30:1 MAX VSWR: 1.40:1 MAXIMUM 
Model_No. ATTENUATION 1-24 25-49 30-99 100 + Model No. ATTENUATION 1-24 25-49 30-99 100 _+ 
PE7048-1 1 dB $240.30 $223.48 $206.66 $192.24 PE7015-1 1 dB $261.20 $242.92 $224.63 $208.96 
PE7048-2 2 dB 240.30 223.48 206.66 192.24 PE7015-2 2 dB 261.20 242.92 224.63 208.96 
PE7048-3 3 dB 240.30 223.48 206.66 192.24 PE7015-3 3 dB 261.20 242.92 224.63 208.96 
PE7048-6 6 dB 240.30 223.48 206.66 192.24 PE7015-6 6 dB 261.20 242.92 224.63 208.96 
PE7048-10 10 dB 240.30 223.48 206.66 192.24 PE7015-10 10 dB 266.40 247.75 229.10 213.12 
PE7048-20 20 dB 240.30 223.48 206.66 192.24 PE7015-20 20 dB 266.40 247.75 229.10 213.12 
PE7048-30 30 dB 240.30 223.48 206.66 192.24 PE7015-30 30 dB 266.40 247.75 229.10 ri 4 
PE7048-40 40 dB 261.20 242.92 224.63 208.96 PE7015-40 40 dB 282.10 262.35 242.61 225.68 

25 WATT, DC TO 18 90 WATT, DC TO 18 GHZ N ATTENUATORS 

IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .8 dB IMPEDANCE: 50 Ohms 

10 AND 20 dB, + 1.0d ACCURACY: 6 AND 10 dB, + 1.0 dB 

30 AND 40 dB, + 2.0d 20 AND 30 dB, + 1.5 dB 
VSWR: 1.40:1 MAXIMUM 40 dB, + 2.0 dB 

VSWR: 1.45:1 MAXIMUM 
Model No. ATTENUATION 1-24 
PE7017-1 1 dB $365. 
PE7017-2 2 dB 365. F 
PE7017-3 3 dB 365.70 340.10 314.50 292.56 Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7017-6 6 dB 365.70 340.10 314.50 292.56 PE7019-6 6 dB $417.95 $388.69 $359.44 $334.36 
PE7017-10 10 dB 365.70 340.10 314.50 292.56 PE7019-10 10 dB 417.95 388.69 359.44 334.36 
PE7017-20 20 dB 365.70 340.10 314.50 292.56 PE7019-20 20 dB 417.95 388.69 359.44 334.36 
PE7017-30 30 dB 365.70 340.10 314.50 292.56 PE7019-30 30 dB 426.30 396.46 366.62 341.04 
PE7017-40 40 dB 417.95 388.69 359.44 334.36 PE7019-40 40 dB 470.20 437.29 404.37 376.16 
100 WATT, DC TO 1.5 GHZ N ATTENUATORS 300 WATT, N ATTENUATORS 


IMPEDANCE: 50 Ohms 

FREQUENCY RANGE: DC TO 1 GHz 

ACCURACY: + .75 dB 

VSWR: 1.40:1 MAXIMUM 

RF INPUT POWER: 300 WATT AVERAGE AT 25°C 


IMPEDANCE: 50 Ohms 

ACCURACY: 6 dB, + .5 dB 
10, 20 & 30 dB, + .75 dB 
40 dB, + 1.0 GB 


VSWR: 1.25:1 MAXIMUM 


Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7031-1 1 dB $1353.25 $1258.52 $1163.80 $1082.60 
Model _No. ATTENUATION 1-24 25-49 50-99 100 + PE7031-2 2 dB 1353.25 1258.52 1163.80 1082.60 
PE7021-6 6 dB $522.45 $485.88 $449.31 $417.96 PE7031-3 3 dB 1353.25 1258.52 1163.80 1082.60 
PE7021-10 10 dB 522.45 485.88 449.31 417.96 PE7031-6 6 dB 1353.25 1258.52 1163.80 1082.60 
PE7021-20 20 dB 522.45 485.88 449.31 417.96 PE7031-10 10 dB 1353.25 1258.52 1163.80 1082.60 
PE7021-30 30 dB 522.45 485.88 449.31 417.96 PE7031-20 20 dB 1353.25 1258.52 1163.80 1082.60 
PE7021-40 40 dB 574.70 534.47 494.24 459.76 PE7031-30 30 dB 1353.25 1258.52 1163.80 1082.60 
500 WATT, N ATTENUATORS DC TO 2 GHZ TNC ATTENUATORS 
= IMPEDANCE: 50 OHMS 
se) IMPEDANCE: 50 Ohms ACCURACY: 1 GHz, + .5 dB 
Pee] FREQUENCY RANGE: DC TO 500 MHz 2 GHz,+ .8 dB 
EEG ACCURACY: + .5 dB VSWR: 1 GHz, 1.20:1 MAXIMUM 
= = VSWR: 1.15:1 MAXIMUM 2 GHz, 1.40:1 MAXIMUM 
S=Mey RF INPUT POWER: 500 WATT AVERAGE AT 25°C 
—e DERATED TO 250 WATTS AT 100°C AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
— i —) 
Model No. ATTENUATION 1-2 25-49 3 100 + Model _No. ATTENUATION 1-24 - - 100 + 
= Fd c ; PE7003-1 1 dB $46.95 $43.66 $40.38 $37.56 
— a PE7032-1 1 dB $1567.45 $1457.73 $1348.01 $1253.96 
a E PE7003-2 2 dB 46.95 43.66 40.38 37.56 
PE7032-2 2 dB 1567.45 1457.73 1348.01 1253.96 
PE7032-3 3 dB 1567.45 1457.73 1348.01 1253.96 PE7003-3 3 dB 46.95 43.66 40.38 37.56 
PE7032-6 6 dB 1567.45 1457.73 1348.01 1253.96 PE7003-6 6 dB 46.95 43.66 40.38 37.56 
PE7032-10 10 dB 1567.45 1457.73 1348.01 1253.96 PE7003-10 10 dB 46.95 43.66 40.38 37.56 
PE7032-20 20 dB 1567.45 1457.73 1348.01 1253.96 PE7003-20 20 dB 46.95 43.66 40.38 37.56 
PE7032-30 30 dB 1567.45 1457.73 1348.01 1253.96 PE7003-30 30 dB 46.95 43.66 40.38 37.56 
PE7003-40 40 dB 67.85 63.10 58.35 54.28 
DC TO 12.4 GHZ TNC ATTENUATORS DC TO 18 GHZ TNC ATTENUATORS 


IMPEDANCE: 50 OHMS 
ACCURACY: 1 THRU 6 dB, + .3 dB 
10 AND 20 dB, + .5 dB 
30 AND 40 dB, + 1.5 dB 
VSWR: 1.25:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 


RRA 
Soe 
etetere 


SAAS 
Sesececese, 


| 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + . 
10 AND 20 dB, + . 
30 dB, + 1.5 dB 
VSWR: 1.35:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 


OOOO?N 


PE7051-1 1 dB $94.00 $87.42 $80.84 $75.20 Model No. AT A 1-24 25-4 30-99 100 + 
PE7051-2 2 dB 94.00 87.42 80.84 75.20 PE7030-1 1 dB $188.05 $174.89 $161.72 $150.44 
PE7051-3 3 dB 94.00 87.42 80.84 75.20 PE7030-2 2 dB 188.05 174.89 161.72 150.44 
PE7051-6 6 dB 94.00 87.42 80.84 75.20 PE7030-3 3 dB 188.05 174.89 161.72 150.44 
PE7051-10 10 dB 94.00 87.42 80.84 75.20 PE7030-6 6 dB 188.05 174.89 161.72 150.44 
PE7051-20 20 dB 94.00 87.42 80.84 75.20 PE7030-10 10 dB 188.05 174.89 161.72 150.44 
PE7051-30 30 dB 94.00 87.42 80.84 75.20 PE7030-20 20 dB 188.05 174.89 161.72 150.44 
PE7051-40 40 dB 114.90 106.86 98.81 91.92 PE7030-30 30 dB 188.05 174.89 161.72 150.44 
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5 WATT, DC TO 18 GHZ TNC ATTENUATORS 


10 WATT, DC TO 18 GHZ aks ATTENUATORS 


25 WATT, DC TO 18 GHZ TNC ATTENUATORS 


50 WATT, DC TO 18 GHZ TNC ATTENUATORS 


IMPEDANCE: 50 Ohms 
PR COANCES 48). Some, ACCURACY: 1 THRU 6 dB, + .5 dB 
ACCURACY: 1 THRU 6 dB, + .3 dB ta eiieh tay ae 
Pateia 30 AND 40 dB, + 1.5 dB 
| se VSWR: 1.40:1 MAXIMUM 
"VSWR: = 1.35:1 MAXIMUM 
| Model No. ENUA : -99 100+ 
| Mede!Ne., : 25-49 = 50-99 100 + PE7053-1 1 dB $313.45 $291.51 $269.57 $250.76 
pan ~~ $208.95 $194.32 $179.70 $167.16 PE7053-2 2 dB 313.45 291.51 269.57 250.76 
acters bm E0Gs95.-S 194.32 1 179.70 167236 PE7053-10 10 dB 313.45 291.51 269.57 250.76 
ees OSee20 tra 20805.) 194.32 6179.70 167016 PE7053-20 20 dB 313.45 291.51 269.57 250.76 
ee? 052-20 20 dB 208095," \ 9194.32 179.70 86716 PE7053-30 30 dB 313.45 291.51 269.57 250.76 
Bm 082900 modi 2089S S5 194.32 6179.70 167016 PE7053-40 40 dB 344.80 320.66 296.53 275.84 


IMPEDANCE: 50 Ohms | IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .8 dB Ica boo ACCURACY: 6 AND 10 dB, + 1.0 dB 

10 AND 20 dB, + 1.0 dB —_ 20 AND 30 dB, + 1.5 dB 

30 AND 40 dB, + 2.0 dB ta 40 dB, + 2.0 dB 
VSWR: 1.4021 MAXIMUM | |] | | || VSWR: | 1.45:1 MAXIMUM 

= = 50-99 190+ M ATTENUATI 1-24 25-49 : 100 + 

PE7054-1 1 dB $449.30 $417.85 $386.40 $359.44 PE7055-6 6 dB $522.45 $485.88 $449.31 $417.96 
PE7054-2 2 dB 449.30 417.85 386.40 359.44 PE7055-10 10 dB 522.45 485.88 449.31 417.96 
PE7054-3 3 dB 449.30 417.85 386.40 359.44 PE7055-20 20 dB 522.45 485.88 449.31 417.96 
PE7054-6 6 dB 449.30 417.85 386.40 359.44 PE7055-30 30 dB 522.45 485.88 449.31 417.96 
PE7054-10 10 dB 449.30 417.85 386.40 359.44 PE7055-40 40 dB 543.35 505.32 467.28 434.68 
PE7054-20 20 dB 449.30 417.85 386.40 359.44 
PE7054-30 30 dB 449.30 417.85 386.40 359.44 
PE7054-40 40 dB 470.20 437.29 404.37 376.16 


100 WATT, DC TO 1.5 GHZ TNC ATTENUATORS 


3 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS 


I 1 
IMPEDANCE: 50 Ohms 
PREDE: 2 See ACCURACY: 1 THRU 6 dB, + .4 dB 
ACCURACY: 6 dB,+ .8 dB | SOFTEE a6 an sous, 6k 
10 AND 20 dB, + 1.0d La) SUE i 30 AND 40 dB, + 1.5 dB 
| oe Bnd Sd VSWR: 1.25:1 MAXIMUM 
| VSWR: =1.40:1 MAXIMUM ; Prrewutiul ky / : r 
| PE7039-1 1 dB $156.70 $145.73 $134.76 $125.36 
l PE7039-2 2 dB 156,70. 145.73, , 134.76 512536 
. = 25-49 50-99 100+ PE7039-3 3 dB 156.70 145.73 134.76 125.36 
_-PE7056-6 6 dB $626.95 $583.06 $539.18 $501.56 sched rh Seen Wage sath aaalce SaRtSEAtE 
|) PE7056-10 10 dB 626.95 583.06 539.18 501.56 PE7039-10 10 dB 156.70 145.73 . 134.76. 125,36 
| PE7056-20 20 dB 626.95 583.06 539.18 501.56 tt ale oa SEU ie enh Gan eke 
| PE7056-30 30 dB 626.95 583.06 539.18 501.56 sesnaaman coon SEA pel re ene 5 
-PE7056-4 40 dB . 2.50 557.15 518. . . . 
| Siig 0 647.85 602.5 PE7039-40 40 dB 177.60 165.17 152.74 142.08 
10 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS 25 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS = > 
IMPEDANCE: 50 Ohms as 
| Capmany ACCURACY: 1 THRU 6 dB, + .4 dB Oo 
| ACCURACY: 1 THRU 6 dB, + .6 dB : = 
| Dy cde Ag 6 cE 10 AND 20 dB, + .6 dB 5 
SWORD 46 ae’ s'1 6 ah 30 AND 40 dB, + 1.5 dB s 5 
[Pepe etl hella ng eli VSWR: DC-4GHz 1.25 MAX a 
I > 1.30: i 4-7.5 GHz 1.45 MAX 5° 
i Model_No. 1-24 - : 100 + Model No. IT I -24 Dw 
-PE7040-1 1 dB $229.85 $213.76 $197.67 $183.88 aera ee esee de ; ~The 
PE7040-2 2 dB 229.85 213.76 197.67 183.88 PE7041-2 2 dB 365.70 340.10 314.50 292.56 Ms 
PE7040-3 3 dB 229.85 213.76 197.67 183.88 be hs He GI pea Pr Rete epetind Fh 
thperecl ‘ - hye peice ara ee PE7041-6 6 dB 365.70 340.10 314.50 292.56 
dt < 9.85 Sra on. 197 a PE7041-10 10 dB 365.70 340.10 314.50 292.56 
4 tr 0 20 dB 29.85 Bia rec say Spee PE7041-20 20 dB 365.70 340.10 314.50 292.56 
7040-30 30 dB 229.85 . ; ' PE7041-30 30 dB 365.70 340.10 314.50 292.56 
PE7040-40 40 dB 250.75 233.20 215.65 200.60 peteiicas soos AIRES SRE 
50 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS 100 WATT, DC TO 1.5 GHZ 7/16 ATTENUATORS 
IMPEDANCE: 50 Ohms 
IMPEDANCE: 50 Ohms ACCURACY: 6 dB, + .5 dB 
ACCURACY: 6 AND 10 dB, + 1.0 dB 10, 20 & 30 dB, + .75 dB 
20 AND 30 dB, + 1.5 dB j—+ 40 dB, + 1.0 dB 
40 dB, + 2.0 dB 
VSWR: 1.40:1 MAXIMUM VSWR: 1.25:1 MAXIMUM 
Model No. 1-24 25-49 50-99 100 _+ Model _ No. ATTENUATION 1-24 25-49 50-99 + 
PE7042-6 6 dB $417.95 $388.69 $359.44 $334.36 PE7043-6 6 dB $470.20 $437.29 $404.37 $376.16 
PE7042-10 10 dB 417.95 388.69 359.44 334.36 PE7043-10 10 dB 470.20 437.29 404.37 376.16 
PE7042-20 20 dB 417.95 388.69 359.44 334.36 PE7043-20 20 dB 470.20 437.29 404.37 376.16 
PE7042-30 30 dB 417.95 388.69 359.44 334.36 PE7043-30 30 dB 470.20 437.29 404.37 376.16 
PE7042-40 40 dB 417.95 388.69 359.44 334.36 PE7043-40 40 dB 470.20 437.29 404.37 376.16 
. a = 
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IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 1 GHz, + .5 dB ACCURACY: 1 THRU 6 dB, + .4 GB 
2 GHz, + .8 dB 10 AND 20 dB, + .6 dB 
VSWR: 1 GHz, 1.20:1 MAXIMUM 30 dB, + .8 dB 
2 GHz, 1.40:1 MAXIMUM VSWR: 1.25:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 50-99 100 + I 1-24 25-49 - 100 + 
PE7000-1 1 dB $31.30 $29.11 $26.92 $25.04 PE7049-1 1 dB $73.10 $67.98 $62.87 $58.48 
PE7000-2 2 dB 31.30 29.11 26.92 25.04 PE7049-2 2 dB 73.10 67.98 62.87 58.48 
PE7000-3 3 dB 31.30 29 lt 26.92 25.04 PE7049-3 3 dB 73.10 67.98 62.87 58.48 
PE7000-6 6 dB 31.30 29.11 26.92 25.04 PE7049-6 6 dB 73.10 67.98 62.87 58.48 
PE7000-10 10 dB 29.95 27.85 25.76 23.96 PE7049-10 10 dB 73.10 67.98 62.87 58.48 
PE7000-20 20 dB 29.95 27.85 25.76 23.96 PE7049-20 20 dB 73.10 67.98 62.87 58.48 
PE7000-30 30 dB 41.75 38.83 35.91 33.40 PE7049-30 30 dB 73.10 67.98 62.87 58.48 
10 WATT, BNC ATTENUATORS 100 WATT, BNC ATTENUATORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
FREQUENCY RANGE: DC TO 2,000 MHz FREQUENCY RANGE: DC TO 1 GHz 
ACCURACY: 1,000 MHz, + .6 dB ACCURACY: 3&6+ .5 dB 
2,000 MHz, + 1.0 dB 10, 20 & 30 + .75 dB 
VSWR: 1,000 MHz, 1.30:1 MAXIMUM 40 + 1.0 dB 
2,000 MHz, 1.60:1 MAXIMUM VSWR: 1.40:1 MAXIMUM 
Model _ No. ATTENUATION 1-24 25-49 - 100 + 
PE7025-2 2 dB $198.50 $184.61 $170.71 $158.80 Model No. 1-24. 25-49 Ss 100 + 
PE7025-3 3 dB 198.50 184.61 170.71 158.80 PE7026-3 3 dB $574.70 $534.47 $494.24 $459.76 
PE7025-6 6 dB 198.50 184.61 170.71 158.80 PE7026-6 6 dB 574.70 534.47 494.24 459.76 
PE7025-10 10 dB 198.50 184.61 170.71 158.80 PE7026-10 10 dB 574.70 534.47 494.24 459.76 
PE7025-20 20 dB 198.50 184.61 170.71 158.80 PE7026-20 20 dB 574.70 534.47 494.24 459.76 
PE7025-30 30 dB 198.50 184.61 170.71 158.80 PE7026-30 30 dB 574.70 534.47 494.24 459.76 
PE7025-40 40 dB 229.85 213.76 197.67 183.88 PE7026-40 40 dB 622.75 579.16 535.57 498.20 
75 OHM F ATTENUATORS DC TO 1 GHZ 75 OHM BNC ATTENUATORS 
FREQUENCY RANGE: DC TO 1,000 MHz ACCURACY: + .6 dB 
ACCURACY: + .5 dB VSWR: 1.30:1 MAXIMUM 
VSWR: 1.30:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
Model No. ATTENUATION 1-24 25-49 - + 1 ATTENUATION £ 25-49 50-99 100 + 
PE7057-1 1 dB $67.85 $63.10 $58.35 $54.28 PE7009-1 1 dB ssaine $33.95 $31.39 $29.20 
PE7057-2 2 dB 67.85 63.10 58.35 54.28 PE7009-2 2 dB 36.50 33.95 31.39 29.20 
PE7057-3 3 dB 67.85 63.10 58.35 54.28 PE7009-3 3 dB 36.50 33.95 31.39 29.20 
PE7057-6 6 dB 67.85 63.10 58.35 54.28 PE7009-6 6 dB 36.50 33.95 31.39 29.20 
PE7057-10 10 dB 67.85 63.10 58.35 54.28 PE7009-10 10 dB 36.50 33.95 31.39 29.20 
PE7009-20 20 dB 36.50 33.95 31.39 29.20 
PE7009-30 30 dB 36.50 33.95 31.39 29.20 


DC TO 2 GHZ BNC ATTENUATORS 


> 

fa ACCURACY: 1 THRU 6 dB, + .4 dB 

3 10 AND 20 dB, + .6 dB 

=| 30 dB, + .8 dB 

= VSWR: 1.35:1 MAXIMUM 

F=9) AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 

PP@ Model No. ATTENUATION 1-24 25-4 

Ma § PE7050-1 1 dB $94.00 $87.42 
PE7050-2 2 dB 94.00 87.42 
PE7050-3 3 dB 94.00 87.42 
PE7050-6 6 dB 94.00 87.42 
PE7050-10 10 dB 94.00 87.42 
PE7050-20 20 dB 94.00 87.42 
PE7050-30 30 dB 94.00 87.42 


ACCURACY: + .6 dB ACCURACY: 1 THRU 6 dB, + .4 dB 
VSWR: 1.30:1 MAXIMUM 10 AND 20 dB, + .6 GB 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT 30 dB, + .8 dB 
VSWR: 1.30:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model_No. TTENUAT 1-24 25-49 
PE7029-1 1 dB $52.20 $48.55 ATTENUATION - 1-24 25-49 r + 
PE7029-2 2 dB 52.20 48.55 PE7044-1 1 dB $104.45 $97.14 $89.83 $83.56 
PE7029-3 3 dB 52.20 48.55 PE7044-2 2 dB 104.45 97.14 89.83 83.56 
PE7029-6 6 dB 52.20 48.55 PE7044-3 3 dB 104.45 97.14 89.83 83.56 
z 2.2 48.55 PE7044-6 6 dB 104.45 97.14 89.83 83.56 
PE7029-10 10 dB 52.20 5 
PE7029-20 20 dB 52.20 48.55 PE7044-10 10 dB 104.45 97.14 89.83 83.56 
4 2 48.55 PE7044-20 20 dB 104.45 97.14 89.83 83.56 
PE7029-30 30 dB 52.20 
PE7044-30 30 dB 104.45 97.14 89.83 83.56 
*WARNING: WILL NOT MATE TO 50 OHM N CONNECTORS 
*WARNING: WILL NOT MATE TO 50 OHM N CONNECTORS 
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DC T0 4 GHZ 75 OHM BNC ATTENUATORS 


DC TO 4 GHZ BNC ATTENUATORS 


PLEASE CONTACT OUR ENGINEERING 
DEPARTMENT FOR ALL YOUR SPECIAL 
REQUIREMENTS AT (949) 261-1920. 


DC TO 4 GHZ 75 OHM N ATTENUATORS 


Same-Day Shipping || 


DC BIAS PASSING ATTENUATORS 


ELECTRICAL SPECIFICATIONS (@25°C AMBIENT) 
| “TSS TT eee a 500 MHz-2 GHz 
ATTENUATION ACCURACY 
ST i ee "i +1.0 dB MAX. 
eon fe #1.5 dB MAX, 
Pte Rakha ae ME Mea 8 dads shaw +2.0 dB MAX. 
IMPEDANCE. ........0cs0eues ee 50 OHMS EXCEPT "F" IS 75 OHMS 
| Natl te oe Soa . 1.35:1 MAX. EXCEPT "F" IS 1.45:1 MAX. 
POLTAGE  WATINGITUGPPET TIO uvuecs............. 100 VOLTS MAX. 
Do 2 AMPS MAX. 
ER POMER TUAW) Ree EUG sles asciecccscccecccce 2 WATTS MAX. 
MPERATING TEMP, RANGEL li !.cis.c-c.ccs.....-.0 00. -55°C TO +125°C 
SMA 
PRICE 
| Model No. ATTENUATION 1-24 25-49 50-99 100 + Model No. TTENUATI 1-24 25-49 50-99 100 + 
| PE7061-6 6 dB $69.85 $64.96 $60.07 $55.88 | PE7062-6 6 dB $80.80 $75.14 $69.49 $64.64 
| PE7061-10 10 dB 69.85 64.96 60.07 55.88 | PE7062-10 10 dB 80.80 75.14 69.49 64.64 
64.96 60.07 PE7062-20 20 dB 84.85 78.91 72.97 67.88 


oil A Wal OH 2 


, Model No. ’ ATTENUATION 1-24 25-49 30-99 100 + Model No. TTENUATI 1-24 25-49 50-99 100 + 
| PE7063-6 6 dB $92.75 $86.26 $79.77 $74.20 PE7064-6 6 dB $99.35 $92.40 $85.44 $79.48 
| PE7063-10 10 dB 92.75 86.26 79.77 74.20 PE7064-10 10 dB 99.35 92.40 85.44 79.48 

PE7063-20 20 dB 95.70 89.00 82.30 76.56 PE7064-20 20 dB 99.35 92.40 85.44 79.48 


Turns Counting Dial With Locking Lever 
SMA Female Connectors 

50 Ohm Nominal Impedance 

Average Power 5 Watts 

Peak Power 3KW 
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Po Pevocs-i [1-2 cuz $397.06 
j[ Perogs-2 | 2-4 GHz | 426.95 | 397.06 | 367.18 | 
[pero6s-3 | 2-4 GHz | 449.85 | 48.36 | 386.87 
) CO | 430.50 | 400.37 | 370.23 | 344.40 
Hi} Pe7065-5 | 4-8 Giz | 449.85 | 418.36 | 386.87 | 359.88 | 
| Pe706s-6 | 4-8 GHz | 508.30 | 472.72 | 437.14 | 406.64 | 
| Pe7065-7_ | 812.4 GHz | | 472.80_| 439.70 | 406.61 | 378.24 | 
| PE7065-8 | 8-12.4 GHz | 522.45 | 485.88 | 449.31 | 417.96 
[__Pe7065-9 | 8-12.4 GHz | 522.45 | 485.88 | 4a9.32_ | 47.96 | 
|__Pe7o6s-10 | 8-12.4 GHz | 522.45 | 485.88 | 449.31 | 417.96 | 
| Pe7065-11 | 12.4-18 GHz __| | 522.45 | 485.88 | 449.31 | a7.96 | 
| Pe7065-12 | 12.4-18 GHz | 75 dB | 522.45 | 485.88 | 49.31 | 47.96 | 
‘{re7o6s-13 | z.4-a8 giz | 30 dB] at 75 dw 522.45 | 485.88 | aag.32_ | 47.96 | 
ji__reoes-14 | 1z.4-18 GHz | a0 dB] 5a 5 aw] 522.45 [485.88 [449.31 | 417.96 
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SINGLE STAGE BENCH MOUNT ROTARY ATTENUATORS 


ALL UNITS HAVE 1 WATT AVERAGE POWER, 
1000 WATTS PEAK, AND -20° C to 85° C 
OPERATING TEMPERATURE. 


PE7034-1] DC-1 GHz 
PE7034-2 | DC-1 GHz 


ase | ero | ssi | 234.08 
[2es.70 | aeoan [ues | ane6_ 


50 om 

sms 
ee 
eras e500 wiz [75 ons [ove FOMLE | oA ah in ah steps | sora [ana | sa.es [ania | a.a7 [250.76 
eras | o-oo wiz [75 ows | ve FaMLE | 0-10 ob in 1 ah steps | s.asae | hana | sian [ania | ae.ar [250.76 | 
:73s-+| o-oo wiz [75 ows | ve FOmLe [0-70 de in 10 at steps | si.oae | ana | sinas [aus | aesar | azn. | 


DC-500 MHz @ 1.30:1 
PE7035-4| DC-1 GHz 75 OHMS | BNC FEMALE | 0-10 dB in 1 dB steps +.4 dB 500 MHz - 1 GHz @ 
1.40:1 


DC-500 MHz @ 1.30:1 
PE7035-5 75 OHMS | BNC FEMALE | 0-1 dB in .1 dB steps +.07 dB 500 MHz - 1 GHz @ 277.91 | 258.52 
1.40:1 
: DC-18 GHz @ 1.45:1 
PE7059-1 | DC-26.5 GHz 50 om [3.5m FEMALE| 0-9 dB in 1 dB steps 18-26.5 GHz @ 1.70:1 1771.25 | 1647.26 1523.28 | 1417.00 | 


Poe | ka 


BNC FEMALE | 0-1 dB in .1 dB steps 


BNC FEMALE | 0-100 dB in 10 dB steps | +.5 dB or 2% 
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ALL UNITS HAVE 50 OHMS BNC FEMALE CONNECTORS, 
1 WATT AVERAGE POWER, 1000 WATTS PEAK, 
AND -20° C TO 85° C OPERATING TEMPERATURE. 
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DC-1000 MHz @ 1.30:1 
ies ny T +.5 dB or 3% 1000-1500 MHz @ 1.50: 
oe 1500-2000 MHz @ 1.70: 
DC-1000 MHz @ 1.30:1 
PE7033-2 rt wt +.5 dB or 3% 1000-1500 MHz @ 1.50: 
P 1500-2000 MHz @ 1.70: 

‘4 


DC-30 MHz 0-1 dB,+.02 dB 

1-10 dB, +.1 dB 

10-81 dB, +.2 dB 
0-81 dB in 30-500 MHz 0-1 dB, +.04 dB DC-30 MHz @ 1.10:1 

PE7058-1 DC-1 GHz 1 dB steps 1-10 dB, +.2 dB 30-500 MHz @ 1.30: 1267.80 
; 10-81 dB, +.5 dB 500-1000 MHz @ 1.50:1 
500-1000 MHz 0-1 dB, +.06 dB 
1-10 dB, +.3 dB 
10-81 dB, +.8 dB 
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PE7033 


+ 


* 


PUSHBUTTON ATTENUATORS 


oO 


Li L248 Iho _JL20_JL20) 
O 


oO 


$428.54 ma $368.64 


| Pak ie im + 25 dp | 0C-100 MHz, 1.10:1 MAX 
| deeb atts 1.0 dB steps |10, 20 & 20 dB| 300-500 MHz, + .8 dB ae te opie aye! $460.80 
| 500-750 MHz, + 1.3 dB oi. 
DC-100 MHz, + .2 dB 
. ; DC-100 MHz, 1.10:1 MAX 
0-45.5 dB in| 0.5, 1, 2, 4, | 100-300 MHz, + .3 dB , 
_| PE7008-2 | DC-750 Miz joe ise wtere'| Ge i0 & Po de Wu300-500 Ine 12°45) 08 100-500 Miz, 1.2 z MAX 460.80| 428.54 368.64 
500-750 MHz, + .75 dB re si id 


0 
5 ; 
0 
| 0-65 dB in | 1.2, 4, 8, | DC-100 MHz, + .3 dB | DC-100 MHz, 1.10:1 MAX 
|| pe7o08-3 | pc-500 miz| 75 onms | 7095.98 in | 1, 2. 4, 8, | 100-300 MHz, + .5 dB | 100-300 MHz, 1.20:1 MAX | 460.80] 428.54 368.64 
/ ; ps | 10, 300-500 MHz, + .8 dB | 300-500 MHz, 1.30:1 MAX 
; DC-100 MHz, + .2 dB | DC-100 MHz, 1.10:1 MAX 
ag fs 0.5; 1, 2. 4+ | 100-300 MHz, + .3 dB | 100-300 MHz, 1.20:1 MAX | 460.80] 428.54 
| “5 GB steps | 8, 300-500 MHz, + .5 dB | 300-500 MHz, 1.30:1 MAX 
! 0-102 dB in | }, 2; 35 6, 
10, 20, 20, + .3 dB or 1% 1.40:1 MAX 799.35] 743.40| 687.44] 639.48 
1.0 dB steps 
20 & 20 dB 
0-82.5 dB in| 0.5, 1, 2, 3, " 
SOM F's de steps | 6.10, 20. + .3 dB or 1% 1.40:1 MAX 799.35| 743.40| 687.44| 639.48 


| All units have BNC female connectors. 
_PE7036 & PE7038 series have 1 watt average power. 
PE7037 series has 10 watts average power with 5000 watts peak. 


[o-a2 dB int a® steps | _s1.0 48 | 1.40:1_ | 584.15 | $543.26 | ss0z.37 | 467.22 
[0-82.5 dB in .5 a8 steps | 11.5 48 | 1.40:1__| 504.25 | 543.26 soz.s7 | 467.32 
[0-102 a8 in 148 steps | 11.5 48 | 1.401 | 633.30| 500.97 | saa.ca | 506.64 

[o-az 48 in a8 steps [| 21.5 a8 | 1.5021 [1567.45 | 1457.79 | 1348.01 | 1253.96 | 
} 
VP rverase-n | e-1 cuz | 75 ows | 0-42 ob ina a8 steps | st.048 | 1.40:1_| 574.70 | 534.47 | aa.za]| 459.76 | 
| rerose-2 | nen cuz | 75 oms | _0-02.5 a8 in .5 a8 steps | 21.5 a8 | 1.4o:1_| 563.50] sea.o6 | aa4.e1 | 450.00 
} [75 ows | 0-102 dB in 1 a8 steps | 1.5 a8 | 1.40:1__| 509.45 s7.a9| 15.53 | 479.56 


PROGRAMMABLE ATTENUATOR 


<1. 


pe7036-2_| o¢-1 Giz 


| pe7037-1_| _c-500 MHz _| 
PE7037-2 DC-500 MHz 
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a eet el a 50 Ohms NOMINAL PASTERNACK 


FRQUENCY RANGE..... Boxe  Ceague gee rrrg DC TO 1,000 MHz PE7011-6A 
ATTENUATION ACCURACY PER STEP........-0-eeeeeeeeecereecees +.3 dB PROT ABLE | 
EMI PEM aaia iets iele's ss bid'njd de woclsiceccervcdcicnaveece 1.4:1 MAXIMUM bc TO 1,000. MHZ alll 
POWER HANDLING CAPABILITY.......... 4 WATT AVERAGE; 50 WATTS PEAK 


SWITCHING TIME........ SPIE TEED sp ianie es cc > us.0 one ne 15 MILLISECONDS 
OPERATING TEMPERATURE RANGE............-eeeeeeeees -20°C TO +60°C 
OPERATING VOLTAGE.............. +12 VDC AT 45 mA PER STEP MAXIMUM 
ROMMECTORS 5 oc\se died oe nee + EM tiAb eid pie 0.0 «(oo aleip o{8Sigice aces SMA FEMALE 


f ATTENUATION ATTENUATION 
oe RANGE STEPS LOSS 1-24 =625-49° 50-99 = 100 + 
E7011-6A 63 dB IN 1 dB STEPS 1, 2, 4, 8, 16, 32 dB 2 dB $679.20 $631.66 $584.11 $543.36 


: 
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PE7077 SMA FEMALE 
PE7078 SMA FEMALE FEMALE 
PE7079 TNC MALE FEMALE 


eT | A 


PE6095 SMA MALE Sn es ee ee ne See 
PE6096 SMA FEMALE an, RRS. 5 Ula 

10 

10 

10 

10 

10 

10 

100 


PE6097 
PE6098 
PE6099 
PE6138 
PE6100 
PE6034 
PE6101 


N MALE 
PE6102 N FEMALE 
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PE6036 SMA MALE 


SMA FEMALE 
PE6104 TNC MALE 


PE6105 
PE6141 
PE6106 
PE6037 
PE6038 
PE6107 
PE6039 
PE6040 
PE6112 
PE6041 
PE6042 
PE6043 
PE6137 
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PE6140 TNC FEMALE be PAO 2. 
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78.30 72.82 | 67.34 | 62.64 | 
| + .5 dB | 78.30 72.82 | 67.34 | 62.64 | 


wmjioin 
« |e |e |e 
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| 1.25 | 109.65 | 101.97 | 94.30 | 87.72 | 


é ia) 
| 2.25 | 576.55 | 536.19 | 495.83 )\04 462.200) | 
Pot 


Posie 25 | 80.80 | 75.14 | 69.40] 64.64 
EC 
a a 
a ee CR em ay 
2504.45 97.14 nas | 83.56 
aS A 
A Ae 
a | 126.29 | 116.79 | 108.64 | 
p25 | 149.55 | 139.08 | 128-60 119-64 ae 
po aso 149.55] 139.08 | 128.61] 119.649 
ee re 
pas 25 | 191.05] 177.68 [164.30 | 52584 
po 2.25 | 207.45. |) 192.935 pe 
patton | 282.10 | 262.35 | 242.61 | 225.68 § 
pa 125 [365.70 |” 340.10" | 324.505] 7292.56 
pT 251 313.45 | 291.51) 268, eee 
| gs tas [387.55 | 360.42] 333.29, | 310.000 
P45 | 387.30] © 360.19 | 333.08 309 Se 
; 

eT 

| im 

Rind ie 


| 4.25 | 616.50 | 573.35 | 530.19 | 493.20 | 
pa 2 aa2s [634.40 | Seguegs| 545.58 |e ser ema 
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Free Ground Freight 
Same-Day Shipping 
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FEEDTHRU TERMINATIONS 


BNC SMA TNC 


VSWR: 1.20:1 MAXIMUM, DC-1 GHz 50 Ohms, 2 WATTS 50 Ohms, 2 WATTS VSWR: 1.20:1 MAXIMUM, DC-1 GHz 


POWER: 1 WATT AVERAGE 


: VSWR: 1.25:1 MAXIMUM, DC-1 GHz VSWR: 1.65:1 MAXIMUM, DC-1 GHz POWER: 1 WATT AVERAGE 
‘Model No. Impedance eens se Model No. Impedance }< 
 PE6008-50 50 Ohms POOOCOOOOOd | PE6142-50 50 Ohms 
| PE6008-75 75 Ohms PE6142-75 75 Ohms 
| PE6008-XX Any PE6142-XX Any 

Price Upon Request Price Upon Request 
1:24 25-49 : 1-24 25-49 
| $28.60 $26.60 : : : ; $38.50 $35.81 
)  $0-99° = 100 + = 50-99 = 100 + 
i $24.60 $22.88 : : ‘ a $33.11 $30.80 


| 


NEW 


) 50 & 75 OHM PRECISION TERMINATIONS © | 


*2.92mm connectors will mate with SMA, 3.5mm and K connectors. ¢3 
Female - No Chain The K connector is a registered trademark of the Anritsu Company. — Male - With Chain 


reoa) 2.92mm FEMALE* NO 40 1/2 1.20 271.65 252.63 217.32 
PE6086 2.92mm MALE* 40 282.10 262.35 242.61 225.68 
PE6085 2.92mm MALE* a0 1/2 1.20 277.95 258.49 239.04 222.36 
PE6156 BNC MALE 1.35 ae 50 Brak: 21 15. weenie 14. rien 
PE6162 MINI SMP FEMALE RE 5 | 1.35 | 156.70 | 145.73 | 134.76 | 
PE6032 N FEMALE 3 51.25 47.66 44.08 41.00 
a 
ms 2 
NO 4 
YES 18 
NO 18 
2.4 1/2 
2.4 


1 
iz. 


PE6070 
PE6003 
PE6074 
PE6084 
PE6073 
PE6083 
PE6080 
PE6079 
PE6148 
PE6149 
PE6150 
PE6151 
PE6069 
PE6002 
PE6072 
PE6082 
PE6071 
PE6081 
PE6078 
PE6077 


PE6161 SMP MALE ee Se 8 a a 130.55 121.41 112.27 104.44 


Poem et ee eee ae ee 

PE6091 TNC FEMALE "7 a8 80. 80 75. 14 69. 49 64. 64 
PE6157 TNC MALE : 

PE6158 TNC MALE 

PE6090 TNC MALE vs 18 

PE6089 TNC MALE 18 
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RESISTOR TERMINATIONS RESISTOR TERMINATIONS WITH CHAINS 


Impedance 

Model No. Connector OHMS 1-24 25-49 50-99 100 +} Model No. Connector OHMS 1-24 25-49 50-99 | 100 + 
PE6000-50 BNC MALE 50 $15.40 $14.32 $13.24 $12.32] PE6061-50 BNC MALE 50 $18.70 $17.39 $16.08 $14.96 
PE6000-75 BNC MALE (1) 75 15.40 14.32 13.24 12.32 | PE6061-75 BNC MALE (1) 75 18.70 17:39 16.08 14.96° 
PE6000-93 BNC MALE (1) 93 15.40 14.32 13.24 12.32] PE6061-93 BNC MALE (1) 93 18.70 17.39 16.08 14.96 
PE6001-50 N MALE 50 16.65 15.48 14.32 13.32] PE6062-50 N MALE 50 19.80 18.41 17.03 15.84 
PE6001-75 N MALE (1) 75 16.65 15.48 14.32 13.32 | PE6062-75 N MALE (1) 75 19.80 18.41 17.03 15.84 
PE6001-93 N MALE (1) 93 16.65 15.48 14.32 13.32 | PE6062-93 N MALE (1) 93 19.80 18.41 17.03 15.84 
PE6011-50 TNC MALE 50 16.45 15.30 14.15 13.16 | PE6063-50 TNC MALE 50 22.00 20.46 18.92 17.60 
PE6011-75 TNC MALE (1) 75 16.45 15.30 14.15 13.16 | PE6063-75 TNC MALE (1) 75 22.00 20.46 18.92 17.60 
PE6011-93 TNC MALE (1) 93 16.45 15.30 14.15 13.16 | PE6063-93 TNC MALE (1) 93 22.00 20.46 18.92 17.60 
PE6027-50 BNC FEMALE 50 16.45 15.30 14.15 13.16 | PE6064-50 BNC FEMALE 50 22.00 20.46 18.92 17.60), 
PE6027-75 BNC FEMALE (1) 75 16.45 15.30 14.15 13.16 | PE6064-75 BNC FEMALE (1) 75 22.00 20.46 18.92 17.60 
PE6028-50 N FEMALE 50 17.55 16.32 15.09 14.04] PE6065-50 N FEMALE 50 23.10 21.48 19.87 18.48 
PE6028-75 N FEMALE (1) 75 17.55 16.32 15.09 14.04 | PE6065-75 N FEMALE (1) 75 23.10 21.48 19.87 18.48 || 
PE6029-50 TNC FEMALE 50 19.10 17.76 16.43 15.28 | PE6066-50 TNC FEMALE 50 23.10 21.48 19.87 18.48 
PE6029-75 TNC FEMALE (1) 75 19.10 17.76 16.43 15.28 | PE6066-75 TNC FEMALE (1) 75 23.10 21.48 19.87 18.48 
PE6044 SMB PLUG 50 19.80 18.41 17.03 15.84 | PE6067 75 OHM N MALE 75 25.35 23.58 21.80 20.28 
PE6045 SMB JACK 50 25.35 23.58 21.80 20.28 | PE6068 75 OHM N FEMALE 75 28.60 26.60 24.60 22.88 
PE6047 75 OHM N MALE 75 19.80 18.41 17.03 15.84 | PE6093 75 OHM BNC MALE 75 28.40 26.41 24.42 22.72 
PE6048 75 OHM N FEMALE 75 25.85 24.04 22.23 20.68 | PE6094 75 OHM BNC FEMALE 75 25.35 23.58 21.80 20.28 
PE6049 SMC PLUG 50 19.80 18.41 17.03 15.84 | PE6147 C MALE 50 38.50 35.81 33,41 | 30.80 
PE6050 SMC JACK 50 19.80 18.41 17.03 15.84 | 
PE6051 75 OHM BNC MALE 75 21.30 19.81 18.32 17.04 

PE6052 75 OHM BNC FEMALE 75 19.80 18.41 17.03 15.84 

PE6053 75 OHM SMB PLUG 75 25.35 23.58 21.80 20.28 

PE6054 75 OHM SMB JACK 75 31.90 29.67 27.43 25.52 

PE6055 75 OHM SMC PLUG 75 25.35 23.58 21.80 20.28 

PE6056 75 OHM SMC JACK 75 31.90 29.67 27.43 25.52 

PE6145 C MALE 50 35.25 32.78 30.32 28.20 

PE6146 7/16" MALE 50 60.00 55.80 51.60 48.00 

PE6159 MINI 75 OHM SMB PLUG 75 23.10 21.48 19.87 18.48 

NOTES: (1) THIS TERMINATION UTILIZES A STANDARD 50 OHM CONNECTOR NOTES: (1) THIS TERMINATION UTILIZES A STANDARD 50 OHM CONNECTOR \| 
INTERFACE. FOR SPECIAL VALUES, CHANGE SUFFIX TO DESIRED VALUE - PRICE J INTERFACE. FOR SPECIAL VALUES, CHANGE SUFFIX TO DESIRED VALUE - PRICE 
UPON REQUEST. UPON REQUEST. 


PASTERNACK 
PE2050 


ALL CONNECTORS ARE SMA FEMALE 


=~] 
Ti > 
oe 
o © 

= 
25 
=a 
=s 
cea 
--—- —— 
” 


PE2058 | 2.0 - 8.0 3.3 + 0.8 
PE2060 | 7.0 - 18.0 3,5 451.28 
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| DIRECTIONAL COUPLERS 
BROADBAND 


PASTERNACK 
PE2210-6 


f 


ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55° C TO +105°C 
POWER PEAK: 3 kW | 


|| PE2210-10 
| PE2210-20 
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PE2215-16 
PE2215-20 


PE2216-6 
| PE2216-10 
PE2216-20 
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DIRECTIONAL COUPLERS 
OCTAVE 


PASTERNACK 
PE2200-6 


e) O 


ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55°C TO +105°C 
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PE2200-20 
PE2200-30 
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PE2207-10/12.4 
PE2207-20/12.4 
PE2207-30/12.4 
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| DUAL DIRECTIONAL COUPLERS 


ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55° C TO +105°C 


PASTERNACK PRICE 


PE2224-20 
1-24 25-49 50-99 100 + 
O $522.45 $485.88 $449.31 $417.96 
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| HIGH POWER DIRECTIONAL COUPLERS 


a) 
pb 


ee 


600 WATTS CW 
10K PEAK 


ie INPUT & OUTPUT CONNECTORS ARE N FEMALE 
Pezzs2-30 COUPLED PORT IS SMA FEMALE 
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|| Pe22ze-30 | 1.0- 4.0 | 30+ 1.0 + 0.70 
| PE2230-30 | 4.0 - 8.0 


-PE2235-30 
-PE2236-35 
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90 OHM RESISTIVE POWER DIVIDERS 


INPUTM POWER emniotiteicte cE c's cos tere cer atest tee 1 WATT AVERAGE 
AEMPERATUREGRANGEuels sc sos os v.00 ne Neareeniy sees -65°C TO +125°C 
OUTPUT PORTS ARE SYMMETRICAL TO MALE INPUT. 


FREQUENCY 
RANGE INSERTION 
MODEL NO. CONNECTORS DC TO GH LOSS 
PE2063 2.92mm* 12.4 6 dB 
PE2064 2.92mm* 18 7.5 dB 
PE2065 2.92mm* 26.5 8.5 dB 
PE2066 N 18 6 dB 
PE2069 SMA 6 6 dB . 
PE2067 SMA 12.4 6 dB + b . 
PE2068 SMA 18 7.5 dB 3° 1.30:1 334.35 310.95 287.54 267.48 


PASTERNACK 


PE2000 


NUMBER OF MINIMUM MAXIMUM 

FREQUENCY QUTPUT ISOLATION MAXIMUM INSERTION 

Model_No. RANGE PORTS CONNECTORS gB YSWR LOSS (dB) 
PE2000 2-500 MHz 2 BNC FEMALE 25 1.35 1.00 
PE2001 2-500 MHz 4 BNC FEMALE 22 1.35 1.50 
PE2002 2-500 MHz 8 BNC FEMALE 20 1.50 2.00 
PE2003 10-1000 MHz 2 BNC FEMALE 20 1.50 1.50 
PEZ004 10-1000 MHz 4 BNC FEMALE 20 1.70 2.00 
PEZ005 2-500 MHz 12 BNC FEMALE 20 1.50 3.00 
PE2006 1-175 MHz 6 BNC FEMALE 20 1.50 1.50 
PE2007 2-200 MHz 3 BNC FEMALE 25 1.35 1.00 
PE2008 .5-1 GHz 2 SMA FEMALE 22 1.20 0.20 
PE2009 .5-1 GHz 4 SMA FEMALE 20 1.30 0.40 
PE2011 1-2 GHz 2 SMA FEMALE 22 1.25 0.25 
PE2012 1-2 GHz 4 SMA FEMALE 20 1.60 0.60 
PE2014 2-4 GHz 2 SMA FEMALE 20 1.30 0.30 
EAR PE2015 2-4 GHz 4 SMA FEMALE 18 1.50 0.60 
Pq PE2026 2-8 GHz 2 SMA FEMALE 20 1.35 0.40 
‘eee PEZ031 2-8 GHz 4 SMA FEMALE 18 1.50 1.00 
Bee E2028 2-18 GHz 2 SMA FEMALE 20 1.50 1.00 
3 = Gas 2-18 GHz 4 SMA FEMALE 15 1.60 2.00 
aft PE2017 4-8 GHz 2 SMA FEMALE 20 1.30 0.35 
= PEZ018 4-8 GHz 4 SMA FEMALE 20 1.40 0.40 
——B PE2020 7-12.4 GHz 2 SMA FEMALE 20 1.35 0.40 
ER PEZO2ZI 7-12.4 GHz 4 SMA FEMALE 16 1.50 1.00 
a PE2027 8-18 GHz 2 SMA FEMALE 20 1.40 0.60 
77) PE2030 8-18 GHz 4 SMA FEMALE 18 1.50 1.50 
PE2023 12-18 GHz 2 SMA FEMALE 20 1.35 0.60 
PE2024 12-18 GHz 4 SMA FEMALE 18 1.50 1.50 
PE2044 2-500 MHz 2 N FEMALE 25 1.35 1.00 
PE2045 2-500 MHz 4 N FEMALE 22 1.35 1.50 
PE2046 2-500 MHz 8 N FEMALE 20 1.50 2.00 
PE2047 10-1000 MHz 2 N FEMALE 20 1.50 1.50 
PE2032 .5-1 GHz 2 N FEMALE 25 1.20 0.25 
PE2038 .5-1 GHz 4 N FEMALE 20 1.50 2.25 
PE2033 1-2 GHz 2 N FEMALE 25 1.20 0.25 
PE2039 1-2 GHz 4 N FEMALE 20 2.00 2.25 
PE2034 2-4 GHz 2 N FEMALE 23 1.20 0.40 
PE2040 2-4 GHz 4 N FEMALE 20 2.00 2.25 
PE2035 4-8 GHz 2 N FEMALE 20 1.30 0.70 
PE2041 4-8 GHz 4 N FEMALE 20 1.60 2.25 
PE2036 8-12.4 GHz 2 N FEMALE 16 1.60 1.00 
PE2042 8-12.4 GHz 4 N FEMALE 20 1.60 1.50 
PE2037 12-18 GHz 2 N FEMALE 20 1.60 1.00 
PE2043 12-18 GHz 4 N FEMALE 15 1.70 1.50 
PE2048 2-500 MHz* 2 75 OHM BNC FEMALE 25 1.35 1.00 
PEZ049 2-500 MHz* 4 75 OHM BNC FEMALE 22 1.35 1.50 
PE2061 2-500 MHz* 8 75 OHM BNC FEMALE 20 1.50 2.00 
PE2062 10-1000 MHz* 2 75 OHM BNC FEMALE 20 1.50 1.50 


*DENOTES 75 OHM POWER DIVIDER 
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FERRITE ISOLATORS & CIRCULATORS 


ALL CONNECTORS ARE SMA FEMALE 
INSERTION LOSS: .6 dB MAXIMUM 


ISOLATOR CIRCULATOR FREQUENCY ISOLATION VSWR PRICE 
MODEL NO. RANGE (GHz) = dB MINIMUM MAXIMUM 1-24 2 20-99 100 _+ 
PE8300 PE8400 1-2 18 1.35 $551.70 $513.08 $474.46 $441.36 
PE8301 PE8401 2-4 18 1.30 367.45 341.73 316.01 293.96 
PE8302 PE8402 4-8 18 1.30 218.55 203.25 187.95 174.84 
PE8303 PE8403 7-12.4 20 1.25 189.70 176.42 163.14 151.76 
| PE8304 PE8404 8-18 16 1.45 218.55 203.25 187.95 174.84 
| PE8305 PE8405 11-18 a “tae 189.70 176.42 163.14 151.76 
| PE8306 PE8406 18-26.5 1.4 209.00 194.37 179.74 167.20 


CONNECTORS: SMA FEMALE PHASE SHIFTERS PASTERNACK 
“RF POWER: 100 WATTS AVERAGE PE8243 
3000 WATTS PEAK “He 160). 
FREQUENCY PHASE INSERTION PRICE 
| RANGE ADJUSTMENT Loss (dB MAX) VSWR (MAX) 1-24 25-49 50-99 100+ 
 PE8243 DC - 2 60° PER GHz 5 1.531 $626.95 $583.06 $539.18 $501.56 
 PE8244 pc - 4 60° PER GHz 5 LL Oe 679.20 631.66 584.11 543.36 
PE8245 DC - 8 60° PER GHz .6 1.5:1 731.45 680.25 629.05 585.16 
PE8246 DC - 12 60° PER GHz tL 1.5:1 783.70 728.84 673.98 626.96 
PE8247 DC - 18 60° PER GHz 1.0 1.6:1 835.95 777.43 718.92 668.76 
PE8248 18.0 - 26.5 0 - 360° PER GHz st 1.8:1 862.05 801.71 741.36 689.64 
PE8249 26.5 - 40.0 0 - 360° PER GHz 2.0:1 1563.25 1453.82 1344.40 1250.60 


18 GHZ SMA ADJUSTABLE PHASE TRIMMERS 


BPPEDANGE cess RTE U swe etre bcc tee cc ccc eens 50 Ohms 
1.30:1 UP TO 18 GHz 
TNSERTION WOSS 5 GOL S L. cisisielele -5 dB MAXIMUM AT 18 GHz 
PHASE ADJUSTMENT RANGE.............2eeeeeees 10° x F(GHz) 
40° AT 4 GHz 


-PE8200 
PE8202 


Description 
SMA MALE TO SMA FEMALE 
SMA MALE TO (.085" SEMI-RIGID, SOLDER ATTACHMENT) 


D.C. BLOCKS 


*FROM 100 MHz TO SPECIFIED FREQUENCY 
| **2.92mm CONNECTORS WILL MATE WITH SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


Inner Only Outer Only 
ait O Oo O 
INPUT OUTPUT INPUT | / 
——O O \\ O 

=, A TYPE OF VSWR 

10_MHz_ TO MAX 
SMA MALE TO SMA FEMALE 18 GHz INNER 1.35 
SMA MALE TO SMA FEMALE 18 GHz INNER 1.45 
SMA MALE TO SMA FEMALE 18 GHz OUTER 2.35 
SMA MALE TO SMA FEMALE 18 GHz INNER & OUTER ye 
N MALE TO N FEMALE 18 GHz INNER 1.35 
N MALE TO N FEMALE 18 GHz INNER 1.45 
N MALE TO N FEMALE 18 GHz OUTER 1.34 
N MALE TO N FEMALE 18 GHz INNER & OUTER 1534 
BNC MALE TO BNC FEMALE 4 GHz INNER 1.39 
BNC MALE TO BNC FEMALE 4 GHz OUTER 2.35 
BNC MALE TO BNC FEMALE 4 GHz INNER & OUTER 1.35 
TNC MALE TO TNC FEMALE 18 GHz INNER 1.35 
TNC MALE TO TNC FEMALE 18 GHz INNER 1.45 
TNC MALE TO TNC FEMALE 18 GHz OUTER 230 
TNC MALE TO TNC FEMALE 18 GHz INNER & OUTER Lad 
2.92mm MALE TO 2.92mm FEMALE** 26.5 GHz INNER 1.35 
2.92mm MALE TO 2.92mm FEMALE** 26.5 GHz OUTER 1435 
2.92mm MALE TO 2.92mm FEMALE** 26.5 GHz INNER & OUTER BBE 
2.92mm MALE TO 2.92mm FEMALE** 40 GHz INNER 1.45 
2.92mm MALE TO 2.92mm FEMALE** 40 GHz OUTER 1.45 
2.92mm MALE TO 2.92mm FEMALE** 40 GHz INNER & OUTER 1.45 
7mm TO 7mm 18 GHz INNER 1.35 
7mm TO 7mm 18 GHz OUTER 1.35 
7mm TO 7mm 18 GHz INNER & OUTER 1.35 
75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* INNER 1.35 
75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* OUTER 1.35 
75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* INNER & OUTER 240 
75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* INNER a hee fe 
75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* OUTER 1.35 
75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* INNER & OUTER 1.35 
2.4mm MALE TO 2.4mm FEMALE 50 GHz* INNER HAY i 
2.4mm MALE TO 2.4mm FEMALE 50 GHz* OUTER poy hI 
2.4mm MALE TO 2.4mm FEMALE 50 GHz* INNER & OUTER AS 
F MALE TO F FEMALE 2 GHz INNER 35 
F MALE TO F FEMALE 2 GHz OUTER 1.35 
F MALE TO F FEMALE 2 GHz INNER & OUTER 1.35 


50-99 100 + 
$167.15 $155.45 $143.75 $133.72 
129.24 


a=24, . g0-49 
161.55 150.24 
Inner/Outer 


o 
OUTPUT INPUT 
gob | 
INSERTION WORKING 
LOSS MAX VOLTAGE 
-5 dB 200 
1.5 dB 950 
-5 dB 200 
-5 dB 200 
-6 dB 200 
1.5 dB 950 
-6 dB 200 
-6 dB 200 
-5 dB 200 
-5 dB 200 
-5 dB 200 
.75 dB 200 
1.5 dB 950 
.75 dB 200 
.75 dB 200 
-75 dB 200 
-5 dB 200 
-5 dB 200 
-5 dB 200 
-5 dB 200 
-5 dB 200 
1.0 dB 200 
1.0 dB 200 
1.0 dB 200 
-5 dB 200 
-5 dB 200 
-5 dB 200 
-5 dB 200 
.5 dB 200 
-5 dB 200 
1.5 dB 75 
1.5 dB 75 
1.5 dB 75 
-5 dB 200 
-5 dB 200 
-5 dB 200 


138.93 


PR J CE 
25-4 50-99 
$74.54 $68.93 
80.17 74.13 
136.01 125.78 
158.47 146.54 
98.35 90.95 
107.60 99.50 
128.90 119.20 
176.70 163.40 
126.29 116.79 
150.24 138.93 
204.09 188.73 
150.24 138.93 
166.52 153.98 
176.70 163.40 
227.66 210.53 
179.03 165.55 
190.88 176.52 
264.68 244.76 
485.88 449.31 
718.66 664.57 
787.25 727.99 
638.77 590.69 
664.16 614.17 
696.62 644.18 
174.89 161.72 
140.66 130.08 
225.43 208.46 
166.52 153.98 
179.03 165.55 
235.57 217.84 
971.80 898.66 
1263.36 1168.27 
1263.36 1168.27 
66.96 61.92 
101.04 93.44 
138.11 127.71 


=] 
a 
eo 
° 
= 
= 
° 
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Free Ground Freight 
‘Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


241 


> 
mt 
oe 
1°) 
fom J 
= 
bs) 
onal 
i=) 
= 
wn 
— 


PASTERNACK 


PE1602 
BIAS TEE 


CONNECTORS BIAS 
MODEL NO. RF OUT & RF_IN CONNECTORS MAXIMUM 1-24 25-49 50-99 100 _+ 
PE1606 SMA FEMALE SOLDER LUG & PIN 100 KHz-12.4 GHz 1.60:1 30 dB 24 .75 AMPS $344.80 $320.66 $296.53 $275.84 
PE1607 SMA FEMALE SOLDER LUG & PIN 100 KHz-18 GHz 1.80:1 30 dB 24 -75 AMPS 417.95 388.69 359.44 334.36 
PE1608 SMA FEMALE SOLDER LUG & PIN 100 KHz-26.5 GHz 1.80:1 30 dB 24 -75 AMPS 806.95 750.46 693.98 645.56 
PE1609 2.92mm MALE/FEMALE* SMA FEMALE 100 KHz-40 GHz 1.80:1 30 dB 25 250 mA 1353.25 1258.52 1163.80 1082.60 
PE1610 2.4mm MALE/FEMALE** SMA FEMALE 100 KHz-50 GHz 1.80:1 30 dB 25 250 mA 1666.75 1550.08 1433.41 1333.40 
PE1611 SMA FEMALE SOLDER LUG & PIN 10 MHz-2.5 GHz 1.60:1 30 dB 100 2.5 AMPS 208.95 194.32 179.70 167.16 
PE1613 SMA FEMALE SOLDER LUG & PIN 10 MHz-4 GHz 1.60:1 30 dB 100 2.5 AMPS 240.30 223.48 206.66 192.24 
PE1615 SMA FEMALE SOLDER LUG & PIN 10 MHz-6 GHz 1.60:1 30 dB 100 «2.5 AMPS) = 240.30 223.48 §=206.66 8192.24 © 
PE1604 SMA FEMALE SOLDER PINS 100 MHz-6 GHz 1.50:1 25 dB 50 500 mA 198.50 184.61 170.71 158.80 
PE1617 SMA FEMALE SOLDER LUG & PIN 250 MHz -2.5 GHz 1.50:1 20 dB 100 7 AMPS 470.20 437.29 404.37 376.16 
PE1605 SMA FEMALE SOLDER PINS 500 MHz-10 GHz 1.50:1 25 dB 50 200 mA 313.45 291.51 269.57 250.76 
PE1603 SMA FEMALE SOLDER PINS 1 GHz-5 GHz 1.50:1 25 dB 50 1000 mA 188.05 174.89 161.72 150.44 
PE1612 N FEMALE SOLDER LUG & PIN 10 MHz-2.5 GHz 1.60:1 30 dB 100 2.5 AMPS 208.95 194.32 179.70 167.16 
PE1614 N FEMALE SOLDER LUG & PIN 10 MHz-4 GHz 1.60:1 30 dB 100 2.5 AMPS 261.20 242.92 224.63 208.96 
PE1616 N FEMALE SOLDER LUG & PIN 10 MHz-6 GHz 1.60:1 30 dB 100 2.5 AMPS 261.20 242.92 224.63 208.96 
1.50:1 20 dB 100 7 AMPS 517.25 481.04 444.84 413.80 


PE1618 N FEMALE SOLDER LUG & PIN 250 MHz-2.5 GHz 


*2.92mm connectors will mate with SMA, 3.5mm and K connectors. The K connector is a registered trademark of the Anritsu Company. 
**1.85mm, 2.4mm & V connectors will mate mechanically & electrically to each other. The V connector is a trademark of the Anritsu Company. 


CAPS SHORTS 


a 


O 
Male , 
Model No. Series Gender Chain 1-24 50-99 Gender Chain 1-24 25-49 50-99 100+ 
PE6058 7/16 FEMALE YES $29.20 $27.16 $25.11 $23.36 PE6012 BNC MALE NO $6.60 $6.14 $5.68 $5.28 — 
PE6057 7/16 MALE YES. 292203 g7egeee: 25.11 + 123.36 PE6127 BNC MALE YES 9.35 8.70 8.04 7.48 
aad PE6013 BNC MALE YES 5.30 4.93 4.56 4.24 PE6030 BNC FEMALE NO 9.35 8.70 8.04 7.48 
i — PE6014 BNC MALE NO 3.20 2.98 2.75 2.56 PE6128 BNC FEMALE YES 12.50 11.63 10.75 10.00 
Ons PE6015 BNC FEMALE YES 4.45 4.14 3.83 3.56 PE6022 N MALE NO 13.55 12.60 11.65 10.84 
iB PEG108 BNC FEMALE NO 5.15 4.79 4.43 4.12 PE6129 N MALE YES 16.10 14.97 13.85 12.88 
Se Ma ( MALE YES;’ 1.13.70 uumessaeee 11,.78...°. 10-66 PE6031 N FEMALE NO 14.60 13.58 12.56 11.68 — 
= <3 =PE6109 Cc MALE NO 13.05 12.14 11.22 10.44 PE6130 N FEMALE YES 17,.20.,01be4e nu deete, Laake 
= = PE6110 CG FEMALE YES 17.40 16.18 14.96 13.92 PE6006 SMA MALE NO 14.40 13.39 12.38 11.52 
og PE6111 Cc FEMALE NO 16.65 15.48 14.32 13.32 PE6131 SMA MALE YES 12.50 11.63 10.75 10.00. 
fed PEGOS9 HN MALE YES 18.05 16.79 15.52 14.44 | PE6007 SMA FEMALE NO 15.55 14.46 13.37 12.44 
a PE6113 HN MALE NO 13:05 eee deride 111.22 10.44 PE6132 SMA FEMALE YES 16.65 15.48 14.32 13.32 
PE6114 HN FEMALE YES 18.75 17UA4 52" 16.13 15.00 PE6133 TNC MALE NO 13.55 12.60 11.65 10.84 
PE6115 HN FEMALE NO 17.70 16.46 15.22 14.16 PE6134 TNC MALE YES 16.65 15.48 14.32 13.32 
PE6016 N/UHF MALE YES 4.60 4.28 3.96 3.68 PE6135 TNC FEMALE NO 13.55 12.60 11.65 10.84 
PE6017 N/UHF MALE NO 4.85 4.51 4.17 3.88 PE6136 TNC FEMALE YES 16.65 15.48 14.32 13.32 
PE6018 N FEMALE YES 6.90 6.42 5.93 5.52 “ 
PE6116 N FEMALE NO 5.60 5.21 4.82 4.48 ! 
PE6117 sc MALE YES’: 73:20 67-98 ~° 62:87 58.48 , 
PE6118 sc FEMALE YES 62.65 58.26 53.88 50.12 a 
PE6019 SMA MALE YES 7.40 6.88 6.36 5.92 a 
PE6024 SMA MALE NO 6.50 6.05 5.59 5.20 
PE6119 SMA FEMALE YES; 14.80 913.76 s 12:7319 41-84 , 
PE6120 SMA FEMALE NO 14.55 13.53 12.51% 411.64 7 
PE6121 SMB PLUG YES 15.60 14.51 13.42 12.48 e | 
PE6122 SMB JACK YES 7.60 7.07 6.54 6.08 | 
PE6123 SMC PLUG YES 10.40 9.67 8.94 8.32 | 
PE6124 SMC JACK YES 10.40 9.67 8.94 8.32 4 
PE6020 SSMA MALE NO 7.25 6.74 6.24 5.80 
PE6125 75 OHM SMB PLUG Vests 22.95) > (21.34% -19.745-2 18.36 a 
PE6126 75 OHM SMC PLUG YES’ 22.95 > 21.34 ° 219/74) 18.36 ) / 
PE6021 TNC FEMALE YES 7.75 7.21 6.67 6.20 a 
PE6143 TNC FEMALE NO 7.60 7.07 6.54 6.08 
PE6023 TNC MALE YES 5.55 5.16 4.77 4.44 > 
PE6144 TNC MALE NO 5.90 5.49 5.07 4.72 
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SPECIFICATIONS 
FREQUENCY RANGE: DC - 3 GHz 


INSERTION LOSS: .5 dB 

IMPEDANCE: 50 OHMS 

DC BLOCKING: NONE. WILL PASS DC FOR POWER AND CONTROL PURPOSES. 
MAX DC OR PEAK AC IS 150 V 

FIRING POINT: 350 V +15%@<.100V/S > 1000 @ 5kv/ ws RISE 

BREAKDOWN VOLTAGE: 20 TO 30V 

SURGE CURRENT: 5000 A (8/20 ys PULSE) 

PLUG LIFE: >600 TIMES @ 500A PULSE (FIELD REPLACEABLE) 


P.O. BOX 16759 
IRVINE, CA 92623 


181202 
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OPERATING VOLTAGE (ACTUATED TO "B" POSITION) 
OPERATING TEMPERATURE RANGE..........cceeeescrcrccecesscccversnssesesseseecs 


NOMINAL 
P IMPEDANCE 1-24 . 100 + 
PE7100 BNC FEMALE 50 OHMS $239.95 $223.15 $206.36 $191.96 
PE7101 75 OHM BNC FEMALE 75 OHMS 412.15 383.30 354.45 329.72 
PE7102 N FEMALE 50 OHMS 261.20 242.92 224.63 208.96 
PE7103 75 OHM N FEMALE 75 OHMS 219.45 204.09 188.73 175.56 


PASTERNACK 
ENTERPRISES 


WWW.PASTERNACK.COM 
SALESOPASTERNACK.COM 


PE7G601 —3 


LATED LOOP 
IRCUIT PROTECTOR 
‘09 


PASTERNACK 
ENTERPRISES 


P.O. BOX 16759 
IRVINE, CA 92623 
WWW.PASTERNACK.COM 


PE7S01—1 


E161 202 


12V DC 


SALES@PASTERNACK.COM 


POWER HANDLING pone 
WATTS CONNECTOR TYPE 1-24 25-4 50-99 100 + 
PE7301-1 200 N FEMALE $94.00 $87.42 $80.84 $75.20 
PE7301-2 2000 N FEMALE 104.45 97.14 89.83 83.56 
PE7301-3 200 N FEMALE BULKHEAD 110.75 103.00 95.25 88.60 
PE7301-4 2000 N FEMALE BULKHEAD 110.75 103.00 95.25 88.60 
CARTRIDGE FOR 
PE7301-200CART 200 PE7301-1/PE7301-3 14.60 13.58 12.56 11.68 
PE7301-2000CART 2000 PE7301-2/PE7301-4 14.60 13.58 12.56 11.68 
SPECIFICATIONS ol on ox 
Ss CK 
FREQUENCY RANGE: DC - 1.3 GHz eee ake 
VSWR: 1.6:1 MAX Nua PE7139 oy 
INSERTION LOSS: .75 dB Wis ot YK 
ISOLATION: 50 dB Re OTT oH 
POWER HANDLING: 1500 WATTS RF TER \7 / 
IMPEDANCE: 50 OHMS ( NUH ] yh 8 
_ CONNECTOR TYPE: N FEMALE NEY 
REPLACEABLE CARTRIDGE 
SWITCHING FUNCTIONS: WHEN THE KNOB POINTS TO THE CENTER (GROUND) SWITCH POSITION ALL ANTENNA CIRCUITS ARE 
INTERNALLY DISCONNECTED AND GROUNDED. WHEN THE KNOB IS IN AN ACTIVE POSITION THE UNUSED ANTENNA PORTS ARE GROUNDED. 
THE ACTIVE POSITION CIRCUIT IS CONTINUOUSLY PROTECTED BY THE REPLACEABLE CARTRIDGE. 
NUMBER OF PRICE 
OUTPUT PORTS 1-24 25-49 50-99 100 + 
PE7139 2 $146.25 $136.01 $125.78 $117.00 
PE7140 4 167.15 155.45 143.75 133.72 
RT FOR 
PE7139-CART PE7139/PE7140 15.25 14.18 13.12 12.20 
N FUSE HOLDERS 3 
IMPEDANCE: 50 OHMS i 
FREQUENCY RANGE: DC TO 1,000 MHz oc) 
VSWR: 1,50:1 MAXIMUM ° 
FUSE LEVEL: 1/16 AMP = +23 dBM mcarenen =| 
1/8 AMP = +29 dBM 3S 
1/4 AMP = +35 dBM SI 
PRICE © 
Model No. 1-24 25-49 50-99 100+ = 
PE7300-1 1/16 AMP $75.30 $70.03 $64.76 $60.24 w” 
PE7300-2 1/8 AMP 75.30 70.03 64.76 60.24 
PE7300-3 1/4 AMP 75.30 70.03 64.76 60.24 
FREQUENCY RANGE....... a eee tp BAe ee ... DC TO 1,000 MHz 
RUN hoc ces cess ccc ccc need ce dWe TUG seve UMs eb eBe Thee MO, ON 1.60:1 MAXIMUM 
TN Rese hao asG cp cccvecevecchecusuawasneueaiotpas .70 dB MAXIMUM 
i a5 55a ve in't og conc csacegaeaaduhasang teen piltmhn 50 dB MINIMUM 
POWER HANDLING CAPACITY...............2seececcceeueees 5 WATTS rt COMMON TO SWITCHED ai, 
SWITCHED PORTS TERMINATED), 
4 WATT SWITCHED PORTS TO COMMON RASIEBACK jest 
es. sia ops sec ens sree scscccrges esc gus SOMMMEmEMls gods 15 MILLISECONDS fe) O 


ree Ground Freight 


ame-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) 


All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 


Fax: 949-261-7451 
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commas: GOAXIAL SWITCHES 


a ata SPST SP3T SP4T til 
Owe smi O TTL LOGIC 0: LOW Loss  ~iL LOGIC 0: LOW LOSS TTL LOGIC 0: LOW Loss 
TTT TTL LOGIC 1, ISOLATION TIL LOGIC 1: ISOLATION TTL LOGIC 1: ISOLATION 
= : El CONTROLS: J2-J1 E1 CONTROLS: J2-J1 
ALL CONNECTORS ARE SMA FEMALE SPT SRE ee ee al 
DC BIAS: +5.0 + 0.5V @ 40mA MAX. TTL LOGEC |O: “LOW "LOSS E4 CONTROLS: J5-J1 
15,0 + 3.0V@ 40mAMAX, “TTL LOGIC 1: ISOLATION 
INSERTION POWER 
FRE Y SWITCH LOSS ISOLATION = WATTS 
MODEL NO. RANGE TYPE {4B MAX) (MIN) (dB MIN) (MAX) 1-24 25-49 
PE7104 10 MHz - 1 GHz SPST 1.2 1.5 80 2.0 $1724.25 $1603.55 
PE7105 1 GHz - 2 GHz SPST 0.9 1.5 85 2.0 1263.40 1174.96 
PE7106 1 GHz - 18 GHz SPST 2.9 2.0 65 0.5 1670.00 1553.10 
PE7107 2 GHz - 4 GHz SPST 1.1 1.6 75 1.0 1263.40 1174.96 
PE7108 4 GHz - 8 GHz SPST 1.7 1.6 75 1.0 1335.00 1241.55 
PE7109 8 GHz - 12 GHz SPST 1.9 1.8 70 1.0 1263.40 1174.96 
PE7110 12 GHz - 18 GHz SPST 2.8 2.0 65 0.5 1263.40 1174.96 
PE7111 10 MHz - 1 GHz SPDT 1.3 1.5 80 2.0 1493.85 1389.28 
PE7112 1 GHz - 2 GHz SPDT 1.0 1.5 85 2.0 1493.85 1389.28 
PE7113 1 GHz - 18 GHz SPDT 3.1 2.0 65 0.5 1755.00 1632.15 
PE7114 2 GHz - 4 GHz SPDT 1.2 1.6 75 1.0 1608.50 1495.91 
PE7115 4 GHz - 8 GHz SPDT 1.8 1.6 75 1.0 1608.50 1495.91 
PE7116 8 GHz - 12 GHz SPDT 2.0 1.8 70 1.0 2089.95 1943.65 
PE7117 12 GHz - 18 GHz SPDT 3.0 2.0 65 0.5 1493.85 1389.28 
PE7118 10 MHz - 1 GHz SP3T 1.4 1.5 80 2.0 1493.85 1389.28 
PE7119 1 GHz - 2 GHz SP3T 1.1 1.5 85 2.0 1493.85 1389.28 
PE7120 1 GHz - 18 GHz SP3T 3.3 2.0 65 0.5 1954.65 1817.82 
PE7121 2 GHz - 4 GHz SP3T 1:3 1.6 75 1.0 1263.40 1174.96 
PE7122 4 GHz - 8 GHz SP3T 1.9 1.6 75 1.0 1608.50 1495. 
PE7123 8 GHz - 12 GHz SP3T 2.2 1.8 70 1.0 1608.50 1495. 
PE7124 12 GHz - 18 GHz SP3T 3.2 2.0 65 0.5 1608.50 1495. 
PE7125 10 MHz - 1 GHz SPAT 1.5 1.5 80 2.0 1954.65 1817. 
PE7126 1 GHz - 2 GHz SPAT 1.2 1.5 85 2.0 1838.95 1710. 
PE7127 1 GHz - 18 GHz SPAT 3.5 2.0 65 0.5 2070.40 1925. 
PE7128 2 GHz - 4 GHz SPAT 1.4 1.6 75 1.0 1838.95 1710. 
PE7129 4 GHz - 8 GHz SPAT 2.0 1.6 75 1.0 2070.40 1925. ’ 
PE7130 8 GHz - 12 GHz SPAT 2.4 1.8 70 1.0 1954.65 1817.82 1681.00 1563.72 
PE7131 12 GHz - 18 GHz SPAT 3.4 2.0 65 0.5 1838.95 1471.16 
cent RELAY SWITCHE 
F = FAILSAFE 
H = HOT SWITCHES i nated! " 
I = INDICATORS 
L = LATCHING 
N = NORMALLY OPEN 
P = PULSE LATCHING 
S = SELF CUT OFF 
T = TERMINATED 
FREQUENCY CONNECTOR = ACTUATING VSWR 
RANGE FEATURES VOLTAGE (MAX) 1-24 25-49 50-99 100 + 
PE7141 — OC - 18 GHz SPDT F SMA 28 1.50 $278.75 $259.24 $239.73 $223.00 
PE7142 —sC_—- (18 GHz SPDT F SMA 12 1.50 278.75 259.24 239.73 223.00 
PE7143 ~—s OC :18 GHz SPDT 1,L,$ SMA 28 1.50 705.30 655.93 606.56 564.24 
PE7144 = C_--:«18 GHz SPDT L.A SMA 12 1.50 376.40 350.05 323.70 301.12 
PE7145 DC _- 18 GHz SPDT 1,P SMA 28 1.50 313.45 291.51 269.57 250.76 
PE7146 = OC ‘18 GHz SPDT I,P SMA 12 1.50 345.25 321.08 296.92 276.20 
PE7147_ —s OC: - «4 Gz SPDT F N 28 1.20 398.05 370.19 342.32 318.44 
PE7148 = OC - «4 Ghz SPDT F N 12 1.20 398.05 370.19 342.32 318.44 
PE7149_ —- DC: 8 GHz SPDT H,I,P N 28 1.45 2089.95 1943.65 1797.36 1671.96 
PE7150 DC - 18 GHz SPST F SMA 28 1.50 407.50 378.98 350.45 326.00 
PE7151 DC - 18 GHz TRANSFER I,L,$ SMA 28 1.50 627.85 583.90 
PE7152 DC _- 18 GHz TRANSFER 1,P SMA 28 1.50 517.40 481.18 
PE7153 DC - 4 GHz TRANSFER F N 28 1.20 501.55 466.44 
PE7154 DC - ‘(18 GHz DPDT Fey SMA 28 1.50 794.90 739.26 
PE7155 DC - 18 GHz DPDT I,P SMA 28 1.50 731.45 680.25 
PE7156 DC _- ‘18 GHz DPOT 1,P,T SMA 28 1.50 835.95 777.43 
PE7157 DC - 18 GHz DPDT I,P,T, TTL SMA 28 1.50 888.20 826.03 
PE7158 DC _- 18 GHz SPAT N SMA 28 1.50 590.00 548.70 
PE7159 DC _- 18 GHz SP6T N SMA 28 1.50 857.70 797.66 


PE7160 DC - 8 GHz SP10T 2200.00 2046.00 


N SMA 28 1.30 
Ait COOMECTORS AEE Sa TeMMALE TRANSFER SWITCHES 


-15.0 + 3.0V@ 80mA MAX. 


CONTROLS: TTLLOGIC 0: J1-J2, J3-J4 LOW LOSS 
J1-J4, J2-J3 ISOLATION 
TTL LOGIC 1: J1-J4, J2-J3 LOW LOSS 
J1-J2, J3-J4 ISOLATION 
INSERTION POWER 
FREQUENCY LOSS VSWR ISOLATION WATTS PRICE 
MODEL NO. RANGE {dB MAX) (MAX) {dB MIN) (MAX) 1-24 25-49 ~ 100 + 
PE7132 10 MHz - 1 GHz 1.3 1.5 80 2.0 $2070.40 $1925.47 $1780.54 $1656.32 
PE7133 1 GHz - 2 GHz 1.0 1.5 85 2.0 1838.95 1710.22 1581.50 1471.16 
PE7134 1 GHz - 18 GHz 3.1 2.0 65 0.5 2531.25 2354.06 2176.88 2025.00 
PE7135 2 GHz - 4 GHz 1.2 1.6 75 1.0 2185.10 2032.14 1879.19 1748.08 
PE7136 4 GHz - 8 GHz 1.8 1.6 75 1.0 2300.85 2139.79 1978.73 1840.68 
PE7137 8 GHz - 12 GHz 2.0 1.8 70 1.0 2070.40 1925.47 1780.54 1656.32 
PE7138 12 GHz - 18 GHz 3.0 2.0 65 0.5 1954.65 1817.82 1681.00 1563.72 
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HIGH OUTPUT NOISE GENERATORS 


SPECIFICATION: 
PASTERNACK 
| INPUT POWER +28VDC AT 20 mA MAX. PE8505 

FREQUENCY BIAS H n PRICE 

| MODEL NO. RANGE (GHZ) CONNECTORS CONNECTORS NOISE OUTPUT FLATNESS dB 1-24 25-49 50-99 100 + 
| PE8505 1-2 SMA FEMALE SMA MALE 30-35 21 $855.00 $795.15 $735.30 $684.00 
| PE8506 2-4 SMA FEMALE SMA MALE 30-35 sg 997.50 927.68 857.85 798.00 
 PE8507 4-8 SMA FEMALE SMA MALE 30-35 +1 1070.35 995.43 920.50 856.28 
_ PE8508 8 - 12 -SMA FEMALE SMA MALE 28-33 +] 1140.00 1060.20 980.40 912.00 
| PE&509 12 - 18 SMA FEMALE SMA MALE 28-33 +1 1254.00 1166.22 1078.44 1003.20 


IN-LINE AMPLIFIERS 


| SPECIFICATIONS 

| ELECTRICAL: 

| USNS) Se . .500 - 2 GHz at 

S| SHARES SIMMAGTOMINUIIT I RGU ib... .... eee eas 18 dB TYP. — 

: 16 dB MIN. 

| OUTPUT POWER AT 1 dB COMPRESSION (@2 GHz)............. 10 dBm TYP. 

NF NOISE FIGURE (@2 GHz) 4 dB TYP. — | ¢ <¢ 


THIRD ORDER INTERCEPT POINT (@2 GHz)................0- 23 dBm TYP. 
| - VSWR INPUT & OUTPUT...... RRO anaes 2.0:1 MAX. RF IN RF OUT 
i OPERATANG VOLTAGE. FUNG sWIsG SOUEN. cose ¥op..sce.scvaccesccns +15V te + OC 
| MAX RATING: 7 PRICE 
LR cv ecscccccccseencccecs 50 mA MODE ECTOR ‘ ‘ + 
REPRINT Mec ccc ccc cece ccc cceccecewilies 100 mW MODEL NO. CONNECTOR ia cares B0.92 area 
‘ m PE1510 SMA $146.25 $136.01 $125.78 $117.00 
OPERATING TEMP. RANGE...........e.ceecceccecceeceee -45°C TO +85°C adacia ‘ G7)” LAS 138-760) 125.26 
STORAGE TEMP. RANGE............. SO Res -65°C TO +125°C , ; : : 
PE1512 TNC 156.70 145.73 134.76 125.36 
GENERAL PURPOSE AMPLIFIERS ralibingll Wek 
SPECIFICATIONS PASTERNACK emi 
OPERATING VOLTAGE ........... 8 9-15 VDC "se 
OPERATING TEMPERATURE ....... -10° C to +65° C he 
STORAGE TEMPERATURE RANGE ...-65° C to +125° C ® 0 ® 
QUTPUT NOISE 
OPERATING GAIN P1dB FIGURE INTPUT RL QUTOUT RL Por I CE 
MODEL NO. CURRENT FREQUENCY (dB MIN) (dBm MIN) (dB MAX) (dB TYP) (dB TYP) 1-24 25-49 50-99 100+ 
PE1513 50 mA 10-1000 MHz 20 13 2.7 -18 -12 $313.45 $291.51 $269.57 $250.76 
1-2 GHz 17 11 3.5 -18 -14 
2-3 GHz 14 9 5 -15 -10 
PE1514 40 mA 10-2000 MHz 12 10 5.5 -15 -15 313.45 291.51 269.57 250.76 
2-3 GHz 10 9 7 -11 -10 
PE1515 80 mA 10-1000 MHz 13 16 7 -12 -14 313.45 291.51 269.57 250.76 
1-2 GHz 12 15 7 =12 -14 
2-3 GHz 10 14 8.5 21) -10 
PE1516 120 mA 100-1000 MHz 18 16 6 -18 -10 313.45 291.51 269.57 250.76 
1-2 GHz 21 15 6 -20 -15 
2-3 GHz 18 14 7 -18 -10 
| NEW | PE1525 120 mA 20-2500 MHz 18 15 6 “1? -14 299.95 278.95 257.96 239.96 
es dl, 
LOW NOISE AMPLIFIERS vee 
PASTERNACK 
| SPECIFICATIONS PEIS19 
OPERATING VOLTAGE .............<....00; 12 voc 
OPERATING TEMPERATURE ....... -30° C to +70° C 
STORAGE TEMPERATURE RANGE ... -40° C to +90° C 
CURRENT 
GAIN P1dB INTPUT QUTPUT NOISE AT Pek LC E 
GAIN FLATNESS | (dBm TYP.) VSWR VSWR FIGURE +12VDC 1-24 25-49 50-99 100+ 
PE1517 05-1 GHz 1 1 12 2:1 2:1 3.5 100mA $365.70 $340.10 $314.50 $292.56 
PE1518 05-2 GHz 21 1.5 12 2:1 2:1 3.5 100mA 365.70 340.10 314.50 292.56 
PE1519 1-4 GHz 25 1 15 2:1 2:1 2.5 100mA 522.45 485.88 449.31 417.96 
PE1520 2-4 GHz 25 1 15 2:1 2:1 2.5 100mA 470.20 437.29 404.37 376.16 
PE1521 2-6 GHz 25 1 15 2:1 2:1 3.0 100mA 470.20 437.29 404.37 376.16 
PE1522 4-8 GHz 25 1 15 2:1 2:1 3.0 100mA 470.20 437.29 404.37 376.16 
PE1523 6-18 GHz 21 1.5 13 2:1 2:1 3.5 120mA 679.20 631.66 584.11 543.36 
PE1524 2-18 GHz 21 1.5 13 2:1 2:1 3.5 120mA 726.25 675.41 624.58 581.00 
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NOISE GENERATORS 


PASTERNACK 
PE8500 


SPECIFICATION: 


INPUT POWER +28VDC AT 20 mA MAX. 


FREQUENCY BIAS RE NOISE OUTPUT VSWR (MAX) 
MODEL NO. RANGE (GHZ) CONNECTORS CONNECTORS {ENR - dB) ON/OFF - = - 100 + 
PE8500 ter2 BNC FEMALE SMA MALE 15.5 + 0.5 1.20:1 $997.50 $927.68 $857.85 $798.00 
PE8501 Digde BNC FEMALE SMA MALE 15.5 + 0.5 1.20:1 1140.00 1060.20 980.40 912.00 
PE8502 4.8 BNC FEMALE SMA MALE 15.5 + 0.5 1.20:1 1212.85 1127.95 1043.05 970.28 
PE8503 preeiZ BNC FEMALE SMA MALE 15.5 + 0.5 1.35:1 1282.50 1192.73 1102.95 1026.00 
PE8504 12 5218 BNC FEMALE SMA MALE 15.5 + 0.5 1.35:1 1396.50 1298.75 1200.99 1117.20 


BIASED SCHOTTKY DIODE DETECTORS 


BROADBAND BIASED DETECTORS 
Negative Output Polarity is standard. 


Maximum Input Power: 200 mW CW 

Operating Temperature Range: -55° C to +125° C 

Storage Temperature Range: -65° C to +150° C 

Specification @ +25° C, 100 wA Bias typical, Input Power at -20 dBm 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY VOLTAGE TANGENTIAL VIDEO 
RANGE VITY * = SENSITIVITY FLATNESS CAPACITANCE PRICE 
MODEL NO. (GHz) (MIN. _mV/mi) (MIN. dBm) MAX, dB (MAX. pF) 1-24 25-49 50-99 100 + 
PE8001 Lt I SAY 1800 -52 0.50 100 $313.45 $291.51 $269.57 
PE8002 1.0 - 2.0 2000 -52 0.50 20 323.90 301.23 278.55 
PE8003 2.0 - 4.0 2000 -52 0.50 10 365.70 340.10 314.50 
PE8004 4.0 - 8.0 2000 -52 0.50 10 365.70 340.10 314.50 
PE8005 6.0 - 18.0 1600 -52 0.80 10 397.05 369.26 341.46 
PE8006 8.0 - 12.0 1800 -52 0.50 10 365.70 340.10 314.50 
PE8007 8.0 - 16.0 1800 -52 0.60 10 386.60 359.54 332.48 
PE8008 8.0 - 18.0 1600 -52 0.70 10 386.60 359.54 332.48 
PE8009 18.0 - 26.0 1500 -52 1.00 10 417.95 388.69 359.44 


* Tss is measured with a 2 MHz video bandwidth and 2 dB NF amplifier. 


BNC DETECTORS 


FREQUENCY RANGE: 100 kHz-1,000 MHz 
VSWR: 1.20:1 MAXIMUM 
FLATNESS: + .2 dB TO 500 MHz 

+ .4 dB TO 1,000 MHz 
DC OUTPUT POLARITY: POSITIVE 
MAXIMUM RF INPUT POWER: 100 mW 


OUTPUT CAPACITANCE: 1,000 pf NOMINAL 

INPUT: BNC MALE is Model No, IMPEDANCE 1-24 a2 " 
RF INPUT: L PE8000-50 50 OHMS $167.15 $155.45 $143.75 $133.72 
DC OUTPUT: BNC FEMALE PE8000-75 75 OHMS 149.95 139.45 128.96 119.96 


LOG DETECTOR 


SPECIFICATIONS 

OPERATING. VOLTAGE Ditte fon aitiis'e es crcle ss oclttase 9-15 VDC 

OPERATING TEMPERATURE RANGE ...... -10° C to +65° C 

STORAGE TEMPERATURE RANGE ........ -65° C to +125° C PRICE 


LINEAR-IN-dB RESPONSE CHARACTERISTICS 
$331.20 $308.02 $284.83 $264.96 


INTERCEPT DYNAMIC INPUT 
OPERATING SLOPE POINT RANGE IMPEDANCE INPUT RL 
FUNCTION CURRENT FREQUENCY {mV /dB) (dBm) {dB MIN) 
PE8040 LOG DECTOR 50 mA 10-1000 MHz 41 -54 50 
1-2 GHz 40 -55 50 
2-3 GHz 37 -50 45 
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ZERO BIAS SCHOTTKY DIODE DETECTORS 


No Bias Required. 

Negative Output Polarity is standard. 

Maximum Input Power: 200 mW CW 

Operating Temperature Range: -55° C to +125° C 
Storage Temperature Range: -65°C to +150°C 
Specification @ +25° C, Input Power at -20 dBm 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY : VOLTAGE 

RANGE ENSIT FLATNESS VSWR PRICE 

(GHz) (MIN. mV/mW) (MAX. dB) (TYPICAL) 1-24 25-49 30-99 100 + 
PE8010 0.01 - 2.0 500 0.20 1.20:1 $344.80 $320.66 $296.53 $275.84 
PE8011 0.01 - 4.0 500 0.30 1.30:1 355.25 330.38 305.52 284.20 
PE8012 0.01 - 12.4 500 0.30 1.40:1 340.75 316.90 293.05 272.60 
PE8013 0.01 - 18.5 400 0.50 1.50:1 417.95 388.69 359.44 334.36 
PE8014 0.01 - 26.5 100 -050 (to 18 GHz) 1.50:1 (to 18 GHz) 449.30 417.85 386.40 359.44 

1.00 (18 to 26.5 GHz) 2.0:1 (18 to 26.5 GHz) 

PE8015 2.0 - 4.0 500 0.20 1.20:1 323.90 301.23 278.55 259.12 
PE8016 2.0 - 8.0 500 0.20 1.20:1 386.60 359.54 332.48 309.28 


1 Tss is measured with a 2 MHz video bandwidth and 2 dB NF amplifier. 


PIN-PIN DIODE LIMITERS 


1 Watt CW and 100 Watt Peak (lysec) power handling 
0.1% duty cycle, derated to 20% at +125° C 
Internal DC Return 

Limiting Threshold above +9 dBm typical 

Operating Temperature Range: -55° C to +125° C 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY INSERTION LEAKAGE 

| RANGE Loss 3 VSWR + iw CW T PiR I Cre 
(GHz) {MAX dB) {MAX) (MAX, dBm) 1-24 25-49 50-99 100 + 
PE8017 0.5 - 1.0 0.4 1.40:1 +19.0 $323.90 $301.23 $278.55 $259.12 
PE8018 0.5- 2.0 0.5 1.40:1 +19.0 334.35 310.95 287.54 267.48 
PE8019 1.0 - 2.0 0.4 1.40:1 +19.0 323.90 301.23 278.55 259.12 
PE8020 2.0 - 4.0 0.8 1.50:1 +18.5 306.25 284.81 263.38 245.00 
PE8021 2.0 - 8.0 La 1.60:1 +16.0 386.60 359.54 332.48 309.28 
PE8022 2.0 - 18.0 2.5 2.20:1 +18.0 397.05 369.26 341.46 317.64 
PE8023 4.0 - 8.0 152 1.50:1 +16.0 344.80 320.66 296.53 275.84 
PE8024 6.0 - 18.0 heey 4 2.00:1 +16.0 386.60 359.54 332.48 309.28 
PE8025 7.0 - 12.0 1.5 1.80:1 +16.0 365.70 340.10 314.50 292.56 
 PE8026 8.0 - 16.0 2.0 2.00:1 +16.0 376.15 349.82 323.49 300.92 
PE8027 11.0 - 18.0 Zoe 2.20:1 +16.0 417.95 388.69 359.44 334.36 


1 Insertion loss and VSWR are measured at -10 dBm. 


_PIN-SCHOTTKY DIODE LIMITERS 


DETECTOR ACTIVATED LIMITERS 

1 Watt CW and 200 Watt Peak (lysec) power handling 
0.1% duty cycle, derated to 20% at +125° C 
Internal DC Blocks 

Limiting Threshold below +9 dBm typical 

Operating Temperature Range: -55° C to +125° C 


SMA MALE INPUT / SMA FEMALE OUTPUT 
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FREQUENCY INSERTION LEAKAGE 

RANGE Loss + VSWR ? W_INPUT PRICE 

(GHz) (MAX_dB) {MAX) 1-24 25-49 30-99 100 _+ 
PE8028 0.5 - 1.0 0.5 1.40:1 +14.0 $313.45 $291.51 $269.57 $250.76 
PE8029 0.5 - 2.0 0.6 1.40:1 +14.0 334.35 310.95 287.54 267.48 
PE8030 1.0 - 2.0 0.6 1.40:1 +14.0 323.90 301.23 2/38-59" 259.12 
PE8031 2.0 - 4.0 0.8 1.50:1 +14.0 344.80 320.66 296.53 275.84 
PE8032 2.0 - 8.0 1.4 1.60:1 +14.0 323.90 301.23 278.55 259.12 
PE8033 2.0 - 18.0 2.5 2.50:1 +14.0 397.05 369.26 341.46 317.64 
PE8034 4.0 - 8.0 1.4 1.50:1 +13.0 334.35 310.95 287.54 267.48 
PE8035 6.0 - 18.0 2.5 2.20:1 +13.0 397.05 369.26 341.46 317.64 
PE8036 7.0 - 12.0 2.0 1.80:1 +12.0 386.60 359.54 332.48 309.28 
PE8037 8.0 - 16.0 Zot 1.80:1 +12.0 386.60 359.54 332.48 309.28 
PE8038 11.0 - 18.0 2.5 2.20:1 +12.0 417.95 388.69 359.44 334.36 


1 Insertion loss & VSWR are measured at -10 dBm. 
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DOUBLE BALANCED MIXERS 


ALL UNITS HAVE SMA FEMALE CONNECTORS. 
INPUT DRIVER LEVEL +10 dBm TO +13 dBm 
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LO CONVRSN.. L-R L-1 1 dB INPUT 

RE LO IF POWER LOSS dB 1SO_dB 1SO_dB COMP TOIP 
MODEL NO. z GHz GHz (dBm) Y (tyP.) (tyP.) (dBm) (dBm) . 2 30-99 + 
PE8650 2.075)'850 2.0 - 8.0 DC - 1.5 +10 6.0 30 33 +4 +14 $469.60 $436.73 $403.86 $375.68 
PE8651 2.0 - 8.0 2.0 - 8.0 0.1 - 4.0 +10 6.2 26 28 +4 +14 558.50 519.41 480.31 446.80 
PE8652 2.0 - 18.0 2.0 - 18.0 DC - 0.6 +10 7.3 27 22 +4 +13 608.95 566.32 523.70 487.16 
PE8653 5.0 - 18.0 5.0 - 18.0 DC - 4.0 +10 6.2 35 30 +4 +14 658.30 612.22 566.14 526.64 
PE8654 6.0 - 18.0 6.0 - 18.0 1.5 - 8.0 +10 7.0 28 26 +4 +14 658.30 612.22 566.14 526.64 


FREQUENCY DOUBLERS 


ALL UNITS HAVE SMA FEMALE CONNECTORS. 


INPUT QUTPUT CONVERSION FUNDAMENTAL 
MODEL NO. FREQUENCY GHz FREQUENCY GHz LOSS dB (TYP.) ISQ dB (TYP.) 1-24 25-49 50-99 100 + 
PE8600 1.5-5.0 3.0-10.0 8.5 25 $449.95 $418.45 $386.96 $359.96 
PE8601 2.0-6.0 4.0-12.0 11.0 25 469.95 437.05 404.16 375.96 
PE8602 4.0-9.0 8.0-18.0 10.0 25 479.95 446.35 412.76 383.96 
PE8603 9.0-13.0 18.0-26.0 10.0 25 509.95 474.25 438.56 407.96 
FREQUENCY VSWR VE POW PRICE 
WAVEGUIDE RANGE (GHz) MODEL NO. (MAX. ) = = = + 
WR-28 26.50-40.00 PE6827 1.10:1 75 $835.95 $777.43 $718.92 $668.76 
WR-34 22.00-33.00 PE6828 1.10:1 75 835.95 777.43 718.92 668.76 
WR-42 18.00-26.50 PE6829 1.10:1 100 835.95 777.43 718.92 668.76 
WR-51 15.00-22.00 PE6830 1.10:1 100 835.95 777.43 718.92 668.76 
WR-62 12.40-18.00 PE6831 1.103% 175 835.95 777.43 718.92 668.76 
WR-75 10.00-15.00 PE6832 1.1033 175 909.10 845.46 781.83 727.28 
WR-90 8.20-12.40 PE6833 1.10:1 200 909.10 845.46 781.83 727.28 
WR-102 7.00-11.00 PE6834 1.10:1 300 909.10 845.46 781.83 727.28 
WR-112 7.05-10.00 PE6835 1.10:1 300 909.10 845.46 781.83 727.28 
-750 
= 3. 
= FREQUENCY VSWR AVERAGE POWER PRICE 
r—m ©WAVEGUIDE RANGE (GHz) MODEL NO. (MAX. ) (WATTS MAX.) 1-24 25-49 50-99 100 + 
f<\3 ~=WR-28 26.50-40.00 PE6818 1.07:1 40 $626.95 $583.06 $539.18 $501.56 
So WR-34 22.00-33.00 PE6819 1.07:1 40 626.95 583.06 539.18 501.56 
a WR-42 18.00-26.50 PE6820 1.07:1 50 626.95 583.06 539.18 501.56 
be: WR-51 15.00-22.00 PE6821 1.07:1 55 626.95 583.06 539.18 501.56 
WR-62 12.40-18.00 PE6822 1.07:1 60 626.95 583.06 539.18 501.56 
WR-75 10.00-15.00 PE6823 1.07:1 75 731.45 680.25 629.05 585.16 
WR-90 8.20-12.40 PE6824 1L O771 90 731.45 680.25 629.05 585.16 
WR-102 7.00-11.00 PE6825 1.07:1 100 731.45 680.25 629.05 585.16 
WR-112 7.05-10.00 PE6826 1.07:1 100 731.45 680.25 629.05 585.16 
FREQUENCY VSWR AVERAGE POWER [all sa) Sa 
WAVEGUIDE RANGE (GHz) MODEL NO. (MAX. ) (WATTS MAX.) 1-24 25-4 49-50 100 + 
WR-28 26.50-40.00 PE6809 120321 -50 $417.95 $388.69 $359.44 $334.36 
WR-34 22.00-33.00 PE6810 1.03:1 50 417.95 388.69 359.44 334.36 
WR-42 18.00-26.50 PE6811 1.03:1 -50 417.95 388.69 359.44 334.36 
WR-51 15.00-22.00 PE6812 1.03:1 1.0 417.95 388.69 359.44 334.36 
WR-62 12.40-18.00 PE6813 1.03:1 1.5 417.95 388.69 359.44 334.36 
WR-75 10.00-15.00 PE6814 1.03: 2.0 522.45 485.88 449.31 417.96 
WR-90 8.20-12.40 PE6815 a0 20 2.0 522.45 485.88 449.31 417.96 
WR-102 7.00-11.00 PE6816 1.03:1 2.0 522.45 485.88 449.31 417.96 
WR-112 7.05-10.00 PE6817 1.03:1 2.0 522.45 485.88 449.31 417.96 
= s hs Hy 
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STANDARD GAIN HORNS 


EREQUENCY 
WAVEGUIDE RANGE PRICE 
MODEL NO. SIZE DC TO GHz GAIN 1-4 5-9 10-24 = 
PE9850-10 WR28 26.50-40.00 10 dB $553.80 $515.03 $476.27 $443.04 
PE9850-15 WR28 26.50-40.00 15 dB 595.60 553.91 512.22 476.48 
PE9850-20 WR28 26.50-40.00 20 dB 626.95 583.06 539.18 501.56 
PE9851-10 WR34 22.00-33.00 10 dB 553.80 515.03 476.27 443.04 
PE9851-15 WR34 22.00-33.00 15 dB 595.60 553.91 512.22 476.48 
PE9851-20 WR34 22.00-33.00 20 dB 626.95 583.06 539.18 501.56 
PE9852-10 WR42 18.00-26.50 10 dB 553.80 515.03 476.27 443.04 
PE9852-15 WR42 18.00-26.50 15 dB 595.60 553.91 512.22 476.48 
PE9852-20 WR42 18.00-26.50 20 dB 626.95 583.06 539.18 501.56 
PE9853-10 WR51 15.00-22.00 10 dB 553.80 515.03 476.27 443.04 
PE9853-15 WR51 15.00-22.00 15 dB 595.60 553.91 512.22 476.48 
PE9853-20 WR51 15.00-22.00 20 dB 626.95 583.06 539.18 501.56 
PE9854-10 WR62 12.40-18.00 10 dB 522.45 485.88 449.31 417.96 
PE9854-15 WR62 12.40-18.00 15 dB 553.80 515.03 476.27 443.04 
PE9854-20 WR62 12.40-18.00 20 dB 585.15 544.19 503.23 468.12 
PE9855-10 WR75 10.00-15.00 10 dB 522.45 485.88 449.31 417.96 
PE9855-15 WR75 10.00-15.00 15 dB 553.80 515.03 476.27 443.04 
PE9855-20 WR75 10.00-15.00 20 dB 585.15 544.19 503.23 468.12 
PE9856-10 WR90 8.20-12.40 10 dB 522.45 485.88 449.31 417.96 
PE9856-15 WR90 8.20-12.40 15 dB 553.80 515.03 476.27 443.04 
PE9856-20 WR90 8.20-12.40 20 dB 585.15 544.19 503.23 468.12 = 
PE9857-10 WR102 7.0-11.00 10 dB 553.80 515.03 476.27 443.04 “Tt 
PE9857-15 WR102 7.0-11,00 15 dB 595.60 553.91 512.22 476.48 ] 
PE9857-20 WR102 7.0-11.00 20 dB 626.95 583.06 539.18 501.56 = 
PE9858-10 WR112 7.05-10.00 10 dB 553.80 515.03 476.27 443.04 x =] 
PE9858-15 WR112 7.05-10.00 15 dB 595.60 553.91 512.22 476.48 = 
PE9858-20 WR112 7.05-10.00 20 dB 626.95 583.06 539.18 501.56 © 
= 
PE9859-10 WR137 5.85-8.20 10 dB 553.80 515.03 476.27 443.04 a 
PE9859-15 WR137 5.85-8.20 15 dB 589.95 548.65 507.36 471.96 
PE9859-20 WR137 5.85-8.20 20 dB 626.95 583.06 539.18 501.56 
PE9860-10 WR159 4.90-7.05 10 dB 595.60 553.91 512.22 476.48 
PE9860-15 WR159 4.90-7.05 15 dB 647.85 602.50 557.15 518.28 
PE9860-20 WR159 4.90-7.05 20 dB 700.10 651.09 602.09 560.08 
PE9861-10 WR187 3.95-5.85 10 dB 626.95 583.06 539.18 501.56 
PE9861-15 WR187 3.95-5.85 15 dB 705.30 655.93 606.56 564.24 
PE9861-20 WR187 3.95-5.85 20 dB 7 5en 720.98 666.72 620.20 
PE9862-10 WR229 3.30-4.90 10 dB 679.20 631.66 584.11 543.36 
PE9862-15 WR229 3.30-4.90 15 dB 757399 704.52 651.49 606.04 
PE9862-20 WR229 3.30-4.90 20 dB 1044.95 971.80 898.66 835.96 
PE9863-10 WR284 2.60-3.95 10 dB 783.70 728.84 673.98 626.96 
PE9863-15 WR284 2.60-3.95 15 dB 940.45 874.62 808.79 752.36 
PE9863-20 WR284 2.60-3.95 20 dB 1358.45 1263.36 1168.27 1086.76 
PE9864-10 WR430 1.70-2.60 10 dB 999.95 929.95 859.96 799.96 
PE9864-15 WR430 1.70-2.60 15 dB 1462.95 1360.54 1258.14 1170.36 
PE9864-20 WR430 1.70-2.60 20 dB 2639.00 2454.27 2269.54 2111.20 
. = s 
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WAVEGUIDE END LAUNCH TO COAX ADAPTER 


Lots 
SQ. 
O O 
WR-62 
LO O 
WAVEGUIDE END LAUNCH TO SMA TYPE FEMALE WAVE E END 
FREQUENCY PR GE FREQUENCY PRICE 
WAVEGUIDE RANGE (GHz) MODEL NO. 1-24 25-49 50-99 100 + | WAVEGUIDE RANGE (GHz) MODEL NO. 1-24 25-49 50-99 100+ 
WR-42 18.0-26.50 PE9844 $616.50 $573.35 $530.19 $493.20 | WR-62 12.40-18.00 PE9866 $480.90 $447.24 $413.57 $384.72 
WR-51 15.00-22.00 PE9845 538.10 500.43 462.77 430.48 | WR-75 10.00-15.00 PE9867 459.75 427.57 395.39 367.80 
WR-62 12.40-18.00 PE9846 437.75 407.11 376.47 350.20 | WR-90 8.20-12.40  PE9868 459.75 427.57 395.39 367.80 
WR-75 10.00-15.00 PE9847 424.20 394.51 364.81 339.36 | WR-102 7.00-11.00 PE9869 459.75 427.57 395.39 367.80 
WR-90 8.20-12.40 PE9848 381.35 354.66 327.96 305.08 | WR-112 7.05-10.00 PE9870 491.10 456.72 422.35 392.88 
WR-102 7.00-11.00 PE9849 407.50 378.98 350.45 326.00 
WR-112 7.05-10.00 PE9865 407.50 378.98 350.45 326.00 


FREQUENCY VSWR = AVERAGE POWER 
WAVEGUIDE RANGE (GHz) MODEL NO. (MAX. ) (WATTS MAX.) 1-24 
WR-28 26.50-40.00 PE6800 1.30:1 0.5 $161.55 
WR-34 22.00-33.00 PE6801 125s 0.5 161.55 
WR-42 18.00-26.50 PE6802 L252 0.5 261.20 
WR-51 15.00-22.00 PE6803 1.20:1 1.0 261.20 
WR-62 12.40-18.00 PE6804 1.20:1 1.5 261.20 
WR-75 10.00-15.00 PE6805 1.20:1 2.0 313.45 
WR-90 8.20-12.40 PE6806 1.20:1 2.0 313.45 
WR-102 7.00-11.00 PE6807 1.20:1 2.0 313.45 
WR-112 7.05-10.00 PE6808 1.20:1 2.0 313.45 
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WAVEGUIDE TO COAX ADAPTERS 


VEGUIDE TO N FEMALE 

PRICE 
1-24 25-49 50-99 
WR-62 12.40-18.00 PE9800 $275.00 $255.75 $236.50 
WR-75 10.00-15.00 PE9817 329.75 306.67 283.59 
WR-90 8.20-12.40 PE9801 261.20 242.92 224.63 
WR-102 7.00-11.00 PE9802 313.45 291.51 269.57 
WR-112 7.05-10.00 PE9820 253.30 235.57 217.84 
WR-137 5.85-8.20 PE9818 288.25 268.07 247.90 
WR-159 4.90-7.05 PE9821 505.15 469.79 434.43 
WR-187 3.95-5.85 PE9822 417.95 388.69 359.44 
WR-229 3.30-4.90 PE9823 417.95 388.69 359.44 
WR-284 2.60-3.95 PE9824 574.70 534.47 494.24 
WR-430 1.70-2.60 PE9825 887.80 825.65 763.51 

TYPE MALE 

FREQUENCY PRICE 
RANGE (GHz) 1:24 25-49 50-99 
WR-42 18.00-26.50 PE9813 $417.95 $388.69 $359.44 
WR-62 12.40-18.00 PE9809 261.20 242.92 224.63 
WR-90 8.20-12.40 PE9810 292.55 272.07 251.59 
_ WR-102 7.00-11.00 PE9811 344.80 320.66 296.53 

WAVEGUIDE TO 7mm 

PRICE 

RANGE (GHz) 1-24 © 25- : 
WR-62 - 12.40-18.00  PE9814 $522.45 $485.88 $449.31 
WR-90 8.20-12.40 PE9815 480.65 447.00 413.36 
WR-102 7.00-11.00 PE9816 491.10 456.72 422.35 


100 + 
$334.36 
208.96 
234.04 
275.84 


200 + 
$417.96 
384.52 
392.88 


PR} CE 
WAVEGUIDE 1-24 4 =625-49 50-99 100 + 
WR-28 26.50-40.00 PE9826 $599.15 $557.21 $515.27 $479.32 
WR-34 22.00-33.00 PE9827 576.55 536.19 495.83 461.24 
WR-42 18.00-26.50 PE9812 416.95 387.76 358.58 333.56 
WR-51 15.00-22.00  PE9828 449.85 418.36 386.87 359.88 
WR-62 12.40-18.00 PE9803 261.20 242.92 224.63 208.96 
WR-75 10.00-15.00 PE9819 258.40 240.31 222.22 206.72 
WR-90 8.20-12.40 PE9804 261.20 242.92 224.63 208.96 
WR-102 7.00-11.00 PE9805 313.45 291.51 269.57 250.76 
WR-112 7.05-10.00 PE9829 261.25 242.96 224.68 209.00 
WR-137 5.85-8.20 PE9830 365.70 340.10 314.50 292.56 
WR-159 4.90-7.05 PE9831 414.90 385.86 356.81 331.92 
WR-187 3.95-5.85 PE9832 574.70 534.47 494.24 459.76 
WR-229 3.30-4.90 PE9833 444.05 412.97 381.88 355.24 
WR-284 2.60-3.95 PE9834 679.20 631.66 584.11 543.36 
WR-430 1.70-2.60 PE9835 966.55 898.89 831.23 773.24 


FOR ADDITIONAL TECHNICAL INFORMATION ON 
WAVEGUIDES, PLEASE CONTACT OUR ENGINEERING 
DEPARTMENT AT (949) 261-1920. 


WAVEGUIDE TO N MALE 


FREQUENCY PRICE 
WAVEGUIDE RANGE (GHz)  MODELNO. 1-24 25-49 50-99 100+ 
WR-62 12.40-18.00 PE9806 $315.00 $292.95 $270.90 $252.00 
WR-90 8.20-12.40 PE9807 313.45 291.51 269.57 250.76 
WR-102 7.00-11.00 PE9808 365.70 340.10 314.50 292.56 


WAVEGUIDE WITH O-RING GROOVE TO COAX ADAPTERS 


WAVEGUIDE TO N FEMALE 
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PRICE 

1-24 25-49 50-99 100+ 
CPR-90G6  8.20-12.40 PE9836 «$344.80 $320.66 $296.53 $275.84 
CPR-112G 7.05-10.00 _- PE9837 407.50 378.98 350.45 326.00 
CPR-137G 5.85-8.20 PE9838 417.95 388.69 359.44 334.36 
CPR-159G  4.90-7.05 PE9839 522.45 485.88 449.31 417.96 
CPR-187G 3.95-5.85 PE9840 599.95 557.95 515.96 479.96 
CPR-229G  3.30-4.90 PE9841 626.95 583.06 539.18 501.56 
CPR-284G 2.60-3.95 PE9842 679.20 631.66 584.11 543.36 
CPR-430G 1.70-2.60 PE9843 «1044.95 971.80 898.66 835.96 
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Ci MOBILE ANTENNAS 


FOR LAND MOBILE RADIO APPLICATIONS 


PES1001 PE51003 PES1005 
PES1000 PES1002 PE51004 PES1006 


Model Frequency Max 


PE51000 Mobile Antenna, Heavy Duty Base Loaded % wave 40 - 47 Unity | $40.95 $38.08 
‘ | 36.95 | 


i 


100 + 


PE51001 Mobile Antenna, Field Tunable & wave 118 - 940 | unity | 1500 | 10.18 | 9.42 | 
PE51002 | Wideband Mobile Antenna, 20MHz BW @ 2:1 VSWR 132 - 174 2.448 | 150W | 47.38 | 43.82 | 


PE51004 | Mobile Base Loaded % wave, Field Tunable, No GP 132 - 174 2.4dB* | 200W | 36.95 | 34.36 | 31.78 | 29.56 | 
PE51005 | Wideband Mobile Antenna, 80MHz BW @ 2:1 VSWR, No GP 380 - 460 2.0d8* | 150W | 48.95 | 45.52 | 42.10 | 39.16 | 
PE51006 | Wideband Mobile Antenna, 106MHz BW @ 2:1 VSWR, No GP 406 - 512 2.0dB* | 150W 60.95 | 56.68 | 52.42 | 48.76 | 


*Note: Gain shown with a ground plane GP; without ground plane gain is Unity 


PE51003 | Wideband Mobile Antenna, Field Tunable % wave 132 - 512 Unity | 2000 | | 34.36 | 
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PE51008 PE51010 PE51014 
PE51007 PE51009 PE51013 


Model Frequency Max 


PE51007 | Wideband Mobile Antenna, 40MHz BW @ 2:1 VSWR, No GP 440 - 480 4.548 | 150W | $53.95 | $50.17 | $46.40 | $43.16 


PE51008 | Mobile Antenna, 5/8 wave over wave, tuned to 835 MHz | 22.27 | 20.60 | 19.16 | 
| 33.43 | 30.92 | 28.76 | 
| 33.43 | 


PE51009 | Mobile Antenna, Dual % wave over % wave, tuned to 835 MHz 825 - 896 


PE51010 | Mobile Antenna, Dual % wave over wave, tuned to 898 MHz 870 - 950 al 150W 


/ ‘ 806 - 960 & 
PE51013 | PCS/iDEN/Cellular Low Profile Antenna 1710 -1990 } sos | s4.se | 50.70 | a7.as | 
F 824 - 960 & 2.2 dBi 
PE51014 PCS/Cellular Mobile Antenna, Dual Band Collinear 1850 - 1990 / 4 dBi js | ae.as | 30.36 | 31.78 | 29.86 
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Cl ANTENNAS 


FOR BASE STATIONS and LAND MOBILE RADIO APPLICATIONS 


PE51011 
YAGI 
PE51017 
OMNI ' 
PE51012 
| PE51018 
ote DUCK 


; Frequency Max 
2.4 GHz Directional Panel Outdoor Antenna, with 12 - 
foot RG58 Coaxial Cable attached, VSWR < 1.6:1 2300;2500 Fs aes | zou | 


PE5S1019 
OUTDOOR PANEL 


Frequency Max 
(MHz) Power 


paar |e 
| $94.81 | 


Taz | 20.00 | 19.16 | 


| 46.84 


Sc 
| 58.55 | 54.45 | 50.35 | 
| 50.55 | 54.05 | 50.35 | 
j_se.85 | 54.45 | 50.35 | 


Same-day Shipping / Call for Pricing 


Frequency Max 
ame | wm [te fe [aw | soe | am 
PCS/Cellular Concealed Glass Mount Dual Band 824-896 / P 
pessoas | Antenna, with 10 foot RG58 Coaxial Cable attached | 1850-1990 $39.94 | $36.94 


| Same | 49.95 | 46.45 | 
| Same | 49.95 | 46.45 
[same | 49.95 | 46.45 | 
| sane | 49.95 | 
| same_| 49.95 | 


Cable terminated with TNC Male connector 
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| 42.96 | 39.96 | 
| 42.96 | 39.96 | 
| 42.96 | 39.96 | 
| 42.96 | 39.96 
| 46.45 | 42.96 | 39.96 | 
[sera ie a | 


Noise 
Figure 


) : Frequency 
Model No. Description (MHz) 
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Cable terminated with SMA Female connector 


Cable terminated with FME Female connector 


| PES1016-1—| Cable terminated with SMA Male connector 


Cable terminated with MMCX Male connector 
{ 
il | PE51016-6 Cable terminated with MCX Male connector 
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Cl ANTENNA MOUNTS AND CABLE ASSEMBLIES 


FOR BASE STATIONS and LAND MOBILE RADIO APPLICATIONS 


cl 


PE 


Model No. 


PE51020 
PE51021 
PE51022 


PE51022-1 
PE51022-2 
PE51022-3 
PE51022-4 
PE51022-5 
PE51022-6 
PE51022-7 
PE51022-8 
PE51022-9 
PE51022-10 
PE51022-11 
PE51022-12 
PE51022-13 
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Need a different connector? Call for same-day shipping! 


c= 


51020 PES1021 


Description 


NMO Crimp Mount, for Antennas over 1 GHz, SMA Connector 
NMO Mount, no cable or connector (See cable assemblies below) 


Cable terminated with PL-259 UHF connector 


Frequency 
(MHz) 


DC - 5800 
Dc - 1000 
DC - 2400 


P 


7,95 


E51022 


7.39 


38.08 


38.08 


38.6 | 


& 
& 


& 
& 


6.84 


32.76 


ae. | 
aa.76 
Paar 


32.76 
| 32.76 | 


| 


Same-day Shipping / Call for Pricing 


[7 ANTENNA MOUNT (NMO) CABLE ASSEMBLIES 


NMO MOUNT REQUIRES 3/4" HOLE; 1-1/8"-18 THREAD, AND INSTALLS FROM ABOVE. 
ALL CABLE ASSEMBLIES SHOWN ARE RATED UP TO 1 GHz AT 50 OHM. 


T TO SMA MALE, 1 GHZ, RG58C/U 


(_ EE PORK SET y 
Gere ae a = 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 j 
PE37840-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 PE37841-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 
PE37840-120 120in (10ft) 26.75 24.88 23.01 21.40 PE37841-120 120in (10ft) 26.75 24.88 23.01 21.40 
PE37840-180 180in (15ft) 30.85 28.69 26.53 24.68 PE37841-180 180in (15ft) 30.85 28.69 26.53 24.68 
PE37840-XX Any Same-Day Shipment / Call for Pricing PE37841-XX Any 7 


Same-Day Shipment / Call for Pricing 


**CONTINUED ON NEXT PAGE** 
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Co ANTENNA MOUNT (NMO) CABLE ASSEMBLIES 


NMO MOUNT REQUIRES 3/4" HOLE; 1-1/8"-18 THREAD, AND INSTALLS FROM ABOVE. 
ALL CABLE ASSEMBLIES SHOWN ARE RATED UP TO 1 GHz AT 50 OHM. 


NMO MOUNT TO FME PLUG, 1 GHZ, RG58C/U NMO MOUNT TO FME JACK, 1 GHZ, RG58C/U 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37842-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 PE37843-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 
PE37842-120 120in (10ft) 26.75 24.88 23.01 21.40 PE37843-120 120in (10ft) 26.75 24.88 23.01 21.40 
PE37842-180 180in (15ft) 30.85 28.69 26.53 24.68 PE37843-180 180in (15ft) 30.85 28.69 26.53 24.68 
PE37842-XX Any Same-Day Shipment / Call for Pricing PE37843-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO BNC MALE, 1 GHZ, RGS8C/U NMO MOUNT TO BNC FEMALE, 1 GHZ, RG58C/U 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37844-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 PE37845-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 
PE37844-120 120in (10ft) 26.75 24.88 23.01 21.40 PE37845-120 120in (10ft) 26.75 24.88 23.01 21.40 
PE37844-180 180in (15ft) 30.85 28.69 26.53 24.68 PE37845-180 180in (15ft) 30.85 28.69 26.53 24.68 
| PE37844-XX Any Same-Day Shipment / Call for Pricing PE37845-XX Any Same-Day Shipment / Call for Pricing 
_NMO MOUNT TO MINI UHF MALE, 1 GHZ, RG58C/U NMO MOUNT TO MINI UHF FEMALE, 1 GHZ, RGS58C/U 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37846-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 PE37847-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 
| PE37846-120 120in (10ft) 26.75 24.88 23.01 21.40 PE37847-120 120in (10ft) 26.75 24.88 23.01 21.40 
| PE37846-180 180in (15ft) 30.85 28.69 26.53 24.68 PE37847-180 180in (15ft) 30.85 28.69 26.53 24.68 
PE37846-XX Any Same-Day Shipment / Call for Pricing PE37847 -XX Any Same-Day Shipment / Call for Pricing “yy 
es Pm 
NMO MOUNT TO TNC MALE, 1 GHZ, RG58C/U NMO MOUNT TO TNC FEMALE, 1 GHZ, RG58C/U ar) ~ 
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Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE37848-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 PE37849-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 
| PE37848-120 120in (10ft) 26.75 24.88 23.01 21.40 PE37849-120 120in (10ft) 26.75 24.88 23.01 21.40 
 PE37848-180 180in (15ft) 30.85 28.69 26.53 24.68 PE37849-180 180in (15ft) 30.85 28.69 26.53 24.68 
- PE37848-XX Any Same-Day Shipment / Call for Pricing PE37849-XX Any Same-Day Shipment / Call for Pricing 
NMO MOUNT TO N MALE, 1 GHZ, RG58C/U NMO MOUNT TO N FEMALE, 1 GHZ, RG58C/U 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
 PE37850-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 PE37851-60 60in (5ft) $22.60 $21.02 $19.44 $18.08 
»PE37850-120 120in (10ft) 26.75 24.88 23.01 21.40 PE37851-120 120in (10ft) 26.75 24.88 23.01 21.40 
)PE37850-180  180in (15ft) 30.85 28.69 26.53 24.68 PE37851-180  180in (15ft) 30.85 28.69 26.53 24.68 
_)PE37850-XX Any Same-Day Shipment / Call for Pricing PE37851-XX Any Same-Day Shipment / Call for Pricing 


ee ee eS ee en oe ast) Ae IML LAC AG LSE RM RR 
‘Free Ground Freight  Aj| Products Available Online! www.pasternack.com 255 
‘Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


ST TO ST SIMPLEX 


FIBER OPTIC CABLE ASSEMBLIES 
ST TO ST DUPLEX 


Model No. 


PE300000-1 
PE300000-2 
PE300000-3 
PE300000-5 


Model No. 
PE300001-1 
PE300001-2 
PE300001-3 
PE300001-5 


Length 
1m 
2m 
3m 
5m 


Length 
lm 
2m 
3m 
5m 


SC TO SC SIMPLEX 


SINGLE MODE 
1-24 25-49 50-99 100 + 
$15.60 $14.51 $13.42 $12.48 
16.50 15.35 14.19 13.20 
17.40 16.18 14.96 13.92 
19.25 17.90 16.56 15.40 

MULTI MODE 
1-24 25-49 50-99 100 + 
$10.40 $9.67 $8.94 $8.32 
11.30 10.51 9.72 9.04 
12.20 11.35 10.49 9.76 
14.05 13.07. 12.08 11.24 


Model No. 
PE300006-1 
PE300006-2 
PE300006-3 
PE300006-5 


Model No. 
PE300007-1 
PE300007 -2 
PE300007-3 
PE300007-5 


Length 
lm 
2m 
3m 
5m 


SINGLE MODE 
1-24 25-49 
$23.40 $21.76 
25.20 23.44 
27.05 25.16 
30.70 28.55 

MULTI MODE 
1-24 25-49 
$18.20 $16.93 
20.00 18.60 
21.85 20.32 
25.50 23.72 


50-99 
$15.65 
17.20 
18.79 
21.93 


SC TO SC DUPLEX 


Model No. 


PE300002-1 
PE300002-2 
PE300002-3 
PE300002-5 


Model No. 


PE300003-1 
PE300003-2 
PE300003-3 
PE300003-5 


ioe 
iz 
1 
= 
C3 
x] 
=. 
] 
” 


Model No. 
PE300004-1 
PE300004-2 
PE300004-3 
PE300004-5 


Model No. 
PE300005-1 
PE300005-2 
PE300005-3 
PE300005-5 


296 


ST TO SC SIMPLEX 


Length 
1m 
2m 
3m 
5m 


Length 
lm 
2m 
3m 
5m 


SINGLE MODE 
1-24 25-49 50-99 
$15.60 $14.51 $13.42 
16.50 15.35 14.19 
17.40 16.18 14.96 
19.25 17.90 16.56 

MULTI MODE 
1-24 25-49 50-99 
$10.40 $9.67 $8.94 
11.30 10.51 9.72 
12.20 11.35 10.49 
14.05 13.07 12.08 


100 + 
$12.48 
13.20 
13.92 
15.40 


100 + 
$8.32 
9.04 
9.76 
11.24 


SINGLE MODE 
1-24 25-49 50-99 100 + 
$15.60 $14.51 $13.42 $12.48 
16.50 15.35 14.19 13.20 
17.40 16.18 14.96 13.92 
19.25 17.90 16.56 15.40 

MULTI MODE 
1-24 25-49 50-99 100 + 
$10.40 $9.67 $8.94 $8.32 
11.30 10.51 9.72 9.04 
12.20 11.35 10.49 9.76 
14.05 13.07 12.08 11.24 


Model No. 
PE300008-1 
PE300008-2 
PE300008-3 
PE300008-5 


Model No. 
PE300009-1 
PE300009-2 
PE300009-3 
PE300009-5 


Model No. 
PE300010-1 
PE300010-2 
PE300010-3 
PE300010-5 


Model No. 
PE300011-1 
PE300011-2 
PE300011-3 
PE300011-5 


Length 
1m 
2m 
3m 
5m 


Length 
1m 
2m 
3m 
5m 


SINGLE MODE 
1-240 25-49 
$23.40 $21.76 
25.20 23.44 
27.05 25.16 
30.70 28.55 

MULTI MODE 
1-24 25-49 
$18.20 $16.93 
20.00 18.60 
21.85 20.32 
25.50 23.72 
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SINGLE MODE 
1-24 25-49 50-99 100 + 
$23.40 $21.76 $20.12 $18.72 
25.20 23.44 21.67 20.16 
27.05 25.16 23.26 21.64 
30.70 28.55 26.40 24.56 

MULTI MODE 
1-24 25-49 50-99 100 + 

$18.20 $16.93 $15.65 $14.56 

20.00 18.60 17.20 16.00 
21.85 20.32 18.79 17.48 
25.50 A TAD 21.93 20.40 
Free Ground Freight 
Same-Day Shipping 


FIBER OPTIC CABLE ASSEMBLIES 
FC TO FC DUPLEX 


FC TO FC SIMPLEX 


<———— > 


Model No. 
PE300012-1 
PE300012-2 
PE300012-3 
PE300012-5 


Model No. 


PE300013-1 
PE300013-2 
PE300013-3 
PE300013-5 


SINGLE MODE 
1-24 §= 25-49 50-99 100 + 
$14.30 $13.30 $12.30 $11.44 
15.20 14.14 13.07 12.16 
16.10 14.97 13.85 12.88 
17.95 16.69 15.44 14.36 

MULTI MODE 
1-24 25-49 = 50-99 100 + 
$14.30 $13.30 $12.30 $11.44 
15.20 14.14 13.07 12.16 
16.10 14.97 13.85 12.88 
17.95 16.69 15.44 14.36 


Model No. 
PE300018-1 
PE300018-2 
PE300018-3 
PE300018-5 


Model No. 
PE300019-1 
PE300019-2 
PE300019-3 
PE300019-5 


Length 
1m 
2m 
3m 
5m 


Length 


SINGLE MODE 
1-24 25-49 50-99 100 + 
$31.20 $29.02 $26.83 $24.96 
33.00 30.69 28.38 26.40 
34.85 32.41 29.97 27.88 
38.50 35.81 33.11 30.80 

MULTI MODE 
1-24 25-49 50-99 100 + 
$26.00 $24.18 $22.36 $20.80 
27.80 25.85 23.91 22.24 
29.65 27.57 25.50 23.72 
33.30 30.97 28.64 26.64 


LC 10 LC SIMPLEX 


[msi ome 


LC T0 LC DUPLEX 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300014-1 1m $20.80 $19.34 $17.89 $16.64 PE300020-1 1m $33.80 $31.43 $29.07 $27.04 
PE300014-2 2m 21.70 20.18 18.66 17.36 PE300020-2 2m 35.60 33.12 30.62 28.48 
PE300014-3 3m 22.60 21.02 19.44 18.08 PE300020-3 3m 37.45 34.83 32.21 29.96 
PE300014-5 5m 24.45 22.74 21.03 19.56 PE300020-5 5m 41.10 38.22 35.35 32.88 
MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300015-1 1m $15.60 $14.51 $13.42 $12.48 PE300021-1 1m $28.60 $26.60 $24.60 $22.88 
PE300015-2 2m 16.50 15.35 14.19 13.20 PE300021-2 2m 30.40 28.27 26.14 24.32 
PE300015-3 3m 17.40 16.18 14.96 13.92 PE300021-3 3m 32.25 29.99 27.74 25.80 
PE300015-5 5m 19.25 17.90 16.56 15.40 PE300021-5 5m 35.90 33.39 30.87 28.72 


ST TO FC SIMPLEX 


ST TO FC DUPLEX 


sandg 49qi4 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE300016-1 1m $14.30 $13.30 $12.30 $11.44 PE300022-1 1m $31.20 $29.02 $26.83 
PE300016-2 2m 15.20 14.14 13.07 12.16 PE300022-2 2m 33.00 30.69 28.38 
PE300016-3 3m 16.10 14.97 13.85 12.88 PE300022-3 3m 34.85 32.41 29.97 
PE300016-5 5m 17.95 16.69 15.44 14.36 PE300022-5 5m 38.50 35.81 33.11 

MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300017-1 1m $14.30 $13.30 $12.30 $11.44 PE300023-1 lm $26.00 $24.18 $22.36 $20.80 
PE300017-2 2m 15.20 14.14 13.07 12.16 PE300023-2 2m 27.80 25.85 23.91 22.24 
PE300017-3 3m 16.10 14.97 13.85 12.88 PE300023-3 3m 29.65 27.57 25.50 23.72 
PE300017-5 5m 17.95 16.69 15.44 14.36 PE300023-5 5m 33.30 30.97 28.64 26.64 

. as a 
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Same-Day Shipping 
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FIBER OPTIC CABLE ASSEMBLIES 
ST TO LC DUPLEX 


ST TO LC SIMPLEX 


HH 0 
SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300024-1 1m $19.50 $18.14 $16.77 $15.60 
PE300024-2 2m 20.40 18.97 17.54 16.32 
PE300024-3 3m 21.30 19.81 18.32 17.04 
PE300024-5 5m 23.15 21.53 19.91 18.52 
MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300025-1 1m $14.30 $13.30 $12.30 $11.44 
PE300025-2 2m 15.20 14.14 13.07 12.16 
PE300025-3 an 16.10 14.97 13.85 12.88 
PE300025-5 17.95 16.69 15.44 14.36 


SC TO LC SIMPLEX 


SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300026-1 1m $19.50 $18.14 $16.77 $15.60 
PE300026-2 2m 20.40 18.97 17.54 16.32 
PE300026-3 3m 21.30 19.81 18.32 17.04 
PE300026-5 5m 23.15 21.53 19.91 18.52 
MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300027-1 1m $14.30 $13.30 $12.30 $11.44 
PE300027-2 2m 15.20 14.14 13.07 12.16 
PE300027-3 3m 16.10 14.97 13.85 12.88 
PE300027-5 5m 17.95 16.69 15.44 14.36 


MTRJ TO MTRJ DUPLEX 


SINGLE MODE 
Model_No. Length LES 14 gb088) 0) See08 |. 100'* 
PE300030-1 1m $31.20 $29.02 $26.83 $24.96 
PE300030-2 2m 33.00 30.69 28.38 26.40 
PE300030-3 3m 34.85 32.41 29.97 27.88 
PE300030-5 5m 38.50 35.81 33.11 30.80 
MULTI MODE 
Model _No. Length i-th yee ee 300 
PE300031-1 1m $26.00 $24.18 $22.36 $20.80 
PE300031-2 2m 27.80 25.85 23.91 22.24 
PE300031-3 - 29.65) 27.57 25.50 23.72 
PE300031-5 33.30 30.97 28.64 26.64 


SC TO LC DUPLEX 


Mode! No. Length 1-24 25-49 = 50-99 100 + 
PE300032-1 1m $31.20 $29.02 $26.83 $24.96 
PE300032-2 2m 33.00 30.69 28.38 26.40 
PE300032-3 3m 34.85 32.41 29.97 27.88 
PE300032-5 5m 38.50 35.81 33.11 30,80 
MULTI MODE 
Model No. Length 1-240 25-49, 50-99 +.) | 100% 
PE300033-1 1m $26.00 $24.18 $22.36 $20.80 
PE300033-2 2m 27.80. 25.88 23.916 -:(22iaq 
PE300033-3 S 29.65 27.5%  25.50° §//23.72 
PE300033-5 33.30 30.97 28.64 26.64 


MULTI MODE 
Model_No. Length 1-24 25-49 50-99 100 + 
PE300028-1 1m $20.80 $19.34 $17.89 $16.64 
PE300028-2 2m 22.60 21.02 19.44 18.08 
PE300028-3 9 24.45 22.74 21.03 19.56 
PE300028-5 28.10 26.13 24.17 22.48 


VF45 TO VF45 DUPLEX 
CE ep 


oot 
= 
© 
= 
i=) 
-) 
=) 
° 
7 


MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300029-1 1m $13.00 $12.09 $11.18 $10.40 
PE300029-2 2m 13.65 12.69 11.74 10.92 
PE300029-3 3m 14.30 13.30 12.30 11.44 
PE300029-5 5m 14.95 13.90 12.86 11.96 


MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300034-1 1m $26.00 $24.18 $22.36 $20.80 
PE300034-2 2m 27.80 25.85 23.91 22.24 
PE300034-3 = 29.65 27.57 25.50 23.72 
PE300034-5 33.30 30.97 28.64 26.64 


ST TO VF45 DUPLEX 


MULTI MODE 
Model No. Length 1-24 = 25-49 50-99 100 + 
PE300035-1 1m $13.00 $12.09 $11.18 = $10.40 | 
PE300035-2 2m 13.65 12.69 11.74 10.92 
PE300035-3 3m 14.30 13.30 «=: 12.30 S eednae 
PE300035-5 5m 14.95 13.90 12.86 11.96 
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FIBER OPTIC ADAPTERS 


ae 
i—3 
1) 
aes 
© 
oS 
= 
© 
” 


PRi le (CE 
ST BULKHEAD Model No. MODE L ERIA 1-24 25-49 50-99 100 + 
PE900001 SINGLE ZIRCONIA $7.25 $6.74 $6.24 $5.80 
PE900002 MULTI PHOSPHOR BRONZE 7.25 6.74 6.24 5.80 
ST PANEL Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
MOUNT PE900004 SINGLE ZIRCONIA $10.40 $9.67 $8.94 $8.32 
PE900005 MULTI PHOSPHOR BRONZE 10.40 9.67 8.94 8.32 
ST DUPLEX : MODE SLEEVE MATERIAL 1-2 25-4 50-99 100 + 
PANEL MOUNT Sno SINGLE ZIRCONIA $13.55 $12.60 $11.65 $10.84 
PE900008 MULTI PHOSPHOR BRONZE 10.40 9.67 8.94 8.32 
FC SQUARE MODE —- SLEEVE MATERIAL 1-24 25-4 50-99 100 °+ 
PANEL MOUNT perenne SINGLE ZIRCONIA $11.45 $10.65 $9.85 $9.16 
= PE900011 MULTI PHOSPHOR BRONZE 10.40 9.67 8.94 8.32 
FC BULKHEAD Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PE900013 SINGLE ZIRCONIA $13.55 $12.60 $11.65 $10.84 
PE900014 MULTI PHOSPHOR BRONZE 13.55 12.60 11.65 10.84 
FC PANEL. Model _No. MODE ATER 1-24 25-4 50-99 100 + 
MOUNT PE900016 SINGLE ZIRCONIA $13.55 $12.60 $11.65 $10.84 
, PE900017 MULTI PHOSPHOR BRONZE 10.40 9.67 8.94 8.32 
SC SIMPLEX Model No. MODE SLEEVE MATERIAL 1-24 25-4 50-99 100 _+ 
PANEL MOUNT PE900019 SINGLE ZIRCONIA $10.40 $9.67 $8.94 $8.32 
PE900020 MULTI PHOSPHOR BRONZE 10.40 9.67 8.94 8.32 
SC DUPLEX Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PANEL MOUNT PE900022 SINGLE ZIRCONIA $13.55 $12.60 $11.65 $10.84 
PE900023 MULTI PHOSPHOR BRONZE 13.55 12.60 11.65 10.84 
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FIBER OPTIC ADAPTERS ie 


ST TO FC Model No. MODE SLEEVE MATERIAL 1-24 25-49 30-99 100 _+ 
PANEL MOUNT PE900025 SINGLE ZIRCONIA $11.45 $10.65 $9.85 $9.16 
PE900026 MULTI PHOSPHOR BRONZE 11.45 10.65 9.85 9.16 


ST TO SC Model No. MODE SLEEVE MATERIAL 


= - - 100 + 
PANEL MOUNT PE900028 SINGLE ZIRCONIA $12.50 $11.63 $10.75 $10.00 
PE900029 MULTI PHOSPHOR BRONZE 12.50 11.63 10.75 10.00 


Lat 


SC TO FC Model No. MODE SLEEVE MATERTAL 1-24 25-49 50-99 100 + 
PANEL MOUNT PE900031 SINGLE ZIRCONIA $12.50 $11.63 $10.75 $10.00 
PE900032 MULTI PHOSPHOR BRONZE 12.50 11.63 10.75 10.00 
ST TO SC DUPLEX Model_No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 _+ 
PANEL MOUNT PE900034 SINGLE ZIRCONIA $17.70 $16.46 $15.22 $14.16 
PE900035 MULTI PHOSPHOR BRONZE 17.70 16.46 15.22 14.16 
LC DUPLEX 1000 Model_No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100_+ 
PANEL MOUNT 9 PE900038 SINGLE ZIRCONIA $24.95 $23.20 $21.46 $19.96 
—/ PE900039 MULTI PHOSPHOR BRONZE 15.95 14.83 13.72 12.76 
| 
NEW a 000 
p] i! 
PRICE PRICE 
Model __No. ATTENUATION 1-24 25-49 50-99 100 + Model __No. ATTENUATION 1-24 25-49 50-99 100 _+ 
PE700000-5 5 dB $67.85 $63.10 $58.35 $54.28 PE700001-5 5 dB $67.85 $63.10 $58.35 $54.28 
PE700000-10 10 dB 67.85 63.10 58.35 54.28 PE700001-10 10 dB 67.85 63.10 58.35 54.28 
PE700000-15 15 dB 67.85 63.10 58.35 54.28 PE700001-15 15 dB 67.85 63.10 58.35 54.28 
PE700000-20 20 dB 67.85 63.10 58.35 54.28 PE700001-20 20 dB 67.85 63.10 58.35 54.28 
PE700000-25 25 dB 67.85 63.10 58.35 54.28 PE700001-25 25 dB 67.85 63.10 58.35 54.28 


Model No. ATTENUATION 1-24 25-49 50-99 =: 100+ ‘ f ; 

PE700002-5 5 dB $67.85 $63.10 $58.35 $54.28 I eh” ott. de 
PE700002-10 10 dB 67.85 63.10 58.35 54.28 4 aT i rag faces | PEPE 
PE700002-15 15 dB 67.85 63.10 58.35 54.28 Nahas cae O30 1, eae) 
peiumeneced ||) 20a LS PE700003-20 20 dB 78.30 72.82 67.34 62.64 


PE700002-25 25 dB 67.85 63.10 58.35 54.28 


PE700003-25 25 dB 78.30 72.82 67.34 62.64 
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COAXIAL CABLE 


MEETS OR EXCEEDS MIL-C-17 SPECIFICATIONS WHERE APPLICABLE 


MAX. 
NOMINAL eee CAPACITANCE VELOCITY ATTENUATION. AT AVER. POWER HANDLING PRICE PER FOOT 


1GHz 5GHz  AT1GHZ AT 5 GHZ 
IMP. F / FT, ; , 
(V_RMS) ater! FACTOR 4B/100FT __dB/100FT _(WATTS) (uarespy |. PPAF Lg 200-249 EF 


CONDUCTOR 
NO. OF NOMINAL prevectric NOMINAL = acxer = wetgur «OPERATING PRICE PER FOOT 
MODEL NO. | cureips DIAN.(in) —reLecterc — DYELECTRIC — jacgey JACKET TEMP. eek eae 
______ [strands] DIAM. (in) DIAM. (in) MATERIAL —_LBS/FT 30+ 


RAPa ESA | 
he 65.9% 11.0 30.0 126: 5 40 $1.18 $1.10 
i _0.332 Pvc -40 TO +80 $1.01 $0.94 


$0.60 $0.60 

$0.55 $0.51 

9.0 280: 190M 65 $1.78 $1.66 

2072 _0.28 0.405 Pvc 0.105  _—-40 10 +80_| $1.53 $1.42 
2500 ; 80.0% 13.5 35.0 60 W 19 W $2.01 $1.87 
056 [19] 0.155 PE (F) 0.242 PVC 0.038 _-40 TO +80 $1.73 $1.61 
000 28.0 150 W 50W $1.03 $0.96 
0.405 Pv 0.093 -40 T0 +80 $0.89 $0.82 


1900 | 65.9% 16.5 : 53 W 20 W $1.06 $0.99 
0.032 0.116 PE (S) 0.206 PE 0.033 -55 TO +80 $0.91 $0.85 


Pee BOB 4s ORC! 1 O5,9% 20.0 60.0 44 W 15 W. $0.43 
eee ULIG 0.195 PVC 0.025 -40 TO +80 $0.37 $0.34 


29.0 68.0% 14.0 39.0 632 W 280 W $2.43 $2.26 
. 0.112 PTFE (S) 0.163 FEP 0.028 -40 TO +80 $2.09 $1.94 


65.9% 11.5 41.0 77 27M CO” 

0.242 pve 0.033 -40 TO +80 
s 82.0% 11.0 32.0 880 W 390 W $3622 $1.13 
0.0253 [7] 0.138 PTFE (S) 0.194 FEP 0.028 -40 TO +80 $1.05 $0.98 
ie een 29.5 77 W 27 W $0.72 _ $0.67 
Pvc 0.033 -40 TO +80 $0.62 $0.58 
77 W 27 W $2.26 $2.10 
0.04 -55 TO +80 $1.94 $1.81 

abe. OO 80 10W $0.92 $0.86 

wee’, Bit ae Sh O09s 0.035 -40 TO +80 $0.79 $0.74 
RG122/U 500 1900 4 65.9% 29.2 é 35 W 12 W $1.45 $1.35 
1 0.03 [27] _0. PE (S) 0.160 0.018 -40 TO +80 $1.25 $1.16 
Sal 13.0 36.0 650 W 245 W $3.23 $3.00 
039 ae 0.190 PTFE (FR) 0.033 = -55 TO +250 $2.78 $2.58 
1900 » 69.2% 13.0 36.0 650 W 245 W $3.25 $3.02 
0.039 0.116 PE (S) 0.195 FEP 0.043 -55 TO +200 $2.80 $2.60 
3 O95e. 300 97.0 6 5.W $0.29. S027 
SRS See A y id 3 e : é 0.100 PVC 0.008 $0.25 $0.23 
RG178B/U 500 1000 29.4 69.5% 45.0 115.0 78 W 28 W $0.58 $0.54 
1 0.012 [7] 0.034 PE (S) 0.075 FEP 0.005 -55 TO +200 $0.50 $0.46 
BO SS 8 69.5% 25.0 262.5. 7.200 W. 76 W $1.29 $1.20 
: FEP = 0.011 = -55 ‘TO +200 $1i5 $1.03 
16.5 49.5 250 W 93 W $2.03 $1.89 
0.145 FEP 0.018 -55 TO +200 $1.75 $1.62 
0 ee 2 76 We $2.00 $1.86 
6.012 17} FeO016 © OIE. «0.01 -55 TO +250 $1.72 $1.60 
RG188A/U 500 1200 29.4 ~5% 30.0 79.0 160 W 57 W $1.16 $1.08 
1 0.0201 [7] 0.06 PTFE (S) 0.110 PTFE 0.01 ! -55 TO +250 $1.00 $0.93 
29. a. 78,0. 160 W S7 M.A $2.11 $1.96 
o PTFE 0.015 ~—~55 TO +250 $1.81 $1.69 
1000 ; 5% 45.0 115.0 78 W 28 W $0.84 $0.78 
0.012 [7] 0.034 ___0.080 PTFE 0.005 -55 TO +250 $0.72 _ $0.67 
ets LOE ee — ore oe eT MET eT 
VeVed~ sre ee ab! eee : 3 gf E : ; 0.043 $10.90 $10.14 
5000 30.8 65.9% 9.0 28.0 190 W $1.00 $0.93 
0.0888 [7] 0.285 PTFE (S) 0.405 PVC 0.105 $0.86 $0.80 


190 W “oo $3.96 $3.68 
0.12 $3.41 $3.17 


88_{7] UL) ETS 

750 5000 20.6 9% : 28.0 150 W 50 W $1.35 $1.26 

| x Sess SRS errr eaearrrars (85H | $2.80 $2.60 
- “(s) has be RM 6 0225 | $2.41 $2.24 

$7.19 $6.69 

$6.18 $5.75 
$26.45 $24.60 
$22.75). $284653 


1900 , 5 s 53 W $1.75 $1.63 
0.035 @ j PVC 0.035 -40 TO +80 $1.51 $1.40 
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COAXIAL CABLE 


MEETS OR EXCEEDS MIL-C-17 SPECIFICATIONS WHERE APPLICABLE 


NOMINAL “sama CAPACITANCE VELOCITY ATTENUATION AT AVER. POWER HANDLING 


PRICE PER FOOT 


1 GHz 5 GHz AT 1 GHZ AT 5 GHZ 


mi (V_RMS Petry FACTOR 4B/100FT _dB/100FT__(WATTS WATTS 50-GERS 100-2994 
move. No. | NO. OF apg oretteneie DIELECTRIC aie _ JACKET = WEIGHT yeaa PRICE PER FOOT 
MATERIAL 250-499FT 500+ FT 


MATERIAL LBS/FT 


[strands DIAM. (in DIAM. (in 


650 W 245 W $3.13 $2.91 
0.038 -55 TO +200 $2.69 $2.50 
BEE Tn Ge G z 


2h GSES 0 $1.89 $1.76 
RG316/U y 0201. | 6. 2 | $1.63 $1.51 
RG393/U 


(3,13) 

(4,13) 0 PT S) ( 5 
so 2000 32.0 66.0% 130 W 54 W 
xe 13) 0.020 0.066 PTFE (S) j Cu 0.014 -55 TO +125 

+p 13) 0.004 
(3,13) 1 0.008 
ro 
(4,13) 1 0.011 
500 1000 27.0 77.0% 
(3) 


0.0320 0.095 PTFE (LD) 
( 29.0. 
_0.116 


21.0 
0.198 


13.0 
0. 206 


FEP 


$10.05 $9.35 
_ $8.64 $8.04 


620 | w 
-55 TO +200 


1700 W 
0.158 


7.5 21.0 
PTFE 6) 0.390 FEP 


500 5000 
0.0936 [7] 


0.285 


$12.81 $11.91 
$11.02 $10.25 


330 W 
-55 TO +125 


870 W 
0.1 


9.7 
0.250 


26.1 
Cu 


| PTFE (s) 


$3.78 
$3.25 


$3.52 
$3.02 


4.5 W 
-55 TO +100 


cee Ut 
120.0 


66.0% 
PTFE RO 


32.0 
0.026 


$7.37 $6.85 
$6.34 $5.90 


$20.95 $19.48 
$18.02 $16.76 


12.2 
0.118 


210 W 
-40 TO +150 


$1.11 
$0.95 


17 W 
-40 TO +80 


52 W 
0.068 


66.0% 
PE (S) 


2900 
0.031 


9.2 
0.305 


$1.03 
$0.89 


Pvc 


e 15.0 190 W 
0.403 PVC 


rer) 


50.0 
PVC 


PE (S) 0.150 -40 TO +80 | $0.41 $0.38 


$0.95 $0.88 
_ $0.82 $0.76 


N/A 
-30 TO +75 


N/A 
0. 017 


31.0 
PVC 


N/A 
-30 TO +75 


$0.95 $0.88 
$0.82 $0.76 


PE-BYR940-RD 750 
(26) 

PE-BYR940-GR | 
(26) 
PE-BYR940-YW 730 
(26) 

PE-SRO47AL | 1 
(4,11 es 
PE-SRO47FL A 1000 
(17) 0.011 


$0.95 
$0.82 


N/A 
-30 TO +75 


31.0 N/A 
PVC 0.017 


$0.88 
$0.76 


$4.19 
me be 


w PE-SR401AL | 
ae | a) 0.209 2 06 4 ‘$ ‘4 
x2 : 

rH | PE-SR401FL 500 5000 29.6 70.0% 7.0 18.0 1400 W 680 W $9.49 $8.83 
On (16) 1 PTFE (S) 0.250 Cu (Tn) 0.08 -55 10 +200 | $8.16 $7.59 
= 20 PE-SR402-75 Bee ce re ek =< 
— CHEE) Ge 


CONTINUED ON NEXT PAGE WITH REFERENCE NOTES 
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——a 


al) 


(19) 
(20) 
(21) 
(22) 


NO. OF 
MODEL NO. | SHTELDS 
PE-SRAO2AL 
(4,15) 


PE-TOO4RML 


COAXIAL CABLE 


MEETS OR EXCEEDS MIL-C-17 SPECIFICATIONS WHERE APPLICABLE 


MAX. 
VOLTAGE 
V RMS 
CONDUCTOR 
DIAM. (in) 


NOMINAL 
IMP. 


strands 


2500 
0.036 


500 
: 


PE-TOO2RML 


500 


(CONTINUED) 


ATTENUATION AT 
1 GHz 5 GHz 
dB/100FT dB/100FT 
NOMINAL 
JACKET 
DIAM. (in) 
13.0 31.0 
0.141 Al (Tn) 


(29 


1.0 
Al (Tn) 


CAPACITANCE 
pF / FT. 


NOMINAL 
DIELECTRIC 
DIAM. (in 
29.5 
0.118 
Pep 


VELOCITY 
FACTOR 


DIELECTRIC 
MATERTAL 


JACKET 


MATERIAL 


69.5% 
PTFE (S) 


32.0 
0.066 


= 


69.5% 
PTFE (S) 
rm 


23.0 
0.085 


19.0 
PE 


590. 
11.0 
0.195 


4.5 
0.405 


11.5 
0.195 


80.0% 
PE (F) 


24.3 
0.11 


AT 1 GHZ 


0.019 


0.022 


550 W 
0.07 


AVER. POWER HANDLING 
AT 5 GHZ 
WATTS 
OPERATING 
TEMP. 
RANGE, °C 


180 W 
-55 TO +125 


WATTS 


WEIGHT 
LBS/FT 


450 W 


130 W 
0.007 


170 W 
0.022 


250 W 
0.034 


350 W 
0.055 


170 W 


350 W 
-40 TO +85 


65 W 
-40 TO +85 


75 W 
-40 TO +85 
1200 2 | 
-40 TO +85 
150 W 
-40 TO +85 


75 W 
-40 TO +85 
150 W 
-40 TO +85 
240 W 
-40 TO +85 


PRICE PER FOOT 
50-99FT 100-249FT 


PRICE PER FOOT 
250-499FT 500+ FT 


$5.14 
$4.42 


$4.78 
$4.11 


54 W 
-55 TO +125 


$0.8 $0.76 
$2.72 $2.53 
$2.34 $2.18 


$1.56 
$1.34 


$1.68 
$1.44 


$2.55 
$2.19 


$2.37 
$2.04 


$3.26. $3.03 


$2.72 $2.53 
$2.34 $2.18 
$1.68 $1.56 
$h.44 0 3 
$3.35 $3.12 
$2.88 $2.68 
$2.55 $2.37 
$2.19 $2.08 
$3.79 $3.52 
$3.26 $3.03 
£5: $1.92: $1.79 
$1.65... $1.54 


$0.95 $0.88 
$0.82 $0.76 


NOTES: (CONT'D) 


P = PLENUM CABLE, NEC 725-2(b) CLASS 2 - REQUIRES SPECIAL CONNECTORS 
TWINAXIAL CABLE SIMILAR TO BELDEN 9207** 


SEMI-RIGID CABLE, SOLD IN 5 FEET STRAIGHT PIECES ONLY 

SEMI-RIGID CABLE, SOLD IN EITHER 5 FEET STRAIGHT PIECES OR COILS OF 50 FEET 
SIMILAR TO BELDEN 8281** 

SIMILAR TO BELDEN 9913** 

SIMILAR TO BELDEN 9914** 

SIMILAR TO. BELDEN 8218** 


Free Ground Freight 
Same-Day Shipping 


RE-SHAPEABLE VERSION OF 
RE-SHAPEABLE VERSION OF 
TINNED ALUMINUM VERSION 
TINNED ALUMINUM VERSION 
BARE COPPER JACKET 
TINNED ALUMINUM VERSION 
TINNED ALUMINUM VERSION 
RE-SHAPEABLE VERSION OF 
RE-SHAPEABLE VERSION OF 
SIMILAR TO LMR200* 
SIMILAR TO LMR300* 
SIMILAR TO LMR400* 
SIMILAR TO LMR500* 
SIMILAR TO LMR600* 


* LMR® IS A REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS 


All Products Available Online! www.pasternack.com 
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RG402/U 
RG405/U 
OF PE-047SR 
OF RG401/U 


OF RG405/U 
OF RG402/U 
RG401/U 
PE-047SR 


(23) SIMILAR TO LMR240* 

(24) SIMILAR TO LMR195* 

(25) SIMILAR TO LMR1OOA* 

(26) SIMILAR TO BELDEN 1855A** 
MATERIALS: 

Al (Tn) TIN PLATED ALUMINUM 

Cu BARE COPPER 

Cu (Tn) TIN PLATED COPPER 

FEP FLUORINATED ETHYLENE PROPYLENE 
PE POLYETHYLENE 

PE (A) AIR-SPACE SOLID PE 

PE (AS) AIR-SPACE SEMI-SOLID PE 

PE (F) FOAM PE 

PE (S) SOLID PE 

PTFE POLYTETRAFLUOROETHYLENE 
PTFE (A) AIR-SPACE SOLID PTFE 

PTFE (LD) LOW-DENSITY PTFE 

PTFE (S) SOLID PTFE 

PTFE (FR) FIBERGLASS REINFORCED PTFE 
PVC POLYVINYLCHLORIDE 


** BELDEN® IS A REGISTERED TRADEMARK OF BELDEN CDT INC. 
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COAXIAL CABLE CUTTING TOOL 


/ p amy MODEL NO. 1-24 25-49 50-99 100 + 
Qed ye PE5200 $62.65 $58.26 $53.88 $50.12 


HEAVY DUTY TOOL SPECIFICALLY DESIGNED FOR CUTTING COAXIAL CABLE 


PRESET TORQUE WRENCHES 


Model No. DESCRIPTION PRESET TORQUE HEX SIZE 1-24 25-49 50-99 100 _+ 
PE5011-1 SMA/2.92mm/3 . 5mm 8 IN. LBS 5/16 $151.40 $140.80 $130.20 $121.12 
PE5011-2 SMC 3 IN. LBS 1/4 208.95 194.32 179.70 167.16 
PE5011-3 7mm 14 IN. LBS 3/4 208.95 194.32 179.70 167.16 
PE5011-4 TNC (HEX NUT) 14 IN. LBS 5/8 208.95 194.32 179.70 167.16 
PE5011-5 SSMA 8 IN. LBS 1/4 208.95 194.32 179.70 167.16 
PE5011-6 N/SC (HEX NUT) 14 IN. LBS 13/16 208.95 194.32 179.70 167.16 


PRICE 
Model No. DESCRIPTION 50-99 100 + : 
PES012 RG6, RG11 & RG59 COMPRESSION CONNECTORS $99.95 $92.95 $85.96 $79.96 | 
100 PIECES PER PACKAGE 
PRICE PER PACKAGE 
THREAD HEAD LENGTH 

Model No. IZE TYPE INCHES MATERIAL 1-24 25-49 
PE1004-1 3-56 PHILLIPS 1/4" STAINLESS STEEL $20.85 $19.39 
PE1004-2 3-56 PHILLIPS 3/8" STAINLESS STEEL 20.85 19.39 
PE1004-3 3-56 PHILLIPS 1/2" STAINLESS STEEL 20.85 19.39 
PE1005-1 4-40 PHILLIPS 1/4" STAINLESS STEEL 20.85 19.39 
PE1005-2 4-40 PHILLIPS 3/8" STAINLESS STEEL 20.85 19.39 
PE1005-3 4-40 PHILLIPS c/a" STAINLESS STEEL 20.85 19.39 
PE1006-1 4-40 PHILLIPS 1/4" ZINC PLATED 20.85 19.39 
PE1006-2 4-40 PHILLIPS 3/8" ZINC PLATED 20.85 19.39 
PE1006-3 4-40 PHILLIPS 1/2" ZINC PLATED 20.85 19.39 


NUTS 


w 

aoe 100 PIECES PER PACKAGE 

7 = THREAD PER 

oy Model No. IZE MATERIAL 1-24 25-49 

= Ro PE1007 3-56 STAINLESS STEEL $13.05 $12.14 

<p PE1008 4-40 STAINLESS STEEL 13.05 12.14 
PE1009 4-40 ZINC PLATED 11.95 11.11 


ann = ~SCfm inn Sam.t in. ie Aad, tarda tdects ta, Ban tee ae ee eee ni 
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| SPECIFICATIONS ON A WIDE RANGE OF COAX CONNECTORS. A 


COAXIAL CRIMPING TOOLS 


THESE RATCHET CONTROLLED CRIMP TOOLS ARE DESIGNED TO PROVIDE 

CONSISTENT, RELIABLE HEX CRIMP TERMINATIONS TO INDUSTRY 
fer ©\ Ie 
09), YO 
et OTe 


UNIQUE RATCHET RELEASE MECHANISM IS PROVIDED TO ALLOW REMOVAL 
OF AN INCORRECTLY PLACED CONNECTOR OR CRIMP RING PRIOR TO 
COMPLETING THE CRIMP CYCLE. 


1-24 25-49 50-99 100 + 
$94.6 $87.98 $81.36 $75.68 


FOR CABLE SERIES 


reder vo. | 
a 
er MIEMioMuhanscaraicuincen san Lae le 


THIS CRIMPING TOOL KIT CONSISTS 
OF A FULL CYCLE, RATCHET CONTROLLED 
CRIMP TOOL FRAME, 4 INTERCHANGEABLE 
SETS OF DIES AND A STORAGE CASE. 


Model No, PE5004-KIT 

FULL CYCLE INTERCHANGEABLE DIE 
CRIMPING TOOL. COMPLETE KIT 

IN STORAGE CASE. 


| PRICE Se. 7ay 

1-24 25-49 50-99 100 + “4 

| $258.40 $240.31 $222.22 $206.72 CRIMPS COAXIAL CONNECTORS ON THE FOLLOWING 

; SiS SERIES OF COAXIAL CABLE: RG5, RG6, RG8, 

; RG9, RG11, RG21, RG55, RG58, RG59, RG62, 

| RG87A, RG140, RG141, RG142, RG143, RG165, 
THIS KIT CONTAINS DIES HAVING THE FOLLOWING RG174, RG179, RG180, RG187, RG188, RG195, 
HEX SIZES: .042, .068, .080, .100, .128, 64 RG210, RG212, RG213, RG214, RG216, RG222, 

.151, .178, .213, .255, .324 & .429 : RG223, RG225, RG303, RG304, RG316, RG393 & 


RG400 
PESOO4—KIT 


*INTERCHANGEABLE DIES* 


PASTERNACK PESOOS 


MODEL NO. 
PE5010-1 
PE5010-2 .128 


STRAIGHT 
PE5009 


[Peso10-5 | .429_| 
THESE DIES ARE HEAT-TREATED, NICKEL-PLATED STEEL. NO 
ADJUSTMENT IS REQUIRED WHEN CHANGING DIES. SETUP IS QUICK. 


PRICE 
$130.65 


SPECIFICATIONS 

THESE RATCHET CONTROLLED TOOLS ARE DESIGNED TO PROVIDE 
CONSISTENT, RELIABLE HEX CRIMP TERMINATIONS TO INDUSTRY 
SPECIFICATIONS. THESE TOOLS ARE MADE OF FORGED STEEL TO 
HANDLE YEARS OF PRODUCTION. DIES MUST BE PURCHASED 
SEPARATELY. *(SEE RIGHT)* 
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MOUNTING HOLES 
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Free Ground Freight 
_ Same-Day Shipping 


MAILING LIST CHANGES 


If you receive more than one catalog with the same name and address, please notify Pasternack and pass the catalog along to a friend. Also, if you do 
not require multiple copies to the same company address, contact a sales representative to verify and modify your mailing information. A forms-based 
communications method to add, delete or modify mailing information is available at www.pasternack.com. By clicking “Contact Us”, and then clicking 
“Remove Name from Mailing List’ you may complete the form to request a change to your mailing preferences. In addition, by clicking “Catalog”, and then 
clicking “Request a Printed Catalog”, you may add your contact information to our mailing list. Please note service opt-in and opt-out options located on 
the forms. Alternatively, you may mail, email, telephone or fax Pasternack your request. 


PLACING YOUR ORDER 


> By Telephone: 866-PASTERNACK (866-727-8376) 
US & Canada, or 949-261-1920 


Our friendly sales representatives are ready to serve you from 5:00am 
to 5:30pm Pacific Standard Time (PST), Monday through Friday. For 
most efficient service, please have ready a list of quantities and part 
numbers and, if paying by credit card, your MasterCard, VISA, 
American Express or Discover card. Note: Calls may be recorded or 
monitored for quality and training purposes. 


> By Fax: 949-261-7451 


Our fax lines can be accessed 7 days a week, 24 hours a day. Orders 
received after 4:00pm PST will be promptly processed and shipped the next 
business day. Please include your daytime phone number and/or email ad- 
dress in case we have any questions about your order. 


Minimu Fi 
A minimum order of $50.00 is required. There is no minimum line item required. 


Handling Charge: 
A $10.00 handling charge applies to all orders less than $100.00. This fee will be 
waived on orders of $100.00 or more. 


Ground Freight is Free: - 
On UPS Ground orders, there is no charge for shipping for all USA destination 


orders of $100.00 or greater. 

Otherwise, shipping or freight charges and insurance will be paid by the customer. 
All sales are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA 
USA. Shipping or freight charges from Pasternack’s Irvine, CA factory are prepaid 
and added to the invoice, billed collect, or billed to a third-party. 


Same-Day Shipment: 
Same-day shipment on orders received Monday through Friday prior to 4:00pm PST 
* All UPS air and surface options 
* All FedEx air options (with an approved account number) 
* Most other shipping options, including DHL (with an approved account 
number) and USPS 


Counter-to-Counter Shipping: 


For your urgent order requiring our fastest shipping method, we will place your order 
on the next available flight from Santa Ana-Orange County John Wayne International 
Airport (Airport code: SNA) to the destination you specify. Please call for details. 


Paym 
Pasternack offers a number of convenient payment methods: 


For United States customers we offer check, money order, MasterCard, VISA, 
American Express, Discover, and C.O.D. as well as open account credit to qualified 
institutions and businesses. Payment must be made in US Dollars. 

For Canadian customers we offer all of the above payment options except C.O.D. 


For International customers see International Orders. 


All Products Available Online! www.pasternack.com 
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> By Internet: www.Pasternack.com 


Order on-line 7 days a week, 24 hours a day using our on-line ordering 
system. Just search for the items you want and add them to your 
shopping cart. Internet orders entered after 4:00 pm PST will be 
promptly processed and shipped the next business day. 


> By Mail: Simply Mail Your Order To: 
Pasternack Enterprises, Inc. 
1851 Kettering Street 
PO Box 16759 
Irvine CA 92623-6759 USA 


International customers please see “International Orders” below for additional 
information. 


Open Account Credit: 
Net 30 Days term are available to businesses, schools and agencies subject to 


credit approval. Approval can begin by submitting a completed Credit Application, 
which can be found online at: 
www.Pasternack.com/CreditApplication.aspx 


EFT/Wire Transfers: 

You can wire the funds to our bank. We will contact you with the total amount 
which will include shipping charges and a $40 wire transfer fee. Orders will not be 
accepted until funds have been received in full and Purchase Order (PO) has been 
received. Please call or eMail sales@Pasternack.com for details. 


Mellon 1st Business Bank 

One Bunker Hill Building 

601 West Fifth Street 

Los Angeles, CA 90071 USA 
Account Number: 001-745603 
ABA Routing Number: 122038442 


International Orders 

In addition to the United States and its territories, Pasternack accepts international 
orders. All orders of international origin are exported from the US in accordance 
with the Export Administration Regulations. Diversion contrary to US Law is 
prohibited. 


Pasternack has international distributors that provide support for the following 

countries: 

Europe: France, Sweden, United Kingdom 

Asia: Australia, Indonesia, Japan, Korea, Malaysia, The Philippines, 
Singapore, Thailand 


To access their complete contact information, please see our International 
Distributors section. 


International Shipping Charges: 
Shipping or freight charges and insurance will be paid by the customer. All sales 


are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA USA. 
We ship orders by UPS, FedEX (with an approved account number), or DHL 
(with approved account number) with delivery in 2 to 3 days to most locations 
worldwide. 


International Taxes and Duties: 
Customer is responsible for duties and taxes. 


267 


PASTERNACK ENTERPRISES, INC. 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


CREDIT APPLICATION 


PASTERNACK ENTERPRISES” 


APPLICATION MUST BE COMPLETELY FILLED OUT AND SIGNED BY AN OWNER, PARTNER OR CORPORATE OFFICER TO BE CONSIDERED FOR CREDIT! 


COMPANY NAME: WEBSITE: DUNS # 
ADDRESS: PHONE: 
CITY: STATE: ZIP CODE: FAX: 


TYPE OF BUSINESS: __ Corporation _ LLC __LLP_ Partnership Sole Proprietorship DATE OF INCORPORATION / ORGANIZATION: AND STATE: ___ 


CREDIT LIMIT REQUESTED: GROSS SALES FOR LAST 12 MONTHS: NUMBER OF EMPLOYEES: 
BRIEF DESCRIPTION OF BUSINESS: 


OWNER, PARTNER OR CORPORATE OFFICERS: 
PRESIDENT / OWNER: 


VP FINANCE / CFO: 


BANK REFERENCE: 
NAME: ACCOUNT NUMBER: 


ADDRESS: : STATE: 
OFFICER TO CONTACT: E-MAIL: 


TRADE REFERENCES FROM THE USA PREFERRED. PLEASE GIVE ZIP CODES AND LIST ACCOUNT AND FAX NUMBERS: 


NAME: PHONE: 


FAX: 


CITY: 


CONTACT NAME: 


NAME: 


ADDRESS: 


CITY: 


CONTACT NAME: 


NAME: 


CITY: 


CONTACT NAME: 


IN CONSIDERATION OF PASTERNACK ENTERPRISES, INC. GRANTING CREDIT, WE AGREE TO THE FOLLOWING: 
WE WILL PAY ALL INVOICES INACCORDANCE WITH PASTERNACK ENTERPRISES, INC.’S. STANDARD TERMS AND CONDITIONS IN EFFECT. WE SPECIALLY 
AGREE TO PAY INTEREST AT THE GREATER OF 1.5% PER MONTH OR THE MAXIMUM RATE ALLOWED BY LAW ON ALL UNPAID INVOICES AFTER THIRTY (30) 
DAYS FROM THE INVOICE DATE. 
WE DO ACCEPT PASTERNACK ENTERPRISES, INC.'S STANDARD TERMS AND CONDITIONS OF SALE, REGARDLESS OF ANY TERMS AND CONDITIONS SHOWN 
ON OUR PURCHASE ORDERS. 
SHOULD THIS ACCOUNT EVER BECOME DELINQUENT AND IT BE NECESSARY TO EMPLOY AN ATTORNEY TO COLLECT OR COMMENCE SUIT TO ENFORCE 
PAYMENT, WE AGREE TO PAY A REASONABLE ADDITIONAL SUM AS ATTORNEY'S FEES AND TO PAY COSTS OF SUCH SUIT. 
IT IS EXPRESSLY AGREED THAT ALL OBLIGATIONS OF THE PARTIES CREATED HEREIN ARE TO BE PERFORMED IN IRVINE (ORANGE COUNTY), CALIFORNIA, 
U.S.A. AND THAT THE COURTS OF ORANGE COUNTY, CALIFORNIA HAVE JURISDICTION OVER ANY ACTION TO ENFORCE COLLECTION OF THIS ACCOUNT. 


OWNER, PARTNER OR CORPORATE OFFICER'S NAME TITLE 


SIGNATURE DATE 
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PASTERNACK ENTERPRISES ROHS COMPLIANCE PROGRAM 


_ The European Union set forth the RoHS (Restriction of Hazardous Substances) Directive to establish environmental guidelines and legislation 
to reduce the presence of six (6) materials deemed hazardous to the environment. To comply, products entering the EU must not have a 
homogeneous presence of these materials above the following levels by weight percentage: 


Lead (Pb) < 0.1% 

Mercury (Hg) < 0.1% 

Cadmium (Cd) < 0.01% 

Hexavalent Chromium (CrV1) < 0.1% 
Polybrominated Biphenyls (PBB) < 0.1% 
Polybrominated Dipheny! Esters (PBDE) < 0.1% 


At Pasternack we recognize our responsibility as a supplier of coax connectors, cable assemblies, and components potentially used within 
electronic-based systems and products that are targeted for ROHS compliance. We are fully committed to offering ROHS compliance on the 
greatest majority of our products. We have completed a comprehensive evaluation and analysis program both internally and with our suppliers to 
establish and publish RoHS compliant statements for our products on our website. 


minin k RoH mpli 


To determine if the product in our catalog is ROHS Compliant, please first refer to our website at www.Pasternack.com. For each part we have 
supplied an indicator of compliance using this symbol: 


All products displaying this symbol on our website have been certified as ROHS Compliant. Click on 
this symbol to view the Certificate of ROHS Compliance for this product. 


RoHS 
2002/95/EC 


We recognize that you may have specific questions regarding ROHS certification on Pasternack’s components and products. We will be happy to 
process all such requests and provide individual product RoHS information as quickly as possible. Please direct any such requests to Pasternack 
Enterprises Technical Support via email at TechSupport@Pasternack.com or by calling Toll-Free within North America at 1-866-PASTERNACK 
(866-727-8376). International customers please use +1-949-261-1920. 


Methods Det ining ROHS C li 
RoHS Compliance is determined by a combination of supplier certification and engineering design verification. In most cases, Pasternack’s 

products were determined to be ROHS Compliant. In many cases the Compliance was through a stated Exemption to the RoHS Directive. As 
a supplier of coaxial connectors, adapters, and RF components, Pasternack uses materials such as Brass and Stainless Steel which contain 


lead as a percentage of weight above the 0.1% threshold, but are allowed through the Exemptions as of the October 21%', 2005 RoHS Directive 
amendment. Pasternack uses these Exemptions to the RoHS Directive where applicable. 


What are the Exemptions? 
RoHS Directive text as of the Oct 21, 2005 amendment is underlined, and how it applies to Pasternack products is indicated below each 
Exemption. 1 

ANNEX to ROHS DIRECTIVE 2002/95/EC 


“Applications of lead, mercury, cadmium, hexavalent chromium, polybrominated biphenyls (PBB) or polybrominated diphenyl ethers 
_ (PBDE) which are exempted from the requirements of Article 4(1)”: 


e Lead in glass of cathode ray tubes, electronic components and fluorescent tubes. 
Some Pasternack products use resistive and/or dielectric inks that contain lead in a glass phase and fall under this exemption 5. 


Lead as an alloying element in steel containing up to 0.35% lead by weight, aluminum containing up to 0.4% lead by weight and as a 
copper alloy containing up to 4% lead by weight. 


o> 


Most Pasternack products use metal alloys that contain lead below the maximum concentration values specified under this exemption 6. 
Specifically: aluminum alloys, brass, stainless steel, beryllium copper & phosphor bronze. 


Lead in solders for servers, storage and storage array systems, network infrastructure equipment for switching, signaling, transmission as 
well as network management for telecommunications. 


= 


All Pasternack coaxial cable assemblies are made using solder containing lead (unless lead-free solder is specified), and may be used 
in network infrastructure equipment and therefore would fall under this exemption 7. This exemption Is application specific, however, and 
we therefore leave it up to our customer to determine whether this exemption applies to their application. 


Lead-free solder is now available for all cable assemblies upon request or online at www.Pasternack.com. 


Pasternack has loaded new part numbers for cable assemblies using lead-free solder on our website, using the format 
PE3xxxxLF-yy, where “xxxx” identifies the part using the existing corresponding item number, and “yy” identifies the length in 
inches. For example, PE3067LF-24 is the same as PE3067-24 (BNC Male to BNC Male, RG58C/U), except it uses lead-free solder 
to be fully ROHS Compliant. 
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Customer Satisfaction Survey 
Please evaluate the level of service you have experienced at our company, as we want to ensure that you receive an 


Excellent Customer Experience at Pasternack. Please fax your response to +1 (949) 261-7451 or email to 
sales@pasternack.com, and thank you for your time and consideration in helping us to improve! 


5 Very 
we | mo | Hr 
1. Please rate your overall satisfaction with the customer service at 
our company. 
2. Please rate the courtesy of our staff. 
3. Please rate the knowledge of our technical support staff. 
4. Please rate our staff on their enthusiasm for helping customers. 


5. Please rate our staff on their overall ability to make customers 
feel valued. 


6. Please rate our staff on expressing gratitude for your business. 


7. Based only on our customer service, would you recommend our 
company to friends & colleagues? 


13. Please rate your satisfaction with our Website 
How Do We Compare to the Market 


14. Overall, how does our company’s customer service compare to 
that of our competitors? Are we 

15. Overall, how does our customer service compare to what it was 

12 months ago? Is it... 


16. Please tell us about any instances of dissatisfaction you have 
experienced with the staff at our company. 


17. Please provide one way that our staff can improve the service 
that our company provides to customers. 


18. What other Products or Product Categories would you like us to 
provide? 
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The following are the terms and conditions (“Terms and Conditions”) for the sale of 
products (“Products”) by Pasternack Enterprises, Inc. (“Pasternack”) to Pasternack’s 
| customers (“Customers”). PLEASE READ THIS AGREEMENT CAREFULLY. ANY 
| DIFFERENT ORADDITIONAL TERMS SET FORTH IN CUSTOMER'S PURCHASE 
| ORDER OR SIMILAR COMMUNICATION ARE OBJECTED TO AND SHALL NOT 
| BE BINDING ON THE COMPANY UNLESS ASEPARATE AGREEMENT HAS BEEN 

~SIGNED BY AN AUTHORIZED OFFICER OF THE COMPANY. BY PLACING AN 
ORDER FOR PRODUCTS FROM THE COMPANY, OR BY ACCEPTING DELIVERY 
OF THE PRODUCTS DESCRIBED ON THE APPLICABLE PACKING SLIP, BILL OF 
LADING AND/OR INVOICE RECEIVED WITH THE PRODUCTS, YOUAGREE TO 
BE BOUND BY AND ACCEPT THESE TERMS AND CONDITIONS OF SALE. 


1. ACCEPTANCE AND CANCELLATION OF ORDERS 

All orders are subject to acceptance by Pasternack in writing by a duly authorized 
agent of Pasternack; any written acknowledgement of receipt of an order shall not, 
_in and of itself, constitute such acceptance. Orders accepted and processed by 
_ Pasternack may not be cancelled by Customer except as covered by the Limited 
_ Warranty, allsal . Cable Assemblies and Non-Standard Products are also 
_ Non-Cancelable/Non-Refundable (“NC/NR”). Non-Standard Parts are defined as 
Products which are special orders, custom orders, orders for non-standard products, 
products not customarily in stock or orders for value-added products. In the event of 
cancellation or other withdrawal of an order for any reason and without limiting any 
_ other remedy which Pasternack may have as a result of such cancellation or other 
withdrawal, reasonable cancellation or restocking charges, which shall include all 
_ expenses than incurred and commitments made by Pasternack, shall be paid by 
Customer to Pasternack. Customer requests to reschedule are subject to acceptance 
by Pasternack in its sole discretion. Orders may not be rescheduled after the order 

has been submitted by Pasternack to the shipment carrier. 
a 


2. PRICES 

_ Orders are billed at the prices (in US dollars) in effect at the time of shipment. Prices 
will be as specified by Pasternack and will be applicable for the period specified 
in Pasternack’s quote. If no period is specified, quoted prices will be applicable for 
thirty (30) days. The catalog reflects the latest pricing information available at the 
time of printing. Prices shown in the catalog are subject to change without notice. 
Prices are subject to increase in the event of an increase in Pasternack’s costs or 
other circumstances beyond Pasternack’s reasonable control. Prices are exclusive 
of taxes, impositions and other charges, including: sales, use, excise, value added 
and similar taxes or charges imposed by any government authority, international 
shipping charges, forwarding agent's and broker's fees, bank fees, consular fees, 
document fees and import duties. 


_ All payments must be in US Dollars. 


' Customer agrees to pay the entire net amount of each invoice from Pasternack 
_ pursuant to the terms of each such invoice without offset or deduction. Orders are 
subject to credit approval by Pasternack, which may in its sole discretion at any time 
change the terms of Customer's credit, require payment in cash, bank wire transfer 
or by official bank check and/or require payment of any or all amounts due or to 
become due for Customer’s order before shipment of any or all of the Products. If 
Pasternack reasonably believes that the Customer's ability to make payments may be 
impaired or if Customer fails to pay any invoice when due, Pasternack may suspend 
delivery of any order or any remaining balance thereof until such payment is made or 
cancel any order or any remaining balance thereof, and Customer will remain liable 
to pay for any Products already shipped and all Non-Standard Products ordered by 
ustomer. Customer agrees to submit such financial information as Pasternack may 
_ reasonably require for determination of credit terms and/or continuation of credit 
_terms. Checks are accepted subject to collection and the date of collection will be 
deemed the date of payment. Any check received from Customer may be applied 
by Pasternack against any obligation owing by Customer to Pasternack under this 
or any other contract, regardless of any statement appearing on or referring to such 
check, without discharging Customer’s liability for any additional amounts owing 
by Customer to Pasternack. The acceptance by Pasternack of such check will not 
constitute a waiver of Pasternack’s right to pursue the collection of any remaining 
balance. Invoices not paid when due will bear interest to date of payment at the 
- annual rate of eighteen (18%) percent or such lower rate as may be the maximum 
permitted by law. If Customer fails to make payment when due, Pasternack may 
pursue any legal or equitable remedies, in which event Pasternack will be entitled 
to reimbursement for costs of collection and reasonable attorneys’ fees. There is a 
$25.00 service charge on all returned checks. 


_ 4. SALES TAX 

_ Only California residents need to remit 7.75% sales tax. Pasternack does not remit 
_ Sales tax to states other than California. Any sales tax due that is not collected by 
_ Pasternack is the responsibility of the customer. 


_ 5. TOLERANCES 

__ All coaxial cable assemblies in this catalog and on the Pasternack website have 
fa  pdenath cable length tolerance of +1.5% or +3/8”, whichever is greater. Cable 
Assemblies in excess of this tolerance factor are eligible for repair and / or 
bs replacement under the terms of Pasternack Limited Warranty. 


_ 6. DELIVERY AND TITLE 
__ Shipping or freight charges and insurance will be paid by the customer. All sales 
are made FCA Shipping Point (as defined by the INCOTERMS 2000) in Irvine CA 


. Free Ground Freight 
Same-Day Shipping 


3. TERMS OF PAYMENT z 
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BINDING TERMS AND CONDITIONS OF SALE 


USA. Shipping or freight charges from Pasternack’s Irvine, CA facility are prepaid 
and added to the invoice, billed collect, or billed to a third-party. Subject to 
Pasternack’s right of stoppage in transit, delivery of the Products to the carrier 
will constitute delivery to Customer and title and risk of loss will pass to Customer. 
Pasternack will make reasonable efforts to initiate shipment and schedule 
delivery as close as possible to Customer’s requested delivery date(s). Customer 
acknowledges that delivery dates provided by Pasternack are estimates only and 
that Pasternack will not be liable for failure to deliver on such dates. Selection 
of the carrier and delivery route will be made by Pasternack unless specifically 
designated by Customer. Pasternack reserves the right to make deliveries in 
installments. Delay in delivery of one installment will not entitle Customer to 
cancel any other installment(s). Delivery of any installment of Products within 
thirty (30) days after the date requested will constitute a timely delivery. Delivery 
of a quantity which varies from the quantity specified shall not relieve Customer 
of the obligation to accept delivery and pay for the Products delivered. 


7. PASTERNACK’S LIMITED WARRANTY 

All products are covered by a LIMITED WARRANTY for a period of ninety (90) 
days from the date of shipment when purchased from Pasternack Enterprises, 
Inc. Customer must notify Pasternack within 90 days from date of shipment of 
any defective product. An approved Return Materials Authorization (RMA) number 
must first be obtained from Pasternack prior to the return of any merchandise 
to Pasternack for inspection under warranty. Shipping charges for all materials 
returned under this Limited Warranty are to be prepaid by the Customer. This 
warranty is limited to the original purchaser. Pasternack’s liability arising out of 
any sale of products to Customer is expressly limited to either (1) Credit for the 
purchase price paid by Customer for such products (without interest), or (2) 
Repair and/or replacement of such products, found to be defective after inspection 
by Pasternack, and such remedies shall be exclusive and in lieu of all others. 
This warranty is in lieu of any and all other warranties, whether oral, written, 
expressed, implied or statutory. Further, no warranty will apply if the Product has 
been subject to misuse, neglect, accident or modification, or has been soldered 
or altered in any way. 


All returns must be shipped to: Pasternack Enterprises, Inc. 
1851 Kettering St. 


Irvine, CA 92614 USA 


8. LIMITATION OF LIABILITIES 

In no event shall Pasternack be liable for any special, incidental or consequential 
damages of any nature including, but not limited to, damages resulting from 
loss of profit or revenue, recall costs, claims for service interruptions or failure 
to supply downtime, testing, installations or removal costs, costs of substitute 
products, property damage, personal injury, death or legal expenses. Customer’s 
recovery from Pasternack for any claim shall not exceed the purchase price paid 
by Customer for the goods, irrespective of the nature of the claim, whether in 
warrant, contract or otherwise. CUSTOMER SHALL INDEMNIFY, DEFEND AND 
HOLD PASTERNACK HARMLESS FROM ANY CLAIMS brought by any party 
regarding products supplied by Pasternack and incorporated into the customer’s 
product. 


9. STATEMENTS AND ADVICE 

If statements or advice, technical or otherwise, are offered or given to Customer, 
such statements or advice will be deemed to be given as an accommodation to 
Customer and without charge and Pasternack shall have no responsibility or 
liability for the content or use of such statements or advice. 


10. EXPORT CONTROL 

Products purchased or received under these Terms and Conditions are subject 
to export control laws, restrictions, regulations and orders of the United States. 
Customer agrees to comply with all applicable export laws, restrictions and 
regulations of the United States or foreign agencies or authorities, and shall not 
export, or transfer for the purpose of re-export, any product to any prohibited or 
embargoed country, including but not limited to The Balkans, Belarus, Burma, Cote 
d'Ivoire, Cuba, the Democratic Republic of the Congo, Iran, Iraq, North Korea, 
Sudan, Syria, and Zimbabwe, or to any denied, blocked, or designated person 
or entity as mentioned in any such United States or foreign law or regulation. 
Customer represents and warrants that it is not: (i) on any the Denied Persons List 
(as compiled by the United States Department of Commerce), Specially Designated 
Nationals List (as compiled by the United States Treasury Department), Debarred 
Persons List (as compiled by the United States State Department) or any other 
United States or other government list of prohibited persons; and (ii) otherwise 
prohibited by United States or other law from purchasing the products or services 
hereunder. Customer shall be solely responsible to obtain any license to export, 
re-export or import as may be required. 


11. GENERAL ! 

The Terms and Conditions may not be modified or cancelled without Pasternack’s 
written agreement. Accordingly goods furnished and services rendered by 
Pasternack are sold only on the terms and conditions stated herein. The Terms 
and Conditions will be governed by and construed in accordance with the laws of 
the state of California and the applicable laws of the United States. If you choose to 
access the Pasternack Web Site from outside the United States, you do so on your 
own initiative and are responsible for compliance with applicable local laws. 
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ORDER FORM - FOR CREDIT CARD ORDERS ONLY 


ORDER FORM MUST BE FILLED OUT COMPLETELY 


é ATTN: 

H COMPANY: MINIMUM ORDER - U.S. $50.00 

P : 
STREET ALL SALE Fl TA 

T CITY: STATE ZIP VERED BY 

0 ENTERPRISE Ll ARRANTY. 
DATE: COMPANY P.O. # 


ITEM NO. | QUANTITY | PE PARTNUMBER {FOR PASTERNACK ENTERPRISES, INC. USE ONLY 


EXTENDED PRICE 


**SHIPPING CHARGES SUB-TOTAL FOR GOODS 
1. FOR CREDIT CARD ORDERS, ACTUAL SHIPPING CHARGES WILL BE ADDED. MINIMUM ORDER - U.S. $50.00 
PLEASE CHECK METHOD DESIRED! 
() UPS GROUND (_) UPS BLUE (2 day) (_) UPS ORANGE (3 day) CA RESIDENTS ONLY 
(_ ) UPS RED (overnight) ( ) FEDEX P1* (overnight) (_ ) FEDEX ECONOMY* (2 day) 


*YOUR FEDEX ACCOUNT NUMBER IS REQUIRED IN ORDER TO SHIP YOUR PACKAGE TOTAL PRIOR TO SHIPPIN 
ACCOUNT NUMBER CHARGES BEING ADDED eee tal 


* FOR RESALE, PLEASE ATTACH RESALE CERTIFICATE OR 
ENTER YOUR RESELLER’S PERMIT NUMBER IN THE SPACE 
BELOW AND SIGN THE ORDER 


{os} (*9} ( ) (ar) SELLER’S PERMIT # 


CREDIT CARD ACCOUNT NUMBER CARDHOLDER’S REGISTERED MAILIING ADDRESS IF 
DIFFERENT FROM ABOVE. 


CARD SECURITY CODE (ast 3 on 4 picits on BACK OF CARD) EXPIRATION DATE NAME 

COMPANY 
CARDHOLDER’S NAME (PLEASE PRINT OR TYPE) ADDRESS 

CITY STATE ZIP 
*ALL SALES ARE FINAL, EXCEPT AS COVERED BY PASTERNACK YOUR TELEPHONE NUMBER: : 
ENTERPRISES, INC. LIMITED WARRANTY.* : 
CARDHOLDER’S SIGNATURE (REQUIRED FOR ALL ORDERS) : 
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All the RF, 
Microwave & Fiber 
Optic Products 
you need in one 
location! 


ie eG lcel =e 
(866) PASTERNACK Y 
(Se6)u7 12175) 8 aeree eal 


QMA Connectors/Cable Assemblies 


) QN Connectors/Cable Assemblies 


Jew QLF® Compliant QMA and QN 
| / Connectors and Cable Assemblies 
a» ° Fastest, easiest secure connector mating 
| ¢ No torque wrench needed 
¢ Best interface for field applications 
¢ See Page 12 for more Details 


SATTENTION: PURCHASER OF COAX / FIBEROPTIC EQUIPMENT & SUPPLIES 


MAIL ROOM SUPERVISOR: Our customer at your location has requested this catalog. However, if you can not deliver as addressed, please call us 
Toll-Free at 866-PASTERNACK or mark appropriately and return tothe post office atno charge so that we may update our records and forward properly . 


© COPYRIGHT 2008 PASTERNACK ENTERPRISES, INC. ALL RIGHTS RESERVED, PRINTED IN USA. 
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